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FOREWORD 


These  Proceedings  contain  the  papers  presented  at  the  Twenty  Secoond  Annual  Precision 
Time  and  Time  Interval  Applications  and  Planning  Meeting.  The  meeting  was  held  at 
the  Sheraton  Premiere  in  Tysons  Corner,  Virginia  this  year.  .A  good  attendance  at  the 
meetings  and  the  banquet  was  an  indication  of  the  continuing  interest  in  the  field.  We  had 
a  number  of  invited  papers,  some  of  which  are  included  in  this  proceedings.  A  few  papers 
are  missing  because  they  were  not  received  in  time  for  publication  or  were  withdrawn  from 
publication  by  sponsors.  The  question  and  answer  periods  following  each  talk  are  included 
as  usual. 

This  is  the  second  year  that  we  have  had  a  Poster  Session.  Acceptance  of  this  session  was 
uniformly  positive,  both  bj’’  attendees  and  by  presenters.  The  advantage  of  this  session  is 
the  one-on-one  interaction  between  the  presenter  and  the  attendee. 

The  Hydrogen  Maser  Workshop,  organized  by  Jacques  Vanier,  and  the  Environmental 
Effects  Session,  organized  by  Helmut  Hellwig,  were  outstanding  successes  due  to  the  efforts 
of  these  two  gentlemen  and  to  the  interest  in  these  aspects  of  the  field. 

There  were  251  registered  attendees,  very  high  for  an  East  Coast  meeting. 

The  objective  of  these  meetings  is  to  provide  an  opportunity  for  program  planners  to  meet 
those  who  are  engaged  in  research  and  development  and  to  keep  abrejist  of  the  state- 
of-the-art  and  latest  technological  developments.  At  the  same  time,  they  provide  an 
opportunity  for  engineers  to  meet  program  planners. 

The  success  of  these  meetings  depends  on  the  efforts  of  the  Program  Chairman  and  the 
individual  Session  Chairmen  and  the  organization  of  the  entire  meeting  by  the  Chairman 
of  the  Executive  Committee.  Without  their  unstinting  laboi-,  such  meetings  could  not  be 
held. 
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Abstract 

The  early  history  of  atomic  time  and  frequency  standards  is  reviewed.  The  most  accurate  and  stable 
present  standards  are  described.  Prospective  future  improvements  are  discussed,  particularly  those  with  laser 
cooling  and  with  trapped  ions  and  atoms. 


I  THE  PAST 

The  first  successful  magnetic  resonance  expe^m^ts  were  those  of  Rabi  and  his  associates'’^  with 
molecular  beams  in  1938.  The  ihitial  experiments  mc^ured  the  interactions  of  nuclear  magnetic 
moments  with  external  magnetic  fields,  f adj.ofrec^eiaj  '^ere  soon  observed  that  depended 

on  internal  interactions  within  mol</cule^^r^afomsi5?.^  Some  of  the  radiofrequency  spectra  lines  weie 
almost  independent  of  external  .cdnditions®  and  could  therefore  be  used  as  the  highly  stable  periodic 
component  of  an  atomic  clock®^.  Rabi,  Zacharias  and- Ramsey,  at  Columbia  discussed  thc.pussi,liilit>  >- 
of  atomic  clocks  at  Columbia  as  early  as  1939  and  Rabi  discussed  these  ideas  publiclj  in  his  19-lo 
Richtmeyeriecfure  to  the  American  Physical  Society;  the  first  published  description  of  atomic  clocks 
was  the  New  York  Times  article  based  on  this  lecture. 


In  1949  Ramsey®’®  invented  the  separated  oscillatory  field  method  which  provided  narrower  resonances, 
eliminated  first  order  Doppler  shifts  and  was  useable  at  much  higher  frequencies.  In  1952  Kusch,  Lyons 
Sherwood  and  others'®  did  some  initial  work  on  a  separated  oscillatory  field  atomic  cesium  clock,  but 
the  work  was  soon  discontinued.  In  1954  Zacharias"  stimulated  renewed  interest  in  an  atomic  cesium 
clock  and  began'^  the  development  of  a  commercial  atomic  cesium  clock.  The  first  atomic  beam 
apparatus  extensively  used  as  an  actual  frequency  standard  was  constructed  in  1955  by  Essen  and 
Parry'®.  From  1956  on  atomic  frequency  standards  developed  rapidlj  'vith  major  contributions  coming 
from  a  number  of  laboratories  in  many  different  countries"  ''’.  Stabilities  and  accuracies  of  about  10' ' ' 
have  been  achieved  with  atomic  cesium  clocks'"'  and  the  second,  by  international  agreement,  has  been 
defined  as  the  duration  of  9,192,631,770  cesium  periods. 

Concurrent  with  the  advances  in  atomic  beam  clocks,  a  number  other  atomic  and  molecular  clocks  vvcie 
developed^.  Microwave  absorption  devices  using  molecular  resonances,  such  such  as  the  NII3  inversion 
transition,  were  developed  by  Townes  and  others'.  Later  Townes'"’  discovered  the  maser  principle  and 
developed  the  ammonia  maser  which  operated  well  but  lacked  the  stability  to  be  competitive. 

The  combination  of  Kastler’s  optical  pumping  technique'®  with  Dicke’s  use  of  buffer  gases''  provided 
strong  oscillations  free  from  first  order  Doppler  effects,  so  ojrlically  pumped  rubidium  can  be  used  as 
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a  frequency  standard.  Although  other  atomic  clocks  have  greater  accuiacy  and  stability,  rubidium 
clocks  are  frequently  used  since  they  are  much  lighter  and  less  expensive. 

The  atomic  hydrogen  maser  was  invented  by  Klcppner  and  Ramsej*^  and  a  number  of  scientists' 
contributed  to  its  improvement.  In  the  hydrogen  maser,  atoms  in  the  higher  hjperfine  state  of  atomic 
hydrogen  are  stored  in  a  teflon  coated  bottle  inside  a  tuned  microwave  cavity  where  bj  stimulated 
emission  they  emit  coherent  highlj  stable  microwave  radiation.  The  stability  of  a  h>drogen  maser  can 
be  better  than  over  several  hours. 

Townes  and  Schawlow^^  first  pointed  out  the  possibility  of  applying  the  maser  principles  at  infrared  and 
light  frequencies  and  the  first  successful  laser  was  made  bj  Mairnan^®.  Since  then  laser  developments 
have  occurred  at  a  rapid  pace  with  dramatic  improvements  in  frequency  range,  power  and  stabilitj. 
Major  advances  came  front  the  suppression  of  first  order  Doppler  shifts  by  such  techniques  as  two 
photon  absorption  spectroscopj"  and  from  the  development  of  successive  chains  of  laser  frequencies 
so  that  the  laser  frequencies  could  be  calibrated  in  terms  of  cesium. 

In  recent  years  a  number  of  major  new  techniques  for  trapping  and  cooling  ions  have  been  developed 
including  cooling  by  collisions  with  inert  gases  such  as  lie,  laser  cooling  and  sjrnpathetic  cooling. 
Likewise  techniques  for  trapping  and  cooling  neutral  atoms  have  developed  at  a  rapid  pace  including 
slowing  of  atoms  with  a  laser  beam,  laser  trapping  of  Morns,  laser  cooling  and  optical  ntolasses.  Since 
most  of  these  developments  hold  great  promise  for  the  future  but  are  not  yet  incorporated  into  curient 
clocks,  they  will  be  discussed  later  in  the  section  on  the  future. 

THE  PRESENT 


At  present  different  atomic  clocks  can  be  chosen  to  fit  the  need.  When  hig  j  stability  is  not  required, 
optically  pumped  rubidium  cells  can  be  chosen  for  their  low  cost,  small  s./,e  and  light  weight;  such 
cells  are  stable  to  lOZlJ’  over  a  one  month  period  and  more  stable  for  short'  r  periods.  When  greater 
accuracy  and  stability  is  required,  cesium  beam  tubes  are  usually  used;  th  ;y  are  accurate  to  better 
than  over  extended  time  periods.  For  the  highest  stability  requirements,  as  in  long  baseline 

rrrdio  astronomy  and  navigation  in  outer  space,  hydrogen  i.rasers  are  often  required;  they  are  stable 
to  better  than  over  several  hours.  When  optical  frequencies  need  to  be  measured  lasers  must 

be  used  even  though  they  arc  not  yet  absolute  standards. 

‘'T 

THE  FUTURE 


Niels  Bohr  once  said,  “It  is  always  difficult  to  make  predictions,  esoccially  predictions  about  the  fu¬ 
ture”.  Long  range  predictions  in  a  rapidly  developing  field  like  that  of.,  "‘ate  tuning  are  particulaily 
unreliable  because  unanticipated  new  ideas  usually  occur  and  greatly  chaiif,.  ......  Short  term 

predictions  arc  usually  much  better  because  they  depend  mostly  on  developii._,.i.s  that  have  already 
partially  occurred.  I  shall  devote  most  of  this  section  to  describing  current  piano  and  recent  research 
developments  which  have  particularly  promising  implications  for  i,hc  future  ..id  which  are  the  essential 
ingredients  to  rational  predictions  of  both  the  near  and  distant  futures. 

Many  improvements  arc  being  developed  or  arc  in  prospect  for  the  atomic  clocks  currently  used.  Foi 
c.xamplc,  the  simple  and  low  cost  optically  pumped  atomic  oscillators  are  being  iinpioved  by  the  mse  of 
different  atoms,  by  suitable  wall  coatings  which  permit  the  omission  of  buffer  ga.ses'  and  by  combining 
optical  pumping  techniques  with  lho.se  of  atom  trapping  and  cooling. 
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A  number  of  improvements  can  be  made  oh  the  next  generation  of  acv,urate  atomic  beam  frequcncj 
standards^^^^"*.  Instead  of  state  selection  by  deflection  with  inhoi.^  jgeiicous  magnetic  fields,  the  atoms 
may  be  optically  pumped  to  the  desired  state.  The  .ends  of  the  separated  oscillatory  fields  cavities  can 
be  designed  to  minimize  distributed  cavity  phase  shift^^  and  an  axial  magnetic  field  ma>  be  chosen 
to  minimize  Rabi  and  Ramsey  pulling^^.  Beam  reversal  can  be  Coed  to  evaluate  an>  remaining  phase 
shift'betweeh  the  two  oscillatory  fields  and  the  excitation  can  be  Wivh  counter  propagating  waves^*"'^  '. 
Although  cesium  is  the  atom  currently  most  frequently  used  in  atomic  beam  frequency  standards,  other 
atoms  such  as  Mg  are  being  investigated.  Higher  excited  states  may  also  be  used  to  obtain  atomic 
beam  frequency  standards  at  higher  frequencies.  The  atoms  in  an  atom.'  ni  i..aj  be  laser  cooled  to 
reduce  the  second  order  Doppler  shift.  Many  of  the  laser  cooling  and  experiments  discussed 

below  are  combined  laser  and  atomic  beam  experiments.  Unv., 'idlt  .1  .cecond  order  Doppler 
shift  can  also  be  reduced  by  velocity  selection  of  the  beam,  but  c.  c  .  serious  reduction  in 
beam  intensity. 

Many  atomic  clocks,  such  as  cesium  beam  tubes,  have  much  better  loi.  ,  term  accuracy  than  short 
term  stability  in  vliich  case  the  shorter  term  stability  of  the  clock  can  L*  .viy  improved  by  suitably 
coupling  it  to  a  flj  wheel  oscillator  with  high  short  term  stability.  Cry.s'  '".atoio,  for  example,  can 
be  used  for  the  fly  wheel  oscillator.  Very  high  Q  cavities  are  good  for  this  lr^  ose  and  .superconducting 
e^-vities  are  particularly  promising  since  they  are  highly  stable.  Circuits  wi.,h  either  optical  or  electrical 
'‘jodback  from  a  high  Q  cavity  markedly  diminish  the  noise  and  increase  the  short  term  stability. 
Consideration  is  even  given  to  the  possibility  of  using  a  hydrogen  maser  as  a  fly  wheel  oscillator. 

Possible  improvcmo.as  for  the  hydrogen  maser^'’  include  more  stable  tuned  cavities,  electi -inic  cavity 
tuning,  operation  at  low  temperatures,  operation  in  a  passive  mode  and  new  confinement  surfaces, 
such  as  superfluid  “^He  or  Fomblin  oil.  Superfluid  helium  surfaces  have  the  advantage  tliat  they  are 
reproducible  since  the  superfluid  helium  covers  all  impurities  and  does  not  change  Its  character  vith 
time. 

Infra-:  ed  and  optical  frequency  standards  can  be  improved  by  the  use  of  narrower  fu.es,  by  the 
adaptation  to  optical  frequencies  of  the  separated  oscillatorj  field  methods,  oj  improved  f-equenej 
chains  to  compare  different  frequency  standards  and  by  ‘hr  various  ion  and  atom  trapping  and  cooling 
techniques  discussed  below. 

Dehmelt^®’^'  first  used  electromagnetic  ion  traps  in  radiofrequency  resonance  studies.  Penning  traps 
overcome  the  limitations  of  the  Earnshavv  theorem  by  confining  the  ions  in  one  direction  with  an 
inhomogeneous  electric  field  and  in  the  two  other  orthogonal  directions  with  a  ..ni.'brm  magnetic  field. 
Alternatively,  suitable  inhomogeneous  electric  fields  can  jirovide  focussing  in  all  three  directions  in 
Paul  or  radiofrequency  traps  which  alternately  provide  focussing  and  defocussing  in  each  direction 
but  with  an  average  focussing  in  all  directions.  Ion  traps  have  the  advantage  that  the  observed 
transition  frequencies  are  approximately  independent  of  the  trapping  fields.  Originally  the  trapped 
ions  had  high  kinetic  energy  (approximately  1  eV)  and  excessively  high  second  order  Doppler  shifts. 
However,  Piestage,  Dick  and  MaJeki^*  have  used  a  hybrid  rf/dc  linear  ion  trap  which  permits  storage 
of  large  numbers  of  ions  with  reduced  susceptibility  to  the  second  order  Doppler  effect  caused  by  the  i  f 
confining  fields.  Alternatively,  Cutler^'’,  Dchmelt^”  and  otliers^*’'^*  have  obtained  promising  frequency 
standards  by  cooling  trapped  ^^‘Hg  ions  to  300K  by  collisions  with  low  pressure  helium  gas. 

Laser  cooling,  as  proposed  by  Wincland  and  Dchmelt^’^'^^  aiid  by  Hansch  and  Schawlow^^,  can  go  to 
even  much  lower  temperatures  by  shining  intense  laser  light  at  the  frequency  of  an  allowed  optical 
transition  onto  a  trapped  atom  or  ion  slightly  below  the  resonance  frequency  so  the  light  pressure 
by  the  first  order  Doppler  shift  is  greatest  on  the  ion  when  it  is  approaching  the  light.  Dehmelt^' 
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and  Winelaiul^'’^®  and  others'  have  used  this  technique  to  cool  trapped  ions  to  temperatures  of  a 
:few  micro  Kelvin  where  the  second  order  Doppler  shifts  are  negligible.  Laser  cooling  of  ions  luis  been 
effective  with  both  Penning  and  electric  quaJrupole  rf  traps.  If  the  cooling  hiser  beams  act  directl> 
on  the  stored  ions  being  used  for  time  keeping,  they  must  be  turned  off  when  the  clock  frequencj  is 
being  measured,  However,  this  can  be  avoided  by  the  process  of  “sympathetic  cooling"  in  which  two 
different  ions  are  trapped  with  one  being  the  clock  atom  while  the  other  is  laser  cooled,  the  two  kinds 
of  atoms  interact  sufficiently  in  the  trap  for  the  clock  ions  to  be  “sy  mpatheticallj  ”  cooled  by  the  othei 
ions^.  Trapped  ions  have  been  cooled  t.  the  lowest  vibrational  state  of  the  »rap.  Laser  cooling  of 
trapped  ions  is  a  very  promising  technique  for  stable  clocks  with  the  principal  limitation  boii.<,  the 
low  ion  densitj  ’.equired  to  avoid  space  chaige  effects  and  tl._  low  density  in  turn  reduces  the  signal 
to  noise  ratio. 

The  extreme  limit  for  low  density  of  ion  traps  are  those  with  only  a  single  ion^‘.  In  such  such 
experiments  the  expected  low  signal  to  noise  ratio  can  be  improved  by  the  technique  of  “shelving”.  In 
shelving,  say  with  say  ^^Ba’*’,  t’  ion  is  excited  from  the  6^Si/2  ground  state  to  the  5^i?5/2  state  with 
two  intense  laser  beams  and  the  .ransitions  between  the  S'  state  and  the  S^D^jz  state  are  ij  duced 
at  the  clock  ^’equency.  When  the  ion  is  “shelved”  in  the  S^D^jz  state  the  laser  induced  transitii  .  stop 
until  the  io;  leaves  that  state.  In  this  fashion  each  clock  imiuced  transition  can  affect  10*^  ok'^ervabk 
fluorescent  photons  which  greatly  improves  the  signal  to  noise  ratio. 

In  1985,  Phillips^^  and  his  associates  used  laser  cooling  of  a  focussed  atomic  beam  to  slow  dcctricall} 
uncharged  atoms  and  even  reverse  their  velocity.  Since  the  Dopplei  shift  changes  as  the  atom  slows 
down,  either  the  atomic  optical  frequency  or  the  laser  frequency  must  change  for  the  slowing  to 
continue.  Phillips  did  so  by  having  the  atoms  pass  through  a  region  where  the  magnetic  field  gradually 
changed  a^.  the  atom  moved  along  its  path.  Alternatively,  Hall",  Wieman"  and  others”  have  changed 
or  “chirped”  the  laser  frequency  as  the  atom  has  slowed  down.  The  success  of  atom  cooling  permits 
atoms  to  bo  stored  in  weak  traps  so  there  has  been  a  virtual  explosion  of  new  ideas  and  developments 
in  laser  trapping  of  atoms  during  recent  jears.  Laser  forces  on  neutral  alums  can  arise  cither  from  the 
gradients  of  the  laser  electric  field  interacting  .viih  the  induced  electric  dipole  moment  of  the  atom 
(gradient  or  dipole  force  traps)  or  by  the  transfer  of  inon  mm  in  the  absorption  and  emission  of 
radiation  (spontaneous  radiation  or  scattering  force  traps),  .ith  the  gradient  traps  being  inlrinsicailj 
weaker.  When  slow  atoms  are  introduced  into  a  region  with  oppositely  directed  laser  beams  along 
three  orthogonal  directions  at  frequencies  slightly  below  the  resonance  frequency,  the  atoms  will  be 
laser  cooled  in  whatever  direction  they  move.  Although  such  “optical  molasses"  docs  not  provide  a 
stable  trap  Chu^®,  Pritchard'*”,  Wieman'*”,  Cohen  Tannoudji"  and  others'*^  have  combined  optical 
molasses  with  either  gradient  or  radiation  trapping  to  trap  atoms  at  about  100  K. 

Phillips  and  his  associates'*^  i.  1988  made  the  startling  experimental  diocovery  that  Na  atoms  could 
be  cooled  to  lower  velocities  ti.  u  had  previously  been  considered  to  be  the  theoretical  cooling  limit.  It 
was  thought  that  there  was  a  llieorelic. !  limit,  often  called  the  Doppler  limit,  below  which  the  atoms 
could  not  be  cooled  by  laser  cooling.  This  theoretical  limit  .qurc  Acasonably  occurs  when  kuTj'!  — 
hr/‘i  where  P  is  the  spontaneous  emission  rale  fiom  the  excited  atomic  slate  and  is  the  Boll/miann 
constant.  For  Na,  this  theoretical  temperature  limit  T  =  2 10  /tK.  In  contrast.  Phillips  and  associates'*^ 
found  experimentally  a  cooling  to  10  /tK.  Another  theoretical  limit  to  cooling  was  thought  to  be  the 
recoil  limit  which  occurs  when  the  recoil  energy  (hk)^/2M  of  the  atom  of  mass  M  emits  a  photon 
of  momentum  hk.  Cooling  below  the  Doj.plcr  limit  has  been  c.xplained*^"'*'’  by  Cohen  Tannoudji, 
Dalibard,  Solomon,  Chu  and  others  as  due  to  polarization  gradient  cooling  in  a  multilevel  system 
and  the  Sisyphus  effect  according  to  which  a  moving  atom  is  mostly  climbing  a  potential  hill  of  a 
light  Jt  fk..  ''C’  bl-t  gioiind  state  sublevel  before  being  optically  pumped  to  the  other  sublevel.  With 
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polarization  gradient  cooling  Cs  atoms  have  been  cooled  to  2.5  fiK.  Aspect,  Cohen-Tannoudji  and 
their  associates'*'*’'*®  have  also  used  a  velocity  selective  process  based  on  coherent  trapping  of  atomic 
populations  intoia  nonabsorbing  coherent  superposition  of  states  to  achieve  transverse  cooling  of '*He 
atoms  ih:  the  triplet  metastable  state  to  well  below  the  usual  23  /xK  one  dimensional  Doppler  cooling 
liinit  andithe  4  /zK  recoil  limit  down  to  about  2K. 

The  principal  disadvantage  of  an  atom  trap  is  that  the  strong  laser  fields  that  provide  the  trapping 
also  distort  the. energy  levels  and  resonance  frequencies  of  the  atoms.  Usually  this  makes  it  necessary 
to-lurn  the  trapping  lasers  off  while  the  resonance  is  being  studied  with  a  consequent  reduction  in 
storage  time.  One  possibility  for  increasing  the  effective  storage  time  is  to  give  the  atoms  a  small 
vertical  component  of  velocity  so  that  they  rise  up  and  then  fall  under  gravity,  in  some  cases  passing 
through  two  coherent  oscillatory  fields®  on  the  way  up  and  down,  as  recently  done  successfully  by 
Gliu'*®  and  his  associates  with  microwaves  and  as  planned  by  others  at  laser  frequencies.  In  the  first 
succesful  fountain  experiments  the  atoms  were  somewhat  heated  by  giving  them  the  small  vertical 
velocity,  but  in  the  future  the  heating  can  probably  be  avoided  by  slightly  shifting  the  frequency  of 
the  vertical  cooling  lasers  so  that  the  optical  molasses  will  move  vertically'*^’'*®’'*®.  Chu'*®  also  plans  to 
increase  the  beam  intensity  for  his  experiments  with  an  atom  funnel  based  on  dissipative  optics.  As 
amalterna.tive  to  the  fountain,  \^’ieman'*^  has  suggested  that  the  atoms  can  now  be  cooled  to  such  low 
teinperatures  that  they  can  be  stored  in  a-magnetic  trap  so  weak  that  it  does  not  significantly  affect 
the  spectrum. 

With  the-impressive  recent  developments  just  discussed  it  is  appivfc.it  thj.  .here  are  many  possibilities 
both  for  future  improvements  of  the  currently  used  time  and  frequency  .>tandards  and  for  totally  new 
staiidards  based  on  trapped  ions  or  atoms.  The  possibilities  are  si  numerous  that  it  is  impossible  to 
predict  wliich  ones  will  be  best.  But  with  such  promising  new  techniques  already  available  and  with 
the  prospect  for  further  new  ideas,  the  next  few  years  in  the  field  of  atomic  time  should  be  exciting 
and’productive. 
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1.  Introduction 

In  this  paper  we  present  some  key  problems  encountered  in  the  classical 
microwave  frequency  standards  which  are  still  not  solved  today.  The  point  of 
view  expressed  here  benefits  from  the  experience  gained  both  in  the  industry 
and  in  the  research  lab,  on  the  f ollowing  classical  microwave  f requency 
standards:  active  and  passive  H,  conventional  and  laser  pumped  Cs  beam  tube, 
small  conventional  and  laser  pumped  Rubidium. 

The  accent  is  put  on  the  Rubidium  standard,  the  other  topics  being  covered  in 
the  following  papers.  Table  1  presents  a  simple  comparison  among  the  microwave 
standards. 

2.  Conventional  Rubidium  Standards 

Models  for  predicting  signal,  noise  and  linewidth  are  available  (I).  However 
only  crude  calculations  exist  concerning  the  output  frequency  [2).  The  basis 
of  this  calculation  is  a  linearization  of  the  equation  of  the  isotopic  filter 
induced  optical  displacement  given  in  REF  I3l  and  a  linearization  of  the 

equation  for  light  absorption. 

The  light-shift  experienced  by  the  first  layer  of  atoms  in  the  absorption 
cell  can  be  expressed  with  small  changes  from  REF  [21,  as 

Ay  =  I  [1-K  (0-0  )]  K  (0-0  )  (1) 

LS  O  O  O  1  O 
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where  0  is  the  filter  temperature 

is  the  light  intensity  impinging  on  the  filter 

I  Il-K  (0-0  )]  the  light  intensity  at  the  output  of  the  filter  and 
o  o  o 

■  entering  the  Rubidium  cell, 

a  light  shift  parameter  depending  upon  the  spectral  shape  of  the 
pumping  line  and 

0^  the  filter  temperature  for  which  the  light  shift  goes  to  zero. 

With  the  same  meaning  of  the  parameter j>,  considering  a  mixture  of  isotopes  in 
the  lamp  and,  for  the  integrated  filter  approach  a  mixture  of  isotopes  in  the 
cell,  we  have  the  general  equation  giving  the  frequency  vs  light  intensity  and 
filter  cell  temperature: 


=  i? 

o 


1-K“  (0-0“) 
o  o 


K  (0-0  ) 
1  o 


1-K  (0-0  ) 
o  o 


1  o 


_  2 

+  6^(0-0  j  C2) 

mo  mo 

where: 

is  the  unperturbed  frequency  (independent  from  the  temperature  and  light 
intensity) 

87 

the  index  -  refers  to  Rb  isotope 

85 

the  index  +  refers  to  Rb  isotope 
0  is  the  filter-cell  temperature 

5^  and  are  respectively  the  linear  and  quadratic  temperature  dependence 
given  by  the  buffer  gas  mixture  12J. 


Eq  (2)  explicits  the  fact  that  the  Rb^  gives,  _  for  normally  used  cell 
temperatures  >  65*C,  a  negative  light  shift;  the  Rb^^  gives  a  positive  light 
shift  which  never  goes  to  zero. 
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The  parabolic  behaviour  given  in  eq.  (2)  has  a  minimum  for  a  temperature  0  = 


given  by 

min 


0  -  0i 

min  p 


h  + 


Pi-1 


m 


I  [a.K  -  (l-a.)K  ] 

oil  11 


2K 


Pi-1 


k"' 

o 

o 


2r 


m 


I  (a.K  -  (1-a.)  K  ] 
oil  11 


(3) 


where 

I  =  r  +  l'*' 

0  o  0 

a.  =  r/p 

1;  O'  O 

(4) 

p.  =  a.K  /(l-a.)K^ 

'1  1  V  i'  1 

p.,  :represehts  the  ratio  (absolute  value)  of  the  negative  to  the  positive  light 
shift,  the  index  i  meaning  that  the  ratio  is  taken  at  the  input  of  the 
filter-cell. 


Eq*,,  ;(3)  shows  that  depends  upon,  the  total  light  intensity  emitted  by 

thp'lamp  if  5^  and  are  different  from  zero. 

The  eq.  (2)  can  be  expressed  in  terms  of  a  measurable  output  pai  ^meter,  i.e. 
light  intensity  I  transmitted  by  the  cell. 

;y  =  V  -  a  I  K  (0-0  )  +  ((-■a  )  I  K^  (0+0^)  + 

0  0  10  o  1  o 

2 

+  5  (0-0”)  +  r  (0-0”)  (5) 

m  o  m  0 
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where 


I 


o 


:K"  (0-0“) 
o 


I 


it  (0-0~) 

o  0 


(6) 


I  =  a  t 
■ 

=  (1-a-).  I  . 

"P 

The  meaning  of  -index  o  is  tha+  we  are  ref  erring  to  output  parameters. 


fEq.  (5)  shows  that  the  frequency  is  a  linear  function  of  the  total  transmitted 
dight  in  agreement  with  experiments  [2], 


:From  eq.  (5)  :by  differentiating  with  respect  to  the  transmitted  light 
intensity  I  one  -obtains  that  dy/dl  =  0  for  0  =  given  by: 


0 


LS=0 


0”^  +  0 


0  o 


(7) 


a  K 

where  p  =  - -  .  (8) 

°  (1-a  )K'*' 

o  1 
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has  the  same  meaning  as  p.  but  referred  now  to  the  transmitted  total  light 
intensity. 

For  obtaining  good  standard  performances 

0  .  =0 
mm  LS=o 

this  relation  can  be  realised  by  choosing  the  isotopic  ratio  in  the  lamp  and 
in- the  cell  and  in  addition  the  buffer  gas  mixture. 

For  one  commercial  Rubidium  this  occurs  at  a  filter-cell  temperature  of  75°C 
[21; 

The  model  shows  that  the  main  limitation  of  the  conventional  Rubidium  is  that 
temperature  coefficient  and  light  shift  compensation  occurs  only  for  a  well 
defined  light  intensity  and  well  defined  cell-filter  temperature. 

All'  the  parameters  occuring  in  the  previous  equations  are  important  for  a 
Rubidium  drift  model. 

3.  Laser  Pumped  Rubidium 

From  experiments  in  our  laboratory,  and  using  a  laser  power  corresponding  to 
the  "saturated"  light  shift  [4]  the  following  data  are  obtained: 

a)  The  light  shift  vs  the  laser  frequency  is  5x10”^ VmHz  or  a  Rubidium 

stability  of  requires  a  laser  stability  of  5x10”*°t”^^^. 

-12 

b)  The  light-shift  vs  the  laser  power  is:  ~  3x10  /%. 

c)  The  laser  locked  to  the  Rubidium  cell  has  a  cell  temperature  induced 
frequency  shift  of  9  MHz/°C  [4]. 
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cl)  From  c):  and  a)=  the  laser  servo  produce  an  additional  cell  temperature 
coefficient  of  ~4.5xl0  ^°/°G. 

e)  In  the  relevant  Fourier  frequency  range  (100  Hz  -  1  kHz),  the  laser 
intensity  noise  is  >  10~^/V  Hz  while  shot  noise  is  <  10  ^ f'/Hz  . 

f) :=  Aging  of  the  laser  parameters  in  single  mode  operation,  locked  to  the  Rb 

cell,  is  commonly  experienced. 

Ih:  view  of  points  a)  to  f)  it  appears  not  a  simple  v.  .rk  to  reach  the  predicted 
performance  [5]  o-^Ct)  =  3xl0~^\"^^^. 

However  when  all  the  previous  problem  will  be  solved  we  will  certainly  see  the 
realization  of  the  promise  of  the  iaser  pumping:  a  very  small,  low  power  and 
high  performance  Rubidium  standard. 

4.  Cs  standards 

As  a  comment  to  the  Table  1  we  like  to  remark  that  the  Cs  standard  has  the 
lowest  intrinsic  temperature  coefficient,  no  significant  drift  and  no 
significant  drift  mechanism  compared  to  the  other  standards.  In  addition, 
recent  advances  in  a  microprocessor  controlled  electronics  [6]  have  still 
produced  remarkable  improvements  of  the  environmental  characteristics.  One 
problem  tj  be  solved  is  the  aging  of  the  signal  due  to  the  degradation  of  the 
electron  multiplier.  This  problem  exists  for  high  gain  (~  10^)  and  low  noise 
figure  (~  1  dB)  multipliers.  For  low  gain  and  high  noise  figure  multipliers 
the  problems  seem  solved  [7].  However  in  this  case  much  higher  atomic  flux  is 
required  for  obtaining  the  same  short  term  stability,  i.e.  the  tube  lifetime 
is  shortened. 

The  small  optically  pumped  Cs  is  appealing.  The  demonstrated  short  term 
stability  is  <  IO'^^t  [8].  The  potential  is:  small  size  and  light  weight. 
The  problems  to  be  solved:  the  laser  frequency  noise  and  laser  aging. 
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5.  H-Maser 


^Relatively  to  the  H-Maser  we  believe  that  the  problem  of  the  frequency  drift 
ds  still  open.  In  this  context,  the  cavity  pulling  has  drawn  a  lot  of 
■attention.  Today,  to  our  knowledge,  4  different  methods  of  automatic  cavity 
tuning  are  used  for  maser  in  the  field:  The  SE  tuning  [9],  the  magnetic 
relaxation  tuning  [10],  the  cavity  frequency  switching  [11]  and  the  auxiliary 
■mode  stabilization  [12].  Many  more  have  been  proposed  and  tested  [2].  As  a 
conclusion  we  consider  that  the  long  term  maser  frequency  drift  associated 
with  the  cavity  pulling  is  a  well  known  subject  due  to  the  high  level  of 
-precision  obtainable  in  principle  by  these  methods.  On  the  contrary  wall  shift 
drift  is  still  very  poorly  known  [13]. 

From  our  experience  it  appears  illusory  to  derive  conclusions  on  wall  shift 
drift  vs  time  a)  for  masers  which  are  not  in  continuous  operation,  b)  masers 
which  show  a  signal  amplitude  decay  which  is  normally  correlated  with  the  line 
Q  decay,  c)  masers  which  suffer  from  magnetic  relaxation  requiring  neck  coil 
current  trimming,  in  order  to  get  the  full  power  operation  at  a  low  C  field  of 
<  1  mG. 

Maser  amplitude,  iii.e  Q  and  magnetic  relaxation  should  be  monitored  in 
addition  to  the  cavity  frequency  for  correct  interpretation  of  the  frequency 
drift  data. 

As  a  conclusion  wall  shift  and  the  associated  wall  relaxation  is  still  the 
main  problem  to  be  solved. 
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TABLE  1.  CLASSICAL  ^-WAVE  STANDARDS:  WHERE  DO  WE  STAND? 


Rubidium 

Lamp  Laser 

Cesium  (small) 
magnetic  optical 

H 

active 

Short-term 

stability 

^1 0-11  t; -1/2  7 

10-11t:-1'2  3.10-12 

10-15  (1000  S) 

S/N 

85  dB  ? 

1000  20000 

— 

Q 

o 

o 

•sj 

2-107  1.107 

>2-1 09 

10-’2/K 

th.  gain:  100 

<10=i3/K 

<3-10-’VK 
th.  gain:  102-10“ 

5-10-’V%  10-'2/% 

— 

“ 

Magnetic 

coeff. 

2-10-’VG 

<10-’2/G 

<10-’3/G 

Long-term 

stability 

10'”/month  ? 

3-10-12/Life 

Life  time 

>5  years  ? 

3  MO  years  ? 

7 
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QUESTIONS  AND  ANSWERS 


Dave  Wineland,  National  Institute  of  Standards  and  Technology:  Conr^’ming  the  light  shift 
with: the  lasers  on  the  rubidium  standard;  what  about  chopping  the  laser  light  to  get  rid  of  the  light 
shift? 

Mr.  Thomann;  Yes,  of  course  that  is  a  method  that  has  already  been  proposed  Vvith  normal  lamps. 
It  could  more  easily  done  with  lasers  because  it  is  very  easy  to  chop  lasers,  at  ’.^st  in  principle.  I 
don’t  know  of  anybody  that  has  tried  that,  but  it  is  certainly  worth  trying.  One  problem  is  that  we 
have  to  keep  the  laser  frequency  locked  at  the  same  time  as  we  chop  the  intensity.  This  could  be  a 
problem.  Of  course  we  don’t  want  to  use  involved  choppers  in  commercial  rubidium  s'andards  which 
are  traditionally  the  cheapest  available,  but  there  is  a  choice:  we  could  make  a  laboratory  standard 
with  elaborate  techniques,  but  for  a  commercial  device  one  should  keep  with  very  simple  techniques. 
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THE  STATES  OF  CESIUM  BEAM  FREQUENCY 

STANDARDS 

Leonard  S.  Cutler 
Hewlett-Packard  Laboratories 
Palo  Alto,  California 


Abstract 

There  has  been  a  lot  of progress  in  cesium  beam  frequency  standards  in  the  last  few  years  some  of  which 
will  be  reported  here.  Optical  pumping  is  being  pursued  actively  in  a  number  of  laboratories.  Optically 
slowed  and  cooled  beams  Imve  been  demonstrated  as  well  as  traps  for  cold  neutral  atoms.  The  microwave 
cavity_performqnce  with  regard  to  local  phase  shift  at  the  beam  holes  has  been  improved  by  use  of  carefully 
designed  and  built  ring  structWcif.’'  the  cavity  ends.  Worlds  being  done  on  improvements  in  electronics 
with  some  emphasis  on  use  of  digital  circuitry  and  microprocessors,  the  frequency  pulling  due  to  microwave 
AM  =  ^1  transitioiis  (Ramsey  pulling)  has  been  analyzed  and  shown  to  be  important.  Status  of  cesium 
beanifrequenty  standards  in  some  of the  laboratories  as  well  as  some  of the  commercial  work  will  be  discussed. 
Since  much  of  the  laboratory  work  going  bn  involves  optical  pumping  and  detection,  those  items  will  get  the 
most  attention  here. 


INTRODUCTION 

Cesium  beam  frequency  standards  occupy  an  important  place  in  todaj’s  technology  partially  because 
the  unit  of  time  is  presently  defined  by  the  hyperfine  transition  in  the  ground  state  of  Csm  and 
also  because,  even  though  they  are  highly  developed,  there  is  still  the  potential  for  considerable 
iinprovement  in  performance. 

Factors  important  to  performance  include: 

1.  second  order  doppler  shift 

2.  cavity  phase  shifts,  end-to-end  and  local  distributed 

3.  microwave  power  shift 

4.  C  field  homogeneity 

5.  microwave  excitation  spectrum  symmetry 

6.  microwave  leakage  outside  the  cavity  (running  waves) 

7.  pulling  by  neighboring  transitions  (Rabi  pulling) 

8.  pulling  by  AM  =  ±1  transitions  (Ramsey  pulling) 
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9.  puliing.by  even  order  modulation  distortion 

jO.  noisevat  eveji  harmonics  of  modulation  frequency  on  flywheel  oscillator 
11.  defects  in  the  electronic  frequency  lock  servo 

These  cannot  be  covered  iii  detail  in  this  paper. 

Most  of  the  beam  tubes  up  to  the  present  have  u^ed  magnetic  state  separation  and  a  hot  wire  ionizer 
detector.  The  recent  availability  of  diode  lasers  in  the  near  IR  and  stabilization  techniques  have  made 
optical  pumping  for  state  separation- and  detection  practical. 

Optical  pumping  has  a  number  of  advantages.  Much  better  utilization  of  the  beam  can  be  achieved 
leading  to  higher  signal  to  noise  ratio  for  the  same  cesium  flux  from  the  oven.  This  is  due  to  the 
velocity  selectivity  of  the  magnetic  deflection  systems.  This  same  velocity  selectivity  makes  correction 
of  the  second  order  Doppler  shift  (relativistic  correction)  more  uncertain  in  the  magnetic  deflection 
tubes  because  the  velocity  distribution  of  the  detected  atoms  is  very  dependent  on  the  magnetic 
field  strengths  and  the  tube  and  magnetic  field  geometries.  The  second  order  Doppler  shift  is  about 
-1 X 10“^^  for  the  usua'  beam  velocities  involved  (around  140  m/sec)  and  is  the  largest  offset  outside 
of  that  due  to  the  C  field  and  perhaps  cavity  phase  shift  in  well  designed  tubes.  Since  the  second 
order  Doppler  shift  depends  on  velocity,  the  line  shape  will  depend  on  the  velocity  distribution  and  will 
usually  bc’asymmetric  leading  to  a  dependence  on  the  microwave  modulation  waveform  and  amplitude 
as  well  asAthe  microwave  power  Imnce  good  knowledge  of  the  velocity  distribution  is  essential.  One 
other  advantage  of  optical  pumping  is  the  absence  of  strong  magnetic  deflection  fields  close  to  the  C 
field  region.  This  can  lead  to  more  homogeneous  C  fields  and  consequently  better  accuracy. 

The  difference  of  magnetic  moments  of  the  sublevels  of  the  ground  state  leads  to  asy  mmetric  population 
distributions  in  the  magnetic  deflection  case  and  consequently  pulling  from  neighboring  transitions 
(Rabi  pulling).  If  AA/  =  ±1  transitions  are  present  and  the  populations  are  asymmetric  then  Ramsey 
pulling  will  occur.  With  optical  pumping  and  detection,  the  distribution  asy  mmetries  can  be  made 
much  smaller  with  consequent  reduction  in  both  Rabi  and  Ramsey  pulling. 

Finally,  if  optical  cooling  is  used  to  obtain  slow  beams  me  second  order  Doppler  shift  can  be  made 
negligibly  small  since  the  shift  is  proportional  to  temperature  and  temperatures  as  low  as  .i  few 
microdegrees  Kelvin  have  already  been  achieved.  In  addition,  slow  beams  reduce  the  Ramsey  linewidth 
and  thus  improve  the  precision  of  the  line  center  determination  by  the  electronics.  The  reduced 
linewidth  also  offers  potential  improvement  in  short  icrm  frequency  stability  which  can  be  achieved 
only  if  the  flywheel  oscillator  has  low  enough  noi;  at  even  harmonics  of  the  modulation  frequency. 

Fig.  1  shows  a  fountain  experiment  with  very  cold  sodium  atoms.  The  atoms  in  a  bean,  are  slowed  and 
then  cooled  in  the  “molasses’"  formed  by  three  intersecting  laser  beams  tuned  in  frequency  ’oelow  the 
resonance  absorption  of  the  sodium  atoms.  The  cold  atoms  arc  then  trapped  in  a  magnetic  quadi  upolc 
trap  and  finally  given  a  push  with  a  laser  pulse  to  go  through  the  RF  cavity.  Ramsey  linesvidth  of  2  IIz 
has  been  achieved.  A  similar  device  would  work  with  cesium.  Fig.  2  shows  a  “funnel"  formed  from  a 
two  dimensional  magnetic  quadrupole  generated  by  the  wire  structure.  This  can  provide  a  continuous 
beam  of  cold  atoms  and  thus  be  very  useful  for  frequency  standard  work. 

In  the  area  of  microwave  cavity  design,  local  distributed  and  end- to  end  phase  shifts  are  important.  In 
principle,  end-to-end  phase  shift  can  be  mtasured  by  beam  reversal  and  many  laboratory  tubes  have 
this  capability.  For  the  measurement  to  be  valid  in  the  presence  of  local  distributed  phase  shifts,  the 
forward  and  reverse  beams  must  follow  identical  trajectories  and  this  requires  very  careful  design  and 


20 


construction  of  the  tube.  Local  distributed  phase  shifts  are  caused  by  the  presence  of  running  waves  (a 
non- vanishing  Poynting  vector)  due  to  power  being  fed  to  losses.  Andrea  DeMarchi  suggested  a  ring 
cavity  end  shown  in  Fig.  3  that  has  vanishing  Poynting  vector  by  symmetry  at  the  beam  aperture. 
Here  the  phase  shift  should  vary  as  the  square  of  the  departure  from  the  symmetry  plane  and  have  no 
variation  dong  it.  This  is  in  contrast  to  the  linear  variation  with  departure  from  the  end  short  found 
in  the  usual  structures  .  The  symmetry  of  the  ring  is  very  important  but  it  appears  that  frequency 
shifts  versus  position  in  the  beam  aperture  due  to  the  local  distributed  phase  shift  can  be  kept  down 
to  less  than  5  x  for  a  3  mm  x  3  mm  beam  with  reasonable  care  in  the  fabrication.  Fairly  valid 
ene-to-end  phase  shift  measurement  can  then  be  obtained  with  thi=  type  of  structure  for  the  cavity 
ends.  There  are  many  other  possible  cavity  designs  based  on  this  symmetry  principle. 

Pulling  by  AM  =  ±1  transitions,  Ramsey  pulling,  has  been  analyzed  recently  in  detail  (to  be  published 
in  Journal  of  Applied  Physics).  The  major  part  of  the  effect  is  fundamentally  different  from  Rabi 
pulling  in  which  the  tdls  of  the  adjacent  AA/  =  0  transitions,  which  can  be  treated  independently, 
just  cause  a  background  slope  at  the  center  of  the  desired  line  and  thus  lead  to  a  shift.  Rabi  pulling 
can  be  greatly  reduced  cither  by  detecting  the  third  harmonic  of  the  modulation  signal  instead  of  the 
fundamental  or  by  using  other  modulation  schemes  that  allow  the  background  slope  to  be  determined. 
The  AM  =  ±1  transitions  adjacent  to  the  desired  0,0  transition  cannot  be  treated  independently  since 
they  always  have  one  level  in  common  with  the  0,0  transition.  They  add  a  component  to  the  transition 
probability  versus  frequency  of  the  0,0  line  that  hais  the  same  periodicity  as  the  normal  Ramsey  line 
but  has  a  phase  shift.  This  causes  the  line  center  to  be  offset  and  cannot  be  corrected  for  by  any  of 
the  means  that  just  detect  background  slope  since  the  component  has  no  average  slope  and  cannot  be 
distinguished  from  the  Ramsey  line  itself.  If  all  the  level  populations  are  symmetric  the  effects  cancel 
just  as  in  the  Rabi  pulling  case  mentioned  above.  Since  AM  =  ±1  transitions  are  caused  by  lack  of 
parallelism  between  the  microwave  magnetic  field  and  the  C  field  they  can  be  reduced  to  insignificant 
levels  for  reasonable  size  beams  by  careful  design  and  construction  of  the  cavity  and  C  field  structures. 

Electronic  defects  such  as  modulation  second  harmonic  distortion,  synchronous  detector  and  integratoi 
offsets,  modulation  signal  leakage  around  the  beam  tube,  microwave  spectrum  asymmetry,  etc.  can 
be  measured  and  corrected  by  proper  design  and  construction.  Low  frequency  square  wave  frequency 
modulation  is  highly  desirable  from  the  even  order  distortion  standpoint.  Digital  techniques  are  of 
great  value  in  reducing  many  of  the  defects. 

Noise  at  even  harmonics  of  the  modulation  frequency  are  heterody  ned  with  the  modulation  signal  and 
its  harmonics  by  the  beam  tube  to  give  a  noise  signal  in  the  beam  tube  output  at  the  modulation 
frequency.  This  cannot  be  distinguished  from  the  real  tube  output  and  so  represents  a  fundamental 
limitation  to  the  short  term  stability.  The  effect  is  essentially  the  same  as  the  pulling  due  to  even 
order  modulation  distortion.  Prcocnt  high  performance  optically  pumped  laboratory  standards  arc 
now  close  to  being  limited  in  their  performance  by  the  noise  performance  of  available  high  quality 
quartz  flywheel  oscillators  so  this  represents  an  area  that  will  have  to  be  addressed. 

Frequency  changes  due  to  microwave  power  sensitivity  can  be  reduced  by  power  siabilization  at  the 
optimum  power  level.  Some  causes  of  power  sensitivity  are  end  to-end  cavity  phase  shift,  Rabi  and 
Ramsey  pulling  and,  to  a  small  extent,  second  order  Doppler  shift. 


LABORATORY  STANDARDS 

Brief  status  reports  arc  presented  here  foi  some  of  the  laboratories  around  the  world. 
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PTB  at  Braunschweig,  Germany  has  done  fairly  complete  evaluations  of  their  tubes,  Csl  and  Cs2. 
These  both  have  longitudinal  C  fields  and  use  liexapole  deflecting  magnets.  They  are  flop-out  systems 
and  as;  a  result  suffer  somewhat  in  short  term  stability.  Both  have  excellent  C  f.^ld  structures.  Both 
have  beam  reversal  capability.  The  biggest  uncertainty  reported  is  that  due  to  end-to-end  phase  shift, 
the  determination  of  which  is  not  very  good  because  of  the  local  distributed  phase  shift  in  the  cavity 
ends.  The  overall  accuracy  estimate  is  2  X  10“^“*  and  the  difference  in  their  frequencies  is  2..5  x  10“^'* 
which  is  presently  unexplained.  These  standards  have  the  lowest  presently  reported  uncertainty  and 
represent  the  state  of  the  art  for  conventional  cesium  beam  standards. 

PTB  has  an  experimental  tube  C.SX  in  which  DeMarchi  Ring  ends  weie  installed  on  a  cavity.  The 
substantially  reduced  local  distributed  phase  shift  error  expected  was  fairly  well  confirmed  and  the 
microwave  spectrum  was  excellent  with  no  visible  evidence  of  AM  =  ±1  transitions. 

NIST  in  Boulder,  Colorado  is  working  on  an  optically  pumped  standard,  NIST-7.  This  used  D2  (852 
nm)  pumping  and  a  cycling  transition  for  detection  in  the  initial  experiments.  Cavity  length  is  165 
cm  and  DeMarchi  ring  ends  are  used  with  a  longitudinal  C  field.  Measured  line  width  was  65  Hz  in 
good  agreement  with  predictions.  The  tube  microwave  spectrum  looked  very  good.  It  had  some  slight 
asymmetry  which  is  not  unexpected  with  D2  pumping.  The  accuracy  has  not  yet  been  determined  but 
the  goaf  is  1  x  10“^- .  The  tube  is  completely  symmetric  about  the  center  of  its  length  and  thus  should 
be  ideal  for  beam  reversal.  It  will  have  capability  for  a  number  of  different  pumping  schemes.  The 
laser  used  in  the  initial  experiments  has  line  narrowing  produced  by  enhanced  reflection  at  resonance 
from  an  off-axis  optical  cavity.  This  is  similar  to  one  they  developed  jointly  with  the  National  Research 
laboratory  of  Metrology  in  Japan. 

The  Pa.ris  Observatory  is  also  working  on  an  optically  pumped  beam  tube  but  it  is  not  yet  to  a  working 
stage.  It  is  symmetric  about  the  center  of  its  length  and  will  have  capability  for  beam  reversal.  The 
G  field  will  be  transverse  generated  by  current  carrying  rods.  The  cavity  is  conventional  with  a  length 
of  102  cm.  Initial  experiments  will  be  done  with  D2  pumping.  The  staff  there  has  done  excellent  work 
on  the  theory  of  pumping  and  detection  particularly  on  the  Ilanle  effect  and  also  experimental  work 
on  stabilized  lasers. 

The  Laboratoire  de  I’llorloge  Atomique  at  Orsay  is  also  working  on  optical  pumping.  Tlry  have  built 
a  tube,  Cs  III,  which  has  been  tested  on  both  D1  and  D2  pumping.  It  has  a  longitudinal  C  field  and  a 
conventional  cavity  of  length  21  cm  with  longitudinal  microwave  magnetic  field  at  the  ends.  Because 
of  the  curvature  of  the  microwave  magnetic  field  due  to  the  mode  shape  close  to  the  entrance  and 
exit  holes  in  the  cavity  ends,  there  are  very  noticeable  AM  =  ±1  transitions  in  the  tube  microwave 
spectrum.  These  have  the  expected  shape  of  a  Ramsey  pattern  w-ith  180  degrees  phase  shift  between 
the  excitations  and  linewidth  corresponding  to  the  length  of  the  cavity  ends.  The  linewidth  of  the  0,0 
transition  is  about  500  Hz  and  demonstrated  short  term  stability  was  2  x  10“^‘‘r“^/^  with  both  D2 
and  D1  pumping.  Considering  the  short  length  of  the  tube,  this  is  an  excellent  result  at  this  stage  of 
development.  The  tube  has  provision  for  running  the  optical  pumping  and  detection  regions  with  a 
magnetic  field  of  several  hundred  mG  to  reduce  the  state  trapping  associated  with  the  Ilanle  effect. 
The  microwave  spectra  with  the  exception  of  the  AM  =■  ±1  transitions  were  excellent.  The  spectrum 
with  D2  pumping  showed  slight  asymmetry  while  the  D1  spectrum  looked  very  symmetric  as  expected. 
The  group  has  also  done  excellent  work  on  the  theory  of  pumping  and  detection. 

The  Communications  Research  Laboratory  (CRL)  in  Japan  has  built  a  conventional  cesium  standard. 
It  uses  liexapole  deflection  magnets  with  a  transverse  C  field  and  a  conventional  cavity  with  length  55 
cm.  The  linewidth  is  about  100  Hz.  Accuracy  is  presently  estimated  to  be  1.1  x  10“*^. 
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The  National  Research  Laboratory  of  Metrology  in  Japan  has  built  an  optically  pumped  tube  using 
D2  pumping.  It  lias  a  conventional  cavity  96  cm  in  length  with  a  transverse  C  field.  The  accuracy  is 
estimatei  to  be  7  x  lO"!**  andishort  term  stability  about  1  X  They  have  done  very  good 

work  on  lasers  some  ofdt  in  collaboration  with  the  group  from  NIST  as  mentioned  above. 

Evei:  though  the  Sovjets  have^primarily  pursued  hydrogen  masers  they  have  had  a  significant  effort 
in  cesiumLeam  standards.  They  presently  have  three  standards,  MTSl,  MTS2,  and  MTS3.  MTS3  is 
currently  undergoing  evaluatiph.  MTSl  andr3  use  dipole  optics  and  MTS2  uses  hexapoles.  The  cavity 
lengths  in  MTS  1,-2,  and  3  are  65,  100,  and  194  cm  respectively.  Accuracy  of  all  three  standards  is 
estiinated  at  1  x  10"^^  and  short  term  stability  is  about  5  X  10"*^r“^/^.  They  have  done  a  lot  of  work 
on  G.fieldsiand  power  shifts.  They  are  also  working  on  optical  pumping  but  not  much  information  is 
available. 

A  lot  of  exciting: work  is  goiiigion  in  cooling  and  slowing  of  atoms,  most  of  it  being  done  at  NIST  in 
Gciithersburg,  Stanford  University,  and  the  group  at  Ecole  Normale  Superieure  in  France.  Spectacular 
results  have  been  aciilc  'ed  in  cooling  cesium  atoms  to  about  2.5  microdegrees  Kelvin.  Simple  e.\peri- 
ments  wjtliia  sodium  fountain  at  Stanford  (see  Fig.  1)  demonstrated  a  linewidth  of  2  IIz.  Linewidth 
withscesiuin  in  a\similarf=apparatus  should  be  around  1  IIz.  A  very  simple  cesium  cell  apparatus  with 
two  diodedpers  at  JILA  in  Boulder,  Colorado  has  already  demonstrated  a  linewidth  of  8  IIz.  Short 
term: stability  could  be  very  good  and  second  order  doppler  shift  extremely  small  as  mentioned  in 
the  introduction.  With  such  lo\v  temperatures  and  high  densities,  spin  exchange  collisions  could  be  a 
prdblem  but  this  remains  to  be  seen. 

COMMERCIAL  WORK 

Frcquencyand  Time-Systems  (FTS)  just  announced  (Dec.  1990)  anew  cesium  standard,  model  4065, 
thatis  microprocessor  controlled  and  has  servo  control  of  the  microwave  power  and  zeeman  frequency. 
•It  is’capabie  of  being  remotely  controlled.  An  earlier  standard  is  model  4040,  with  microprocessor 
demodulation  and  integration  of  the  frequency  servo  signals  and  coiiLol  over  loop  time  constant  and 
monitoring  of  system  parameters.  It  is  designed  for  hands  off  operation.  Another  unit  is  model 
4 16Qi  militarized  and  optionally  radiation  hardened.  It  too  features  microprocessor  control  over  some 
functions.  Typical  specifications  are:  7  X  10”*^  accuracy  at  25  degrees  C  and  5  x  short 

terifisstability.  An- 8  year  warranted  tube  is  now  available. 

Frequency  Electronics  Inc.  (FEI)  has  designed  a  new  tube  with  a  good  microwave  spectrum  (see  Fig. 
4).  The  AAT  =  ±1  transitions  are  Just  visible.  No  other  information  is  available  at  this  time. 

Kernco  is  developing  a  GPS  block  HR  satellite  cesium  standard  that  is  very  small,  radiation  hardened, 
and  has  a  715  year  warranted  life  (18  year  design)  for  the  beam  tube.  Specifications  include: 

weight  19.5  lb 

input  power  <25  watts 

size  4.75”  x  5.25”  x  16.5” 

Short  term  stability  3  x  10“**r"'/*  +  5  x  10“*'* 

NTT  has  an  optically  pumped  cesium  tube  under  devclcpment.  It  has  a  cavity  length  of  21  cm  and 
uses  P2  pumping.  No  details  were  given  on  cavity  or  C  field  design.  The  tube  includes  two  ovens  which 
can  be  operate  simultaneously  with  a  detection  scheme  that  allows  determination  of  cavity  plmse  shift 


23 


(luring  operation.  Short  term  stability  is  estimated  to  be  9  x  No  estimate  of  accuracy  was 

given. 

Hewlett-Packard  has  a  new  cesium  tube  in  development.  It  has  been  optimized  by  using  an  accurate 
ray  tracing  program  and  particular  attention  was  paid  to  reducing  AM  =  ±1  transitions.  It  has  much 
better  performance  in  this  respect  than  the  high  performance  tube  presently  supplied  by  Hewlett- 
Packard  and  equal  or  better  performance  in  all  other  respects.  The  microwave  spectrum  is  shown  in 
Fig.  5. 

SUMMARY  AND  OUTLOOK 

Status  at  the  present  time  for  a  number  of  laboratory  and  commercial  standards  as  well  as  some  of  the 
work  leading  to  the  next  genera  'on  has  been  presented.  Good  progress  is  being  made  and  prospects 
for  the  future  are  bright.  Several  areas  that  need  emphasis  have  been  pointed  out.  The  prcisent  status 
andTuture  outlook  in  this  writer’s  conservative  view  are  gven  in  Table  1. 
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Slow  atom  Funnel.  Wire  structure  is  a  two  dimensional  magnetic  quadrupole  that  provides 
continuous  beam  of  slow,  cold  atoms. 

Fig.  2 
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NORMALIZED  BEAM  CURRENT 


Microwave  spectrum  of  new  Frequency  Electronics  Inc.  cesium  beam  tube. 


STATE  OF  THE  ART  AND  FUTURE  DIRECTIONS  FOR  THE 
ATOMIC  HYDROGEN  MASER 

Robert  F.C.Vessot 

Smithsonian  Astrophysical  Observatory,  Cambridge  Massachusetts 

ABSTRACT 

The  present  status  of  technology  development  for  atomic  hydrogen  masers  (H- 
masers);is  reviewed.  The  limitations  to  frequency  stability  and  accuracy  are  discussed 
with  emphasis  on  the  problems  associated  with  cavity  resonator  instability  and  the  lack 
of  reproducibility  and  stability  of  the  storage  volume  wall  coating  frequency  shift.  New 
types  of  coatings  developed  in  the  Soviet  Union  and  better,  cavity  resonator  materials, 
are  expected  to  make  possible  frequency  at  the  10"^^  level  at  lO'^  sec.  Better  control  of 
systenhatic  effects  should  extend  the  long-term  stability  to  levels  better  than  10"^^  for 
intervals  beyond  one  day.  Present  use  of  H-masers  as  flywheel  oscillators  in  timekeep¬ 
ing  systems  is  discussed  as  is  the  outlook  for  the  future  cryogenic  and  room  tempera- 
tifre  H-masers  as  flywheel  oscillators  to  operate  very  high  resolution  frequency  discrim¬ 
inators  based  on  the  newly  evolving  technology  of  trapped  and  cooled  ions  and  atoms. 

1.  INTRODUCTION 

It  is  how  30  years  since  the  invention  of  the  atomic  hydrogen  maser^  by  D.  Kleppner  and  N. 
F.  Ramsey  and  its  technology  has  matured  in  several  different  directions  aimed  toward  a  variety  of 
uses  and  technical  requirements. 

The  principal  applications  of  the  H-maser  derive  from  its  excellent  short  term  stability.  Since 
thermid  1960s  H-masers  have  been  used  in  widely  separated  radio  telescopes  for  very  long  baseline 
interferometry  (VLBI)  to  control  local  oscillators  and  provide  timing  for  data  recording.  Signals 
recorded  from  radio  sources  are  later  brought  together  for  correlation  to  obtain  extremely  precise  an¬ 
gular  information  of  their  brightness  distributions. 

H-masers  are  now  almost  exclusively  used  for  tracking  spacecraft.  Range  information  is  ob¬ 
tained  by  measuring  the  time  delay  of  time-coded  signals.  Range-rate  information  is  obtained  by 
measuring  the  Doppler  shifts  of  transponded  signals.  Angle  information  is  derived  using  the  VLBI 
technique,  where  simultaneous  measurement  of  spacecraft  signals  are  made  at  two  or  more  widely 
separated  tracking  stations. 

Since  the  H-maser  can  provide  frequency  stability  at  better  than  1  part  in  10^^  over  intervals  of 
several  days,  during  the  past  decade  it  has  proven  itself  as  a  flywheel  oscillator  in  timekeeping  appli¬ 
cations.  With  the  advent  of  the  United  States’  Global  Positioning  System  and  the  Soviet  Union’s 
GLONASS  system,  a  highly  precise  local  time  scale  can  be  kept  by  operating  H-maser  oscillators  as 
clocks  and  applying  occasional  time  and  frequency  corrections  from  observations  of  GPS  and 
GLONASS  space  clocks  using  the  “common-view”  technique. 
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The  Soviet  Union  operates  more  than  a  hundred  of  H-masers  as  working  time  and  frequency 
standards  in  timing  centers  that  serve  their  vast  territories;  these  clocks  are  kept  synchronized  and 
syntonized  by  a  variety  of  techniques. 

Since  this  paper  is  intended  to  discuss  the  state  of  the  art  it  is  appropriate  to  define  the  nature 
of  the  art.  The  plan  of  this  p^r  is  first  to  look  at  the  art  of  obtaining  the  very  best  frequency  stability 
over  intervals  up  to  about  lO^seconds,  how  to  cope  with  the  systematic  effects  that  impair  maser  long 
term  stability,  followed  by  a  brief  description  of  the  technologies  now  in  use  for  operating  H-masers 
and,  lastly,  to  offer  a  view  of  the  future  for  H-Masers. 

2.  THE  HYDROGEN  MASER  OSCILLATOR 

The  H-Maser  is  an  oscillator  powered  by  quantum  transitions  between  two  energy  levels  in 
the  hyperfine  structure  of  atomic  hydrogen.  At  room  temperature  the  population  of  hydrogen  atoms  is 
nearly  evenly  distributed  among  four  magnetic  hyperfine  levels  designated  by  F=l,  mp=l,  0,  -1  and 
F=0,  mp=0.  These  energy  levels  depend  on  the  relative  orientations  of  the  magnetic  dipoles  associ¬ 
ated  with  the  proton  and  the  electron  when  the  atom  is  in  a  magnetic  field. 

In  the  upper  energy  level,  designated  by  F=l,  the  angular  momenta  of  the  proton  and  electron 
are  aligned  and  added;  their  magnetic  dipoles  are  also  aligned.  In  this  state  the  total  angular  momen¬ 
tum  can  orient  itself  with  a  magnetic  field  in  three  different  directions  and  the  F=1  energy  level  splits 
into  three  components.  The  F=0  energy  level  results  from  the  alignment  of  protons  and  electrons  that 
cancel  tneir  total  angular  momentum  and  their  magnetic  dipoles  oppose  each  other.  The  energy  levels 
of  atomic  hydrogen  are  shown  in  the  upper  part  of  Figure  1. 

Figure  1  also  shows  a  schematic  diagram  of  the  H-Maser  oscillator.  Molecular  hydrogen  at  a 
pressure  of  about  0.1  Torr  is  dissociated  by  an  r.f.  plasma  discharge  and  collimated  into  a  beam. 
Atoms  in  two  of  the  upper  magnetic  hyperfine  energy  levels  (F=l,  mp=  1,  and  0)  are  selected  by 
passing  through  a  highly  inhomogeneous  magnetic  field  generated  by  a  multipole  permanent  magnet 
which  causes  them  to  move  toward  the  weak  field  near  the  axis  of  the  magnet.  These  atoms  are  fo¬ 
cussed  into  a  storage  bulb  located  in  a  resonant  cavity  tuned  at  the  atomic  hyperfine  frequency.  The 
storage  volume  confines  the  atoms  to  a  region  where  the  oscillating  magnetic  field  is  in  the  same 
phase.  Generally ,  a  TEon-mode  resonator  is  used,  as  shown  in  Figure  1. 

As  the  atoms  proceed  from  the  multipole  magnet  into  the  cavity  bulb  region,  the  magnetic  field 
they  encounter  field  changes  from  about  9KGauss  radially  in  the  magnet  to  about  one  Gauss  along  the 
axis  of  the  beam.  In  this  “drift  region,”  the  atoms  remain  in  the  F=l,  mp=l,  and  0  state  and  will  be 
kept  in  these  states  as  they  proceed  along  the  drift  region  if  the  magnetic  field  they  encounter  is  re¬ 
duced  to  the  level  of  the  field  in  the  resonator  without  sudden  interruption  or  change  of  direction. 

The  all-important  feature  of  the  H-Maser  is  the  surface  coating  that  enables  its  operation  as  an 
oscillator  with  a  narrow  resonance  linewidth,  or  high  line  Q.  This  is  achieved  by  storing  the  atoms 
without  appreciable  loss  of  phase  coherence  from  collisions  with  the  wall  surfaces  or  among  each 
other.  At  room  temperature  the  atoms  travel  at  about  2.5  km/sec,  and  in  a  typical  two  liter  storage 
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vessel,  whose  collimator  provides  a  one  second  storage  time,  a  typical  atom  undergoes  10^  collisions 
before  leaving  the  vessel 

The  frequency  of  the  F=l,  mp  =0  to  F=  0,  mp  =0  transition  that  powers  the  oscillator  depends 
on  the  static  magnetic  field  as  Afnj=  2751  (where  B  is  in  Gauss).  To  avoid  frequency  shifts  from 
changes  of  magnetic  field,  H-Masers  are  operated  at  low  magnetic  fields,  usually  of  about  1  milli- 
gauss.  To  maintain  these  low  fields  and  to  provide  a  spatially  uniform  field,  with  variation  at  the  mi¬ 
crogauss  level  throughout  the  bulb,  magnetic  shields  are  placed  about  the  resonator  to  attenuate  the 
outside  ambient  field,  and  a  solenoid  is  placed  within  the  innermost  shield  to  provide  a  uniform  and 
controllable  field. 


The  line  Q  of  the  H-maser  is  defined  as  Qp  where  fo  is  the  oscillation  frequency  and 
Y2  is  the  total  rate  of  loss  of  phase  of  the  atoms’  oscillating  dipole  moment  with  respect  to  the  phase  of 
the  signal  in  the  resonator.  The  parameter  Y2  includes  loss  of  phase  coherence  by  escape  from  the  bulb 
and  from  recombination  to  form  molecules,  also  loss  of  phase  coherence  from  wall  collisions,  mag¬ 
netic  inhomogeneties  and  interatomic  collisions.  Maser  oscillation  is  sustained  when  the  energy  re¬ 
leased  by  the  incoming  atoms  resulting  from  stimulated  emission  by  the  microwave  fields  in  the  res¬ 
onator  exceeds  the  energy  lost  by  the  resonator.  The  energy  lost  includes  the  the  signal  delivered  to 
thereceiver. 


The  state  of  the  art  of  microwave  receiving  systems  for  H-masers  is  an  important  topic  that 
will  require  a  separate  discussion  outside  the  context  of  this  paper. 

2.1  FUNDAMENTAL  LIMITS  OF  FREQUENCY  STABILITY 


The  fundamental  stability  limit  for  the  H-Maser  is  the  same  as  for  other  oscillators.^ 
Following  Kleppner  and  Ramsey  in  reference  1,  it  is  given  as 

where  ay(x)  is  the  Allan  standard  deviation  of  the  fundamental  limits  to  frequency  stability 
over  time  intervals,  x .  Qj  is  the  quality  factor  of  the  oscillating  system  operating  at  a  power  level,  P, 
k  is  Boltzmann's  constant,  and  T  is  the  absolute  temperature. 

From  this  expression  we  see  that  to  obtain  the  best  stability  we  want  high  oscillation  power 
and  high  values  of  line  Q.  However  these  are  incompatible  situations  since  high  power  implies  high 
levels  of  atomic  flux  and,  consequently,  high  levels  of  interatomic  collisions. 


The  power  levels  normally  generated  in  H-Maser  oscillators  are  low,  rarely  more  than  -90 
dBm,  and  the  signal-to-noise  ratio  of  the  equipment  that  receives  the  maser  signal  has  a  very  signifi¬ 
cant  effect  on  the  maser’s  short-term  stability  (x  <  100  sec.).  The  effect  of  the  added  noise  on  the 
Allan  standard  deviations  is^ 


OyCx)  = 
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Here  F  and  B  are  the  receiving  system  noise  figure  and  bandwidth,  P  as  before,  is  the  oscilla¬ 
tor  power  and  P  is  the  cavity  resonator  coupling  factor  that  determines  the  power  delivered  to  the  re¬ 
ceiver. 


Theimal  noise,  kT,  appears  in  equation  1  as  the  noise  power  within  the  linewidth  of  the  oscil¬ 
lator  and  in  equation  2  as  the  effective  noise,  FkT,  within  the  bandwidth  B  of  the  receiver  system.  In 
botli  eases  there  are  advantages  to  operating  a  maser  at  low  temperatures. 


The  maser  oscillator’s  power  variation  with  beam  flux  is  determined  by  the  design  of  the  maser  and 
can  be  characterized  by  a  quantity  q,  which  depends  on  the  following  maser  parameter^ 


h  ^  Yt  Vc  1  I| 

^  1671^0^  Yd  ^ 


tot 

I ' 


(3) 


Here  h  is  Planck’s  constant,  jig  is  the  Bohr  magneton,  o(T)  is  the  hydrogen  atom’s  spin-ex¬ 
change  collisional  cross  section,  v(T)  is  the  average  relative  velocity  of  atoms.  Yd  is  the  rate  of  loss  of 
phase  coherence  from  the  loss  of  atoms,  Yd  Is  the  rate  of  loss  of  phase  coherence  from  all  causes,  in¬ 
cluding  loss  of  atoms  but  excluding  the  effect  of  interatomic  collisions,  and  VcA^b  is  the  ratio  to  cav¬ 
ity  to  storage  bulb  volume,  T]  is  the  “filling  factor”,  the  ratio  of  the  average  axial  component  of  the  r.f. 
magnetic  field  squared  to  the  square  of  the  r.f.  magnetic  field  averaged  throughout  the  cavity.  The 
quantity  Ijotal  refers  to  the  rate  at  which  the  total  number  of  atoms  enter  the  bulb  and  I  is  the  rate  at 
which  atoms  in  the  desired  F=l,  mp=  0  state  enter  the  bulb. 


Plots  of  the  normalized  output  power  to  beam  flux  are  shown  in  Figure  2,  from  reference  4, 
for  various  values  of  q.  Note  that  it  is  possible  to  stop  oscillation  by  having  too  many  atoms,  that 
smaller  values  of  q  provide  higher  power  for  a  given  flux,  and  that  for  q  >  0.172,  the  maser  will  not 
oscillate. 


3.  SYSTEMATIC  EFFECTS 


Figure  3  shows  how  the  Allan  standard  deviation  representing  the  frequency  stability  of  the 
H-Maser  follows  the  behavior  predicted  by  the  combination  of  equations  1  and  2  up  to  a  point  where 
systematic  effects  intrude  on  the  maser’s  tehavior,  in  this  case  for  intervals  beyond  seconds.  The 
most  serious  systematic  effect  is  the  “pulling”  of  the  oscillation  frequency  by  the  mistuning  of  the 
cavity  resonator.  The  frequency  of  oscillation  of  the  aggregate  of  atoms  stored  in  the  maser  storage 
volume  includes  systematic  frequency  shifts  induced  by  interatomic  collisions  and  the  loss  of  phase 
coherence  is  proportional  to  these  collisional  shifts.^  Another  systematic  frequency  shift  that  is  re¬ 
lated  to  the  inter-atomic  collision  rate  is  the  magnetic  inhomogeneity  (MI)  frequency  shift  that  occurs 
when  the  following  conditions  pertain.  1)  When  there  is  an  asymmetry  in  the  population  of  the  F=0, 
mp  =  +1  and  -1  magnetic  hypefine  sub-levels  of  the  atoms  entering  the  bulb  and  2)  when  there  exits  a 
magnetic  field  inhomogeneity  over  the  volume  of  the  bulb  and  3)  when  there  exists  an  asymmetry  in 
the  distribution  of  r.f.  magnetic  fields  over  the  volume  of  the  bulb.  Since  the  inhomogeneity  and 
symmetry  requirements,  2  and  3  above,  are  difficult  to  fulfill,  the  MI  shift  is  present  in  nearly  all  H- 
Masers  with  magnetic  state  selectors  that  focus  atoms  in  both  the  F=l,mp=l  and  mp=  0  states. 
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The  least  well  understood  systematic  frequency  shift  in  the  atomic  hydrogen  maser  is  the  ef- 
fect  of  collisions  with  the  surfaces  of  the  storage  volume  wall,  known  as  the  “wall  shift”.  Many 
questions  still  remain  unresolved  resolved  about  the  nature  of  the  collision  processes.  These  include 
die  collision  interaction  energy,  its  effect  on  the  advance  or  retardation  of  the  phase  of  oscillating 
dipole  moment  of  the  atom  and  the  amount  of  its  phase  decorrelation.  Surface  smoothness,  which 
determinesithe  collision  rate,  depends  on  how  the  coating  is  applied.  The  variability  of  the  wall  shift 
from  maser  to  maser  is  the  chief  obstacle  to  achieving  frequency  accuracy. 

Little  work  on  surfaces  has  been  done  in  Western  countries  since  FEP-120  Teflon  was 
adopted  in  the  mid-1960’s.  The  most  significant  advance  since  then  has  been  made  in  the  Soviet 
Union  by  Demidov  et  al.,^  who  report  substantial  improvement  in  the  reduction  of  the  wall  shift  by 
using  a  new  fluoroplastic  that  they  designate  as  F-10.  The  eight-to-ten  times  smaller  wallshift  of  F-10 
that,  in  part,  results  from  its  highly  superior  surface  smoothness,  allows  a  correspondingly  smaller 
vMability  in  the  wall  shift. 

The:  question  of  long-term  frequency  stability  of  the  wall  shift,  as  yet,  is  not  resolved. 
Gonsiderable  insight  about  the  present  status  of  this  question  will  be  gained  by  reading  the  report  on 
thersession  on  wall  coatings  that  appears  in  these  proceedings. 

For  a  more  thorough  discussion  on  systematic  frequency  shifts  please  see  the  paper  on  the 
physics  of  such  shifts  by  E.  M.  Mattison'^  in  these  proceedings. 

3.1  CAVITY  RESONATOR  MISTUNING 

The  shift  in  the  output  frequency  Af^  from  cavity  mistuning  is  given  by 

Afc=:AfR(VQi.  (3) 

where  Af^  is  the  resonator’s  frequency  offset  from  the  atomic  oscillation  frequency.  We  note  that  the 
penalty  for  reducing  q  by  raising  is  to  make  the  maser  more  subject  to  cavity  pulling.  Typically, 
Qc  is  about  5  x  10“^  and  Qi  is  about  2.5  x  10^,  so  that  Afc  =  Af^  x  2  x  10“^.  For  fractional  frequency 
stability  at  a  level  of  1  part  in  10^^  we  require  Af^  to  be  kept  within  0.07  Hz.  For  frequency  stability 
at  this  level,  without  active  frequency  control  by  a  servo  system,  we  require  good  control  of  the  res¬ 
onator’s  temperature,  and  a  cavity  material  with  a  very  low  coefficient  of  thermal  expansion,  along 
with  excellent  mechanical  stability.  In  terms  of  cavity  dimensions  for  a  typical  TEou-mode  resonator, 
whose  axial  tuning  rate  is  about  10  MHz/cm,  the  axial  dimension  must  be  kept  constant  to  less  than 
7x10’^  cm.  This  is  about  the  diameter  of  a  hydrogen  atom!  If  we  assume  that  we  can  control 
temperature  at  a  level  of  2  x  10“^  °C  we  require  a  linear  temperature  coefficient  smaller  than  5  x  10"^ 
°C.  Materials  such  as  Zerodur,^  Cer-Vit,®  and  ULE^o  are  available  that  have  comparable  values  of 
thermal  coefficients^  ^  but  this  is  not  the  whole  stoiy.  There  is  also  the  temperature  coefficient  of  the 
dielectric  constant  of  the  storage  bulb,  which  also  causes  a  frequency  shift.  The  resonator  s 
frequency  is  affected  by  everything  with  which  it  can  interact.  This  includes  the  storage  bulb  within 
the  resonator,  all  the  electronics  coupled  to  the  resonator,  including  the  resonator  tuning  system,  and 
the  circuits  that  couple  power  to  the  receiving  system. 
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There  is  no  all-purpose,  optimum  technique  for  coping  with  the  resonator  frequency  drift. 
Whempredictability  of  the  frequency  drift  is  important,  H-  masers  designed  with  the  best  available 
materids  and  techniques  for  passive  stability  have  been  satisfactory.  The  ageing  of  Cer-Vit  and  the 
other  glass-ceramic  materials  is  very  predictable,  once  the  initial  settling-in  of  the  resonator  end  covers 
to  their  cylinder  has  taken  place,  a  process  that  requires  some  three  to  six  months.  70  control  the 
effect  of  cavity  pulling  there  are  limits  to  how  far  we  can  increase  the  value  of  Qi,  because  of  the  re¬ 
sulting  decrease  in  the  available  output  power  and  the  loss  of  short-term  stability.  It  is  clear  that  some 
form  control,  or  of  monitoring,  of  the  resonance  frequency  of  the  cavity  is  desirable  for  long  term 
frequency  stability  of  masers.  Three  types  of  active  servo  techniques  have  been  used. 

1 .  By  line  Q  modulation  and  searching  for  a  tuning  condition,  such  that  Afg  is  zero.^^,!'^ 

2.  By  cavity  resonance  frequency  modulation  and  adjusting  the  resonator,  such  that  tire  out¬ 
put  signal  amplitude  is  optimized.^^ 

3 .  By  introducing  signals  into  the  cavity  at  frequencies  away  from  the  oscillation  frequency 
and  near  the  inflection  points  of  the  resonator’s  frequency  response.^^  The  relative  levels  of 
the  signals  that  are  sent  through  the  cavity  are  compared  and  kept  fixed  by  adjusting  the  center 
frequency  of  the  cavity. 

Line  Q  modulation  requires  a  frequency  reference  with  stability  comparable  to  that  of  the 
maser  being  tuned  during  the  period  of  modulation.  Ideally,  another  maser  is  employed  for  this  pur¬ 
pose.  There  are  usually  sidebands  at  the  modulation  frequency  in  the  output  signd.  This  method 
produces  a  signal  whose  frequency  depends  on  the  atomic  resonance  including  wall  collision  shifts. 
The  H-H  collisional  shifts  are  cancelled  by  an  offset  in  the  resonator  frequency  because  they  are  pro¬ 
portional  to  the  collisional  line  broadening. 

Cavity  resonance  frequency  modulation  makes  possible  a  H-maser  with  good  stand-alone 
qualities  of  frequency  stability.  As  in  system  No.  1,  the  modulation  signal  will  be  present  in  the  out¬ 
put  signal  unless  some  form  of  compensation  is  employed.  This  method  adjusts  the  resonator  to  the 
atomic  resonance  frequency  including  the  wall  shift  and  the  H-H  collisional  shift,  which  can  vary 
with  beam  flux . 

The  last  technique  mentioned  above  has  been  used  successfully  in  masers  having  very  small 
cavity  resonator-storage  bulb  combinations  that  have  been  designed  using  dielectric  loading  methods 
or  the  lumped  capacitor  loading.^^  Since  using  this  type  of  resonator  often  requires  external  elec¬ 
tronic  gain  to  raise  the  resonator’s  quality  factor  and,  under  these  conditions,  the  resonator  frequency 
is  further  subject  to  the  phase  stability  of  the  Q  enhancing  amplifier. 

Injecting  the  probing  signals  requires  scrupulous  avoidance  of  any  additional  noise  or  signal  at 
the  maser’s  oscillating  frequency  to  avoid  pulling  the  frequency  of  the  maser  oscillation.  This  method 
maintains  the  resonator  at  some  pre-assigned  frequency.  Beam  flux  variations  will  cause  changes  in 
output  frequency  depending  on  how  the  resonator  frequency  is  related  to  the  atomic  oscillation  fre¬ 
quency. 
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3.2  MAGNETIC  FREQUENCY  SHIFTS 


Systematic  frequency  shifts  from  changes  in  ambient  magnetic  field  result  from  two  different 
physical  processes,  1)  a  change  in  the  internal  magnetic  field  in  the  storage  volume  causing  changes 
in  Mm  =  2751  and  2)  a  change  in  the  MI  frequency  shift,  6(AfMi),  resulting  from  time  varia¬ 
tions  in  the  spatihl  uniformity  of  time  variations  in  the  hydrogen  density  in  the  bulb,  and  time 
variation  in  the  state  distribution  of  atoms  entering  the  bulb. 


'ITie  first  processes  results  from  having  finite  magnetic  shielding  capability.  Well  annealed  ar¬ 
rays  of  high  quality  shielding  material  can  achieve  shielding  factors,  S  =  5Bext/5Bjnt  as  high  as  10^. 
ff;we  assume  a  value  for  S  of  5  x  lO'^,  and  operate  with  Bjnt  at  a  level  of  5  x  lO"^  Gauss  we  have  that 


6(Afm)  5502  ^  5B^ 
f  “  fo  S 


4x10-“B„. 


(4) 


Given  that  variation  in  B^xt  can  be  confined  to  0.015  Gauss  (or  a  few  percent  of  the  earth’s 
ambient  field)  we  cM  expect  systematic  fracdonal  frequency  variations  of  about  6  x  10'^^.  It  is  clear 
that  more  layers  of  magnetic  shielding  can  be  added,  or  that  a  magnetic  field  compensation  servo  sys¬ 
tem  can  be  used,  if  more  severe  conditions  are  encountered. 


The  second  physical  process  causing  magnetically  induced  frequency  shifts  is  far  less  straight- 
forw^d  than  the  process  described  above.  It  depends  on  the  inequality  of  the  population  difference  in 
the;F=l,  mF=+l  and  -1  states  entering  the  bulb,  the  asymmetry  of  the  RF  magnetic  fields  in  the  stor¬ 
age  volume,  and  the  DC  magnetic  gradient  in  the  storage  volume-  Under  conditions  where  these 
populations  are  not  equal  and  with  the  almost  inevitable  lack  of  RF  symmetry  and  field  uniformity  in 
today’s  equipment,  the  the  output  frequency  of  the  maser  will  vary  with  beam  flux.  This  causes 
proWems  with  the  flux  tuning  process  described  in  equation  (3),  where  the  frequency  shift  owing  to 
spin-exchange  collisions  is  assumed  to  be  strictly  proportional  to  the  atomic  density.  (Even  in  cases 
where  there  is  no  Afj^j^  the  cavity  resonance  is  still  offset  in  frequency  by  the  amount  required  to 
compensate  for  the  spin  exchange  collision  frequency  shift,  which  is  proportional  to  the  atomic  den¬ 
sity.)  The  stability  of  the  magnetic  inhomogeneUy  shift,  Afj^^j,  will  depend  on  the  constancy  of  the 
state  distribution  of  atoms  and  on  the  interatomic  collision  rate. 


Removal  of  the  MI  shift  can  be  done  by  providing  a  beam  of  atoms  exclusively  in  the  desired 
F=l,  mF=0  state  or  by  equalizing  the  population  of  atoms  in  the  F=1  mp=+l  and  -1  states.  The  state 
distribution  of  atoms  entering  the  storage  volume  can  be  equalized  by  changing  the  direction  of  the 
axial  magnetic  field  in  an  alternating  manner  in  the  drift  region  downstream  from  the  state  selecting 
magnet  shown  in  Figure  1.  When  this  field  is  in  the  same  direction  as  the  field  in  the  bulb,  the  beam 
proceeds  in  the  normal  states.  When  the  drift  region  field  is  inverted  under  proper  conditions,  the 
F=1  states  c^  be  inverted.  The  mp  =  +1  population  then  appears  in  the  mp  =  -1  state.  By  alternat¬ 
ing  the  direction  of  the  drift  region  field  the  average  population  of  the  mp  =  +1  and  -1  can  be  equal¬ 
ized.  This  technique  is  used  in  the  Soviet  Chl-75  H-maser. 
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A  more  effective,  but  more  complicated  method  to  provide  a  beam  of  atoms  nearly  exclusively 
in  the  F=l,  mp  =  0  state  is  discussed  in  section  4.2  of  this  paper.  Using  this  system  the  entire  popu¬ 
lation  of  atoms  will  generate  signal  power  with  one  half  the  rate  of  interatomic  collisions  and  provide 
an  improvement  in  the  line  Q. 

3.3  WALL  COLLISION  FREQUENCY  SHIFTS 

The  most  fundamental  problem  today  with  the  H-maser  is  the  lack  of  reproducibility  and  time 
stability  of  the  wall  coating  frequency  shift.  The  wall  shift  is  the  principal  source  of  maser  frequency 
inaccuracy.  Since  the  wallshift  is  proportional  to  the  wall  collision  rate  multiplied  by  the  phase  shift 
per  collision,  ideal  coatings  should  be  as  smooth  as  possible  and  of  a  material  capable  of  producing 
the  smallest  possible  phase  shift  per  collision.  The  original  masers  built  in  1960-1962  used  coatings 
of  dimethyl-dichloro-silane  (dri-film).  In  about  1962  Teflon  was  found  to  be  far  superior  to  dri-film 
and  Teflon  has  been  used  since  that  time. 

Coatings  of  PTFE  (poly-tetra-fluoro-ethylene),  a  long-chain  fluorocarbon  with  a  high  melting 
point  were  originally  used.  These  coatings  are  difficult  to  apply  and  are  rarely  used  today.  When  a 
PTFE  coating  is  slowly  cooled  after  melting  it  crystallizes  and  has  a  wallshift  with  a  small  temperature 
coefficient.  On  the  other  hand,  when  it  the  coating  is  rapidly  cooled  after  melting,  it  has  a  larger  wall- 
shift  and  a  larger  dependence  with  temperature.  It  has  zero  wallshift  at  about  82  degrees  PTFE 
has  rarely  been  used  since  1965. 

FEP  fluorinated-ethylene-propylene,  a  branched  fluorocarbon  with  lower  melting  point  than 
PTFE  is  far  easier  to  apply  that  PTFE,  and  to  date,  has  been  the  most  widely  used  coating  in  masers 
made  in  the  US  and  Europe. 

A  far  superior  coating  called  “Fluoroplastic  F-10”  has  been  developed  in  the  Soviet  Union 
specifically  for  H-masers.'^  It  melts  at  a  lower  temperature  than  PTFE,  flows  evenly  over  the  surface 
and  has  8  to  10  times  lower  wallshift  than  PTFE  and  FEP  Teflon.  This  new  material  should 
substantially  improve  the  accuracy  capability  of  H-masers. 

4.  A  SUMMARY  OF  TECHNOLOGIES  USED  IN  TODAY’S 
HYDROGEN  MASERS 

4.1  HYDROGEN  MASER  RESONATORS 

The  most  often  used  resonator  operates  in  the  TEgn  mode.  Without  appreciable  dielectric 
loading  by  the  bulb,  the  resonator’s  typical  dimensions  are  of  a  cylinder  28  cm  dia.  x  28  cm  long. 
This  allows  use  of  storage  bulbs  of  2  to  3  liter  capacity.  Smaller  resonators  have  been  made  using 
dielectric  loading.  These  resonators  suffer  large  variations  of  resonance  frequency  with  temperature 
owing  to  the  thermal  coefficients  of  dielectric  constant  of  the  loading  material  and  require  more  stren¬ 
uous  autotuning  or  thermal  control  than  unloaded  resonators. 
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Resonators  with  smaller  dimensions,  using  lumped  capacitance  loading  to  reduce  dimensions, 
areiusediin  passive  H-masers  and  regenerated-Q  H-masers.  This  resonator  is  in  use  in  the  Soviet 
GIil-76  S-maser,  in  some  masers  built  by  the  Sigma-Tau  Standards  Corporation  (where  the  idea 
dri^ated)  and  in  the  small  regenerated-Q  spacebome  masers  developed  at  the  Hughes  Corporation. 

Stabilization  of  the  resonator  can  be  done  either  by  passive  means,  using  materials  of  high 
mechanical  stability  and  with  very  low  coefficients  of  thermal  expansion,  or  by  active  means,  dis¬ 
cussed  in  3.1,  Rough  tuning  of  the  resonators  is  usually  done  with  a  mechanical  device  that  in  some 
way  slightly  alters  the  internal  configuration  of  the  resonators  r.f  fields.  Fine  tuning  (over  a  range  of 
a  few  terisiof  Kilohertz)  is  usually  done  with  a  varactor  coupled  to  the  resonator  either  directly,  as  part 
of  a  coupling  loop  or  probe,  or  via  a  transmission  line. 

4.2  ATOMIC  HYDROGEN  STATE  SELECTION 

The  H-maser  uses  traditional  molecular  beams  techniques  with  multipole  magnets  to  concen¬ 
trate  atoms  in  the  desired  quantum  states  into  a  beam  aimed  into  the  collimator  of  the  storage  volume. 
Fo*-pole  magnets  and  six-pole  magnets  are  commonly  used.  Small  diameter  four-pole  magnets  are 
mpfe  efficient  in'their  use  of  hydrogen  than  six-pole  magnets.  Six-pole  magnets  have  focussing 
properties  analogous  to  optical  lenses  and  can  be  used  to  focus  a  specific  range  of  velocities  from  the 
modified  Maxwell  distribution  of  velocities  of  atoms  emerging  from  the  source  to  form  a  real  “image” 
of  the  source  aperture.  While  the  narrowness  of  the  velocity  distribution  can  be  less  efficient  of  hy¬ 
drogen  use,  these  magnets  are  useful  for  operating  a  state  selector  that  provides  a  beam  of  atoms 
wholly  in  the  desired  F=l,  mp  =  0  state. 

A  method  to  provide  a  beam  of  atoms  nearly  exclusively  in  the  F=l,  mp  =  0  state  is  shown  in 
Figure  4.^0  Here,  the  first  magnet,  in  the  usual  way,  focusses  a  beam  into  a  second  magnet  of  twice 
the  length  that,  in  turn,  refocusses  the  beam  as  an  image  of  the  source  aperture  at  “stop  2”  in  the 
figure.  An  Adiabatic  Fast  Passage  (AFP)  radiofrequency  transition  is  made  in  the  space  between  the 
magnets  to  invert  the  population.  Only  atoms  in  the  the  F=l,  mp  =  0  states  continue  through  the 
magnet  and  on  to  the  bulb. 

4.3  MAGNETIC  SHIELDS  AND  FIELD  CONTROL 

The  multilayer  magnetic  shields  in  use  today  appear  to  be  adequate  for  controlling  both  the 
level  of  magnetic  fields  and  their  gradients  in  the  storage  volume  of  H-masers.  Systematic  frequency 
shifts  resulting  from  the  magnetic  conditions  in  “nonnal”  environments,  with  variations  of  a  few  mil- 
liGauss,  appear,  for  the  present,  to  be  well  enough  controlled  in  most  masers.  However,  as  progress 
continues  in  the  control  of  other  systematic  effects  other  than  of  magnetic  origin,  better  shielding  will 
be  required.  A  typical  example  of  the  shielding  factor  is  S  =  AH(5xt/AHjnt=  10^  for  ±0.5  Gauss  ex¬ 
ternal  variations  in  AHcxt  •  A  wider  range  of  cancellation  of  external  magnetic  field  variations  can  be 
achieved  with  active  servo  methods  by  sensing  the  external  field  and  applying  a  compensating  field. 
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The  control  of  internal  magnetic  gradients  by  multi-section  coils  so  far  has  proved  adequate. 
Simple  degaussing  techniques  using  currents  at  powerline  f^-squencies  to  remove  remanent  fields  in 
die  magnetic  shields  have  also  been  adequate. 

Uses  of  superconducting  materials  for  magnetic  shields  operated  at  low  temperatures  and  for 
conductive  coatings  of  cavity  resonators  are  being  considered.  The  combination  of  these  functions  is 
awery  tempting  prospect  particularly  if  room  temperature,  or  even  low  temperature,  superconductors 
feepme  available.  Superconducting  shields  are  eminently  useful  and  appropriate  for  H-masers 
operating  at  very  low  temperatures. 

4.4  HYDROGEN  SUPPLY,  PURIFICATION  AND  CONTROL 

Two  types  of  hydrogen  supply  systems  are  presently  in  use,  high  pressure  gas  bottle 
systems  and  low  pressure  sources  operating  by  heating  some  form  of  metallic  hydride  such  as  Li  A1 
H4=:to  release  hydrogen.  These  systems  require  control  of  the  flow  and  purification  of  H2  before  it 
proceeds  to  the  dissociator.  Both  regulation  of  flow  and  purification  are  achieved  by  passing  the  H2 
through  heated  metal  tubes,  plugs,  or  diaphragms  depending  on  the  pressure  of  the  supply. 

Gas  bottles  can  be  easily  vented  and  refilled  to  comply  with  airline  transport  regulations  and 
are  a  simple,  reliable,  low-tech  devices  requiring  only  a  pressure  gauge  to  give  a  measure  of  the  gas 
available. 

Metallic  hydrides  are  light  in  weight,  small  in  volume,  do  not  require  a  pressure  vessel  and  are 
thus  ideal  for  spacecraft  operation.  A  metal  hydride  system  is  used  in  the  Soviet  Chl-75  H-maser 
system  along  with  a  self-heated  thin  walled  nickel  tube  for  flow  control  and  purification  of  H2. 

4.5  DISSOCIATORS  TO  PRODUCE  ATOMIC  HYDROGEN 

In  H-masers  the  dissociation  of  molecular  hydrogen  is  done  by  r.f.  plasma  excitation.  The 
ideal  choice  of  surfaces  for  the  dissociator  is  one  that  will  not  adsorb  hydrogen  on  its  surface  so  as  to 
allow  recombination  with  incoming  colliding  atoms.  Surfaces  of  glasses  that  are  free  of  metal  oxides 
and  of  pure  fused  silica  appear  to  be  the  best. 

Excitation  of  the  plasma  is  done  by  exposure  to  r.f.  fields,  either  by  electrodes  that  produce 
predominantly  electric  fields,  or  by  a  coil  that  produces  induced  displacement-current  fields.  The  lat¬ 
ter  method  causes  less  erosion  of  the  glass  since  it  is  essentially  an  electrodeless  discharge,  but  re¬ 
quires  a  means  for  starting  the  discharge  such  as  a  spark  coil  or  a  miniscule  amount  of  radioactive  “a” 
particle  emitter  as  a  “keep  alive”  to  provide  ionization  to  initiate  the  plasma  discharge.  The  plasma  in 
the  glassware  presents  a  variable  impedance  to  the  excitation  circuit  that  depends  on  the  hydrogen 
pressure.  This  variability  can  cause  difficulties  in  matching  the  r.f.  power  to  the  plasma.  Single 
transistor  oscillator  circuits  are  commonly  used,  where  the  glass  or  quatrz  cell  containing  the  plasma 
is  included  in  the  resonant  circuit.  In  these  circuits  the  resonant  frequency  adjusts  itself  to  changes  in 
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the  r^ctance  of  the  cell  when  the  plasma  is  started  and  as  the  hydrogen  pressure  is  varied.  These  de¬ 
vice  are  siihple  and  cheap,  bat  often  temperamental  and  difficult  to  stabilize. 

External  r.f.  power  sources  with  a  wide  band  match  to  the  plasma  cell  are  less  power  efficient, 
but  ^re  predictable.  Another  advantage  is  that  external  power  sources  can  be  operated  at  known  and 
fixedift^equencies  well  away  from  frequencies  whose  harmonics,  if  leaked  into  the  maser  receiver, 
could  cause  problerns.  The  capability  of  monitoring  of  incident  and  reflected  power  to  the  plasma  is 
another  useful  feature, 

4.6  mCUUM  SYSTEMS  AND  HYDROGEN  SCAVENGING 

The  u^  of  the  ion  pump  was  probably  the  most  significant  departure  in  the  evolution  of  the 
H-niaser  from  the  experimental  laboratory  environment  to  the  marketplace.  Ion  pumps  are  still  widely 
used  and  soine  have;been  specifically  designed  for  pumping  hydrogen.  For  pumping  hydrogeii  the 
situation  is  differentfrom  the  normal  ion  pump  process  where  a  hail  of  sputtered  cathode  material 
p^cles  bury  adsorbed  gas  molecules  on  surfaces  in  the  pump.  Since  hydrogen  is  readily/assimilated 
by  the  titariium  cathodes,  in  principle  there  is  no  need  for  ionic  bombardment  and  sputtering. 
However  this  process  is  substantially  assisted  by  the  scrubbing  of  the  cathodes  by  the  impacting  of 
hy^qgen  ions.  Other  species  of  ions,  being  heavier,  cause  the  usual  pumping  by  sputtering  and 
burial  of  gas^. 

Early  ion  pumps  used  in  H-masers  had  cathodes  in  the  form  of  plates  that  were  attached  at 
their  comers  and  were  subject  to  bending  inward  and  short  circuiting  to  the  anodes  as  the  engorged 
hydrogen  warped  the  plates.  This  problem  was  easily  cured  by  adding  extra  supports  to  the  cathodes. 
The  pfindpal  mode  of  failure  if  ion  pumps  in  H-masers  is  related  to  local  stress  caused  by  hydrogen 
in  tit^ium  cathodes.^^  The  stress  causes  spalling  and  flaldng  with  momentary  arcing  and  eventual 
short  circuiting.  Methods  for  improving  the  lifetime  of  operation  include  annealing  of  the  plates  at 
high  temperatures  under  high  vacuum  and  the  selection  of  high  purity  titanium. 

The  use  of  sorption  technology  to  scavenge  hydrogen  in  H-masers  began  in  1973  in  an  effort 
to  reduce  the  weight  of  a  maser  for  a  space  experiment  to  measure  the  gravitational  redshift,^^ 
Because  sorption  cartridges  will  pump  hydrogen  almost  exclusively  at  room  temperatures  the  addition 
of  a  small  ion  pump  was  found  to  be  necessary  to  pump  other  gases.  This  ion  pump,  which  is  usu- 
al^y  operated  at  a  lower  thari  normal  voltage  to  mimize  hydrogen  ion  bombardment  of  its  cathode, 
serves  to  dissociate  hydrocarbon  gases  allowing  the  freed  hydrogen  to  be  pumped  by  sorption.  With 
sufficient  voltage  it  will  operate  at  an  acceptable  speed  to  cope  with  argon,  nitrogen,  oxygen  etc. 

Sorption  systems,  with  an  ion  pump  backup  are  used  in  the  Soviet  Chl-75  and  Chl-76  H- 
masers,23  in  the  regenerated  Q  space  masers  developed  at  Hughes,  and  in  the  Smithsonian 
^.strophysical  Observatory’s  VLG- 12  masers  operating  with  the  AFP  single  state  selector.  Because 
of  the  sensitivity  of  sorption  systems  to  contamination,  use  of  ail-metal  seals  is  recommended  in  place 
of  elastomer  seals. 
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Sorption  cartridges  that  have  reached  their  pumping  capacity  can  repeatedly  be  reactivated  by 
applying  power  to  their  internal  heaters  and  pumping  away  the  evolved  hydrogen.  The  activation 
temperatures  are  high,  near  700°  C,  and  provision  must  be  made  to  prevent  damage  to  other  nearby 
systems  during  activation.  Because  this  process  does  not  require  dissassembly  of  the  maser.  f’‘“re  is 
little  liklihood  of  contamination  of  the  maser’s  storage  volume  wall  coating  during  activation. 

Precautions  are  taken  in  maser  vacuum  systems  to  avoid  materials  with  ferromagnetic  proper¬ 
ties  for  structures  within  the  innermost  magnetic  shield.  Titanium,  copper,  aluminium  and  carefully 
selected  silicon  bronze  are  some  of  the  materials  used  inside  the  magnetic  shields.  Outside  of  the 
magnetically  sensitive  regions,  vacuum  manifolds  are  usually  made  of  stainless  steel,  often  with  cop¬ 
per  Con-Flat  seals.  Indium  seals  have  been  successfully  used  in  conjunction  with  components  made 
of  softer  metals  such  as  copper  and  aluminium. 


5.  A  LOOK  TOWARD  THE  FUTURE  OF  ATOMIC  HYDROGEN 
MASERS 

Atomic  hydrogen  masers  are  principally  used  as  flywheel  oscillators  with  outstandingly  good 
short  term  frequency  stability  that  reaches  levels  deep  in  the  10“^^  domain  over  tune  intervals  between 
1  and  10^  seconds.  Today,  on  average,  the  accuracy  of  frequency  reproduction  of  masers  is  about 
and  it  is  clear  that  H-masers  do  not  compete  with  cesium  beam  devices  as  a  primary  stan¬ 
dards. 


The  advent  of  trapped  atoms  and  ions  cooled  by  laser  interactions  has  led  to  possibilities  for 
frequency  discriminators  capable  of  extremely  high  resolution.  These  devices  will  require  oscillators 
having  very  high  frequency  stability  and  capable  of  producing  signals  with  frequency  spectral  densi¬ 
ties  commensurate  with,  or  narrower  than,  the  linewidths  of  the  new  discriminators.  It  is  likely  that 
H-masers  will  be  used  to  supply  these  signals  in  future  primary  frequency  standards. 


H-maccrs  will  continue  to  be  used  in  applications  where  the  best  possible  stability  is  required 
for  intervals  beteen  1  second  and  10^  seconds.  The  limitations  imposed  by  systematic  effects  that  be¬ 
come  evident  beyond  lO^seconds  are  now  better  understood  and,  as  better  wall  coatings  surfaces 
such  as  of  the  Soviet  ‘Fluoroplasdc  F  10”  material  are  used,  the  fundamental  limitations  to  frequency 
stability  and  w.”  be  improved.  Frequency  stability  at  the  level  of  one  part  in  10^^  should  be  attainable 
in  the  near  future  with  the  best  presently  available  coatings.  Further  improvement  beyond  this  level 
should  result  with  even  better  wall  coatings. 


The  most  recent  breakthrough  in  H-maser  technology  was  made  in  1986  by  operating  H- 
masers  at  temperatures  near  0.5  K  using  storage  volume  surfaces  of  superfluid  helium-4. 
Researchers  at  the  Maosachusetts  Institute  of  Technology ,2^  the  University  of  British  Columbia, 25 
and  at  Harvard  University2^  all  succeeded  in  achieving  sustained  oscillation.  These  research  groups 
all  used  very  different  experimental  ODnfigurations  of  cryogenic  H-masers. 
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Cryogenic  apparatus  for  operating  apparatus  at  temperatures  near  0.5  K  is  no  longer  consid- 
eredjexotic.  The  use  of  continuously  operated  %e  recirculating  refrigerators  or  of  dilution  refrigera¬ 
tor  for  operating  H-masers  is  definitely  within  today’s  state  of  the  ait 

TheTimits  to  the  stability  of  cryogenic  H-masers  still  have  to  be  measured.  New  theoretical 
quantum  mechanical  analyses  of  H-H  collisions  have  been  made  that  predict  limitations  due  to  previ¬ 
ously  unknown  processCs  related  only  to  the  storage  time  of  atoms  in  the  maser.27  Research  is  now 
in  progress  to  measure  the  properties  of  low  temperature  hydrogen  collisional  interactions  with  hy¬ 
drogen  and  helium  to  test  the  new  theory. 

Figure  5  shows  the  layout  of  the  cryogenic  H-maser  mentioned  in  reference  25.  Its  frequency 
stability,  projected  from  all  known  effects  of  its  design  is  given  in  Figure  6.  This  plot  includes  limi¬ 
tations  owing  to  receiver  noise  resonator  instability,  and  the  instability  of  the  predicted  new  frequency 
shifts.  A  plot  of  the  spectral  density  of  the  maser’s  spectral  density  of  phase  fluctuations  is  shown  in 
Figure  7.  This  figure  shows  the  white  phase  noise  corresponding  to  the  x“^  behavior  of  the  stability 
plot  showhdn  Figure  6.6. 

6.  SOME  OBSERVATIONS  ON  PRESENT  AND  FUTURE 
H-MASERS 

In  this  paper  the  writer  has  tried  to  shed  some  light  on  the  state  of  the  art  of  atomic  hydrogen 
masers.  Since  it  is  only  recently  that  we,  in  the  United  States,  have  had  the  opportunity  to  appreciate 
maser  developments  made  in  the  Soviet  Union,  this  brief  survey  is  bound  to  be  incomplete. 

In  comparison  with  the  technological  development  of  other  types  of  frequency  standards  in  the 
West  there  has  been  only  a  few  people  involved  in  H-maser  development.  In  the  West  it  is  only  re¬ 
cently  that  development  is  headed  toward  designs  suitable  for  small  scale  production.  On  the  other 
hand  the  Soviets  have  placed  far  more  reliance  on  H  masers  as  working  standards  than  we  have  in  the 
West.  They  have  already  produced  many  hundreds  of  H-masers,  and  are  now  offering  both  active 
and  passive  H-masers  for  sale. 

The  market  T-.  H-masers  in  the  West  has,  so  far,  been  limited.  However  applications  for 
masers  are  growing  in  number  as  signals  of  high  frequency  stability  rather  than  of  high  accuracy  be¬ 
come  more  in  demand  in  view  of  the  significant  improvements  in  time  transfer  offered  by  two  -way 
time  transfer  with  communication  satellites,  the  Global  Positioning  System  and  the  Soviet  Union’s 
GLONASS  system. 

The  development  of  H-masers  still  has  a  long  way  to  go  to  reach  its  full  potential  as  a  highly 
stable  oscillator.  Improvements  in  the  long  term  stability  of  room  temperature  H-masers  are  forseen 
by  use  of  new  wall  coatings  and  better  control  of  systematic  effects.  Cryogenic  H-masers  wth  stabil¬ 
ity  at  the  10“^^  to  10“^^  level  and  outstandingly  high  spectral  purity  will  likely  serve  as  oscillators  for 
operating  standards  based  on  future  high  resolution  frequency  discriminators  using  trapped  and 
cooled  ions  and  atoms.  The  unique  qualiw  of  the  H-maser  as  an  active  oscillator,  with  unparalleled 
frequency  stability  for  intervals  up  to  10^ seconds  and  excellent  long-term  predictability  of  its  fre- 
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quency  variation,  has  led  to  its  successful  use  as  a  “flywheel  clock”  at  the  U.S.  Naval  Observatory 
and  at  other  timing  centers. 

The  outstanding  long-term  (year-to-year)  frequency  stability  of  the  ensemble  of  Soviet  H- 
masers  reported  by  N.  B.  Kosheyaevsky  and  S.  B.  Pushkinas  and  the  predictability  of  the  behavior 
dfrH-masers  discussed  by  Uljanov,  Demidov,  Mattison,  Vessot,  Allan  and  Winkler,^^  have  proven 
the  validity  of  new  strategies  for  timekeeping.  Precise  time  transfer  by  operating  with  common  view 
GPS  and  Glonass  signals  makes  possible  the  precise  comparison  of  H-maser  frequency  over  the 
long-term  and  enables  these  devices  to  serve  as  excellent  flywheel  standards. 

Further  advances  in  time  transfer  using  active  H-masers  in  orbiting  spacecraft  to  permit  time 
transfer  at  the  few  picosecond  level  will  be  required  to  keep  up  with  the  performance  of  future  pri¬ 
mary  standards  based  on  frequency  discriminators  operating  with  trapped  ion  and  cooled  atoms  and 
ions. 


It  is  clear  that  the  technology  of  the  atomic  hydrogen  masers,  which  is  now  only  30  years  old, 
has  still  to  reach  its  full  maturity. 
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Figure  1.  Energy  levels  of  atomic  hydrogen  and  a  schematic  diagram  of  the 
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Figure  3.  Stability  of  H-masers  showing  the  effect  of  systematics. 
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Abstract 

Frequency  standards  based  on  stored  atomic  ions  are  briefly  reviewed.  Specific  examples  are  chosen 
to  illustrate  wKat  is  currently  possible.  Both  rflmicrowave  and  optical  devices  are  discussed.  The  present 
limitations  to  existing  experiments  and  possibilities for future  improvement  are  outlined. 


INTRODUCTION 

The  interest  in  stored  ion  frequency  standards  is  reflected  by  the  large  number  of  laboratories  using  the 
stored-ion  technique  for  high  resolution  atomic  spectroscopy  with  application  to  frequency  standards. 
The  authors  are  aware  of  related  work  currently  being  pursued  at  (in  alphabetical  order)  Communi- 
c  itions  Research  Laboratory  (CRL),  Tokyo;  Hamburg  University;  Hewlett  Packard,  San  Jose;  IBM, 
San  Jose;  Imperial  College,  London;  Jet  Propulsion  Laboratory  (JPL),  Pasadena;  Korea  Standards 
Research  Institute,  Taejon,  Korea;  Laboratoire  de  PHorlogc  (LHA),  Orsay;  Mainz  University;  Max 
Planck  Institute,  Garching;  National  Institute  of  Standards  and  Technology  (NIST),  Boulder;  Na¬ 
tional  Physical  Laboratory  (NPL),  Teddington;  National  Research  Council  (NRC),  Ottawa;  National 
Research  Laboratory  of  Metrology  (NRLM),  Tsukuba;  Physikalisch-Technische  Bundesanstalt  (PTB), 
Braunschweig;  and  the  University  of  Washington,  Seattle.  With  apologies  to  many  of  these  labora¬ 
tories,  this  paper  gives  only  a  brief  review  of  progress  toward  realizing  frequency  standards  based  on 
stored  ions.  It  is  not  intended  to  be  comprehensive.  The  reader  is  referred  to  recent  proceedings  of  this 
conference  and  those  of  the  Symposium  on  Frequency  Control,  the  proceedings  of  the  Fourth  Sympo¬ 
sium  on  Frequency  Standards  and  Metrologyt‘1,  a  forthcoming  review^,  or  the  specific  laboratories 
for  further  information. 

Although  there  is  overlap  of  the  work  betw'een  various  groups,  historically  there  has  been  a  natural 
division  in  experiments  performed  in  the  rf/microwave  spectral  region  versus  those  in  the  optical 
spectrum.  One  reason  for  this  division  has  been  that  the  required  stable  local  oscillators  have  been 
difficult  to  provide  in  the  optical  domain  and  relatively  easier  in  the  rf/microwave  region.  This 
distinction  is  disappearing  because  better  sources  are  now  required  in  the  rf/microwave  region.  Another 
reason  for  the  division  is  that  the  ability  to  generate  time  (measure  the  phase  of  the  clock  radiation)  in 
the  rf/microwave  region  is  straightforward,  while  it  remains  a  difficult  problem  for  optical  frequencies. 

‘Work  of  the  U.S.  Government.  Not  subject  to  copyright. 
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RP/MIGROWAVE  EXPERIMENTS 


The  particular  ion  for  an  rf/microwave  frequency  standard  should  have  a  high  frequency  to  increase 
stability  (other  things  being  equal).  However,  a  primary  consideration  seems  to  be  availability  of 
a  convenient  optical  source  for  use  in  optical  pumping  and  double  resonance  detect.on  of  the  clock 
transition.  In  addition,  some  e.\periments  require  a  narrow  band  optical  source  for  laser  cooling.  Some 
representative  examples  of  rf/microwave  clocks  are  given  below: 

A.  Paul  trap  frequency  standards 

In  1973,  Major  and  Worth  observed  the  40.5  GHz  ground  state  hyperfine  transition  of  '^^Ilg"^  with  a 
linewidth  of  a  few  hertzl^l.  **’llg'*'  has  some  advantages  over  other  ions  as  a  frequency  standard.  Its 
hyperfine  transition  has  arelatively  high  frequency.  Because  of  its  large  mass,  it  has  a  low  second  order 
Doppler  shift  at  a  given  temperature. 

The  detection  of  the  resonance  is  based  on  optical  pumping.  The  lowest  electronic  levels  are  shown 
in  Fig.  1.  An  rf-excited  lamp  containing  the  ^“^Ilg  isotope  will  emit  194  nm  radiation  that  will 
drive  ^^Hg+  ions  in  the  F=1  hyperfine  level  of  the  ground  state  to  the  5d’°6p  ^Pi/2  state.  The 
ions  can  then  decay  to  either  the  F=0  or  F=1  hyperfine  levels.  The  lamp  eventually  pumps  most  of 
the  ions  to  the  F=0  ground  state.  If  microwave  radiation  near  the  10.5  GHz  resonance  is  applied, 
some  ions  are  driven  to  the  nip  —  0  sublevel  of  the  F=1  state.  They  then  can  be  re  excited  to  the 
5d^°6p  ^Pi/2  state  by  light  from  the  lamp.  When  they  decay,  the  194  nm  photons  arc  detected  with  a 
photomultiplier  tube.  Jardino  et  a/t’J  made  the  first  frequency  standard  based  on  this  system.  They 
measured  (Ty{T)  =  3.6  X  10“^' for  10  <  r  <  3500,  where  r  is  the  measurement  lime  interval  in 
seconds.  This  stability  was  comparable  to  that  of  some  commercial  cesium  atomic  clocks. 

This  basic  system  was  developed  further  by  Cutler  cl  o/f’’-  "■  They  introduced  helium  buffer  gas 

to  reduce  the  temperature  of  the  ions  to  near  room  temperature.  The  lamp  was  turned  off  when  the 
microwave  radiation  was  applied,  in  order  to  avoid  light  shifts  of  the  microwave  resonance  frcqucncy. 
The  number  of  ions  was  about  2  x  10**.  The  resonance  linewidth  was  0.85  Hz.  Fractional  frequency 
fluctuations  of  7.6  X  10“*®  for  integration  times  of  one  day  have  been  reported^^K 

Prestage  el  have  demonstrated  a  ’^’Hg'*'  frequency  standard  based  on  a  linear  rf  trap.  Ramsey’s 
separated  oscillatory  field  method  was  employed  to  drive  the  resonance.  In  this  method,  two  short  rf 
pulses  are  applied.  This  yields  a  linewidth  in  hertz  of  about  1/(2T),  where  T  is  the  time  between  the 
two  pulses  in  seconds.  The  frequency  standard  was  operated  with  a  linewidth  of  0.16  Hz  and  a  Q  of 
2.5  X  10**.  The  short-term  stability  of  the  device  was  ^^(r)  =  1.6  x  l0“*®r"‘^-  for  .50  <  r  <  800. 


B.  Penning  trap  frequency  standard 

Bollinger  et  a/i*°’  *'i  demonstriitcd  the  first  frequency  standard  based  on  laser  cooled  ions  where 
the  second-order  Doppler  shift  can  be  significantly  reduced.  This  standard  was  based  on  a  303 
MHz  hyperfine  transition  in  the  ground  electronic  state  of  ^Dt^.  The  hyperfine  sublevels  of  the 
ground  state  arc  shown  in  Fig.  2.  The  first  derivative  of  the  frequency  of  the  transition  between  the 
(tji/  =  —3/2,  irij  =■  1/2)  sublevel  and  the  (m,  =  -1/2,  nij  —  1/2)  sublevel  approaches  zero  at  a  value 
of  the  magnetic  field  near  0.8194  T.  A  frequency  doubled  cw  dye  laser  was  used  to  generate  313  nm 
radiation  to  laser-cool  and  optically  detect  the  ions. 


In  the  most  recent  version  of  the  ^Be"^  frequency  standard,  sympathetic  laser  cooling  was  usedl'^l 
Magnesium  ions  were  trapped  at  the  same  time  and  were  continuously  laser  cooled.  The  Coulomb 
interaction  between  the  ions  kept  the  ions  cold  continuously.  The  number  of  ions  was  about 
5000  to  10,000.  The  313  nm  radiation  source  was  tuned  so  that  most  of  the  ions  would  be  pumped  to 
the  (m/  =  3/2,  mj  =  1/2)  ground-state  sublevel  in  a  few  seconds.  The  313  nm  radiation  was  then 
turned  off.  Ions  in  the  (m/  =  3/2,  mj  =  1/2)  sublevel  were  transferred  to  the  (?«;  =  1/2,  nij  =  1/2) 
ublevel  and  then  to  the  (m/  =  -1/2,  rtij  =  1/2)  sublev^!  oy  two  successive  rf  pulses.  The  Ramsey 
method  was  then  used  to  drive  some  of  the  im  s  (;rt/  =  -3/2,  rrij  =  1/2)  sublevel.  Then  rf  pulses 
were  applied  in  the  reverse  order,  to  bring  ions  which  had  remained  in  the  (ni,  =  -1/2,  rrij  =  1/2) 
sublevel'back  to  the  (mj  =  3/2,  nij  =  1/2)  sublevel.  The  313  nm  source  was  then  turned  back  on  and 
the  fluorescence  intensity  was  measured  The  intensity  was  proportional  to  the  (m^  =  3/2,  nij  =  1/2) 
population.  If  ions  were  left  in  the  (m;  =  -3/2,  nij  =  1/2)  sublevel,  there  was  a  decrease  in  the 
intensity.  The  time  between  the  two  rf  pulses  was  as  long  cis  550  s,  although  100  s  was  more  typical. 
With  T=550  s,  the  width  of  *^he  resonance  was  900  /xllz.  The  stability  was  better  than  3  x  lO'^^r'^/^. 
However,  a  frequency  shift  with  changes  in  pressure  was  observedl'^l.  This  limited  the  long-term 
stability  of  the  standard  to  ab'  it  3  X  10”^'*.  The  uncertainty  of  the  second-order  Doppler  shift  was 
only  5  X  10“^®. 


C.  Other  work  ' 

Other  ions  have  been  investigated  for  use  in  microwave  frequency  standards.  Lasers  have  been  used 
for  optical  pumping  and  detection  of  hypufine  transitions  in  several  other  ions,  including  ^^Mg+  1*^1, 
^^^Ba+  P"*!,  amj  (16]  Frequency  standards  based  on  ^^^Ba+  h^l  and  ^^^Yb+  have 

been  roportedt*®'. 


OPTICAL  FREQUENCY  STANDARDS 

An  optical  standard  has  the  chief  advantage  that,  if  the  transition  linewidth  and  signal-to-noise  ratio 
can  be  maintained,  the  stability  of  the  standard  improves  linearly  with  the  increase  in  frequency  of  the 
atomic  transition  used  for  the  reference.  This  factor  of  improvement  can  be  as  much  as  lO'.  Conversely, 
by  going  to  higher  frequenev,  w«  can  sacrifice  some  signal -to-noise  ratio  by  using  smaller  numbers  of 
ions  and  still  maintain  good  stability.  This  is  important  because  in  general,  the  second-order  Doppler 
shift  is  reduced  as  the  number  of  ions  is  reduced.  The  p  ;nalty  for  using  optical  frequencies  is  that 
the  required  local  oscillators  (lasers)  are  more  difficult  to  produce  and  the  measurement  of  frequencies 
and  the  phase  oi  the  oscillation  iS  difficult.  Nevertheless,  it  seems  that  this  approach  will  ultimately 
yield  fundamental  improvements  in  performance  and  seveial  labs  aro  pursuing  these  experiments. 

High  resolution  experiments  have  been  reported  in  Ba+  1*^'  Yb+  t*®’  ^^1,  airl  Sr+  1^®)  and  llg'*'. 

As  an  example,  we  briefly  discuss  tlie  experiment  on  Hg^  at  NIST. 


A.  Hg'*'  single-ion  optical  spectroscopy 

Hg+  has  a  level  structure  which  seems  to  be  suitable  for  an  optical  frequency  standard.  The  5d®6s® 
^D5/2  state  is  metastable,  with  a  lifetime  of  c  bout  90  ms.  The  194  nm  transition  from  the  ground  5d*°0s 
^Si/2  to  the  5d^®6p  ^Pi/2  state  can  be  used  for  laser  cooling  and  for  electron  shelving  detection^®’!.  Near 
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zero  field,  some  liyperfiub  components  of  the  281.5  nm  transition  in  are  nearly  independent  of 

magnetic  field.  One  of  these  is  the  transition  from  F  =  0  in  the  ground  state  to  (F  =  2,  mp  =  0)  in 
the  upper  state.  Recently,  Bergquist  et  observed  this  transition  with  a  linewidth  of  under  80  Hz. 
The  resonance  line  Q  is  over  10^^  and  is  the  highebt  ever  observed  in  an  atomic  or  molecular  transition. 
The  laser  frequency  was  servoed  to  the  single-ion  resonance  for  periods  of  several  minutes^^^l 


FtJTtXRE 

In  general,  the  second-order  Doppler  shift  increases  as  the  number  of  ions  is  increased.  This  effect  can 
be  reduced  by  using  a  linear  trap  geometry^^^J  as  has  recently  been  demonstrated  by  Prestage,  et 
For  more  than  one  ion  in  a  linear  rf  or  Penning  trap  the  second-order  Doppler  shift  can  be  reduced 
to  itsminimum  value  by  stacking  a  line  of  individual  ions  along  the  trap  axis  of  symmetry^^^’ 

This  may  provide  a  microwave  or  optical  frequency  standard  with  an  extremely  small  second-order 
Doppler  shiftP®^. 

Throughout  the  history  of  high  resolution  trapped-ion  spectroscopy,  the  most  difficult  systematic 
perturbation  to  eliminate  has  been  the  second-order  Doppler  shift.  If  this  shift  is  reduced,  other 
systematic  effects  may  become  more  important.  A  surprising  result  (to  u:)  was  the  large  pressure 
shift  measured  on  the  ^Be+  hyperfine  transition^^^’  This  may  be  caused  by  sticking  of  molecular 
background  gas  ions  to  the  ®Be+  ions.  These  kinds  of  shifts  should  also  be  investigated  in  other  ions. 

As  the  systematic  shifts  of  the  ion  clock  transitions  are  reduced,  the  demands  on  local  oscillator  spectral 
purity  become  more  stringent.  This  is  apparent  in  the  experiments  on  Hg’*'  and  Be+  microwave/rf 
transitions  and  is  the  most  important  limitation  in  the  Hg’^  optical  experiments. 

Although  the  light  sources  for  optical  pumping,  detection,  and  laser  cooling  can  be  difficult  to  pro¬ 
duce,  we  anticipate  that  simple,  cheap,  solid  state  optical  sources  in  the  ultraviolet  will  eventually 
become  available.  This  development  will  probably  be  driven  by  the  optoelectronic  industry  rather 
than  developers  of  clocks,  but  there  is  such  a  large  effort  to  develop  shorter  wavelength  solid  state 
sources  that  there  is  reason  to  be  optimistic. 

Certainly,  the  new  laser-cooling  schemes  will  result  in  significant  advances  for  neutral  atom  clocks^®°l. 
It  appears  that  the  main  advantage  of  the  new  cooling  schemes  is  not  the  further  reduction  in  the 
second-order  Doppler  shift,  but  the  dramatically  increased  control  over  the  positions  and  velocities 
of  the  atoms.  Neutral  atom  clocks  can  work  with  much  larger  numbers  of  atoms  and  can  therefore 
have  high  signal-to-noise  ratio  and  stability.  These  experiments  have  the  added  advantage  that  diode 
lasers  for  optical  pumping  and  laser  cooling  are  available  now.  Therefore  the  ion  trappers  will  have 
competition  from  these  neutral  atom  experiments.  Although  there  is  no  clear  overall  advantage  to 
either  approach,  we  expect  to  see  dramatically  improved  frequency  standards  for  both  neutral  atom 
and  trapped  ion  experiments. 
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Fig.  1.  Electronic  energy  levels  of  Hg* .  The  ground  electronic  state  of 
the  isotope  is  made  up  of  tv70  hyperfine  levels,  separated 

by  40.5  GHz.  Some  microwave  frequency  standards  are  based  on  this 
transition.  An  optical  frequency  standard  might  be  based  on  the 
281.5  nm  transition. 
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transition 


energy  levels  in  a  magnetic  field.  The  frequency  standard  is 
based  on  the  303  MHz  "clock  transition"  between  the  levels  labeled 
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Abstract 

The  role  of  the  NASA  Tracking  and  Data  Relay  Satellite  System  (TDRSS)  is  to  increase  the  volume  and 
frequency  of  communication  between  an  orbiting  spacecraft  and  the  Earth,  while  at  the  same  time  providing 
command  and  tracking  functions  with  extended  coveragp  via  a  network  of  orbiting  satellites  and  one  or  more 
ground  stations.  The  same  concept  is  currently  being  studied  and  is  planned  by  the  European  Space  Agency 
(ESA)  under  the  name  of  Data  Relay  Satellite  System  (DRSS). 

TDRSS  is  an  answer  to  the  increasing  complexity  of  new  satellites  and  space  missions  that,  especially 
in  the  field  of  scientific  and  application  satellites,  are  placing  increasing  requirements  in  terms  of  mission 
support. 

New  satellites,  designed  for  scientific  missions,  such  as  a.stronomical  observatories,  or  earth  applications, 
for  remote  sensing,  geodesy  and  precise  navigation,  are  relying  on  precise  onboard  clocks  to  accomplish  their 
missions. 

All  these  spaceborne  clocks  require  precise  synchronization  to  some  external  ground  reference,  synchro¬ 
nization  that  must  be  provided  as  a  part  of the  standard  mission  support.  Since  mission  support  is  the  primary 
role  for  the  TDRS  systems,  synchronization  must  be  provided  through  the  same  links  used for  telemetry,  com¬ 
mand  and  data  acquisition. 

There  have  been  many  time  transfer  experiments,  and  the  techniques  are  well  known  and  established 
throughout  the  years.  A  number  of  experiments  Imve  evolved  into  operational  services  now  available  world¬ 
wide  and,  in  the  case  of  the  GPS,  even  to  satellites  in  low  earth  orbit. 

However,  the  requirement  to  provide  timing  support  as  a  part  of  the  standard  support  to  the  space  mis- 
sions,  has  resulted  in  NASA  providing  timing  services  to  user  spacecraft  directly  via  the  TDRSS.  The  same 
service  is  being  considered  for  the  new  Advanced  TDRSS  (ATDRSS)  and  the  ESA  Data  Relay  Satellites 
(DRS). 

We  will  start  with  a  brief  review  of  the  well  known  time  transfer  techniques  that  have  been  studied  and 
tested  througlwut  the  years.  We  will  then  discuss  the  applicability  of  time  transfer  techniques  to  a  timmq 
service  as  provided  through  a  TDRSIDRS  System,  the  problems  related  to  the  choice  of  the  timing  .signal 
within  the  constraints  imposed  by  the  existing  systems,  and  the  possible  practical  implementations,  including 
a  description  of  the  time  synchronization  support  via  TDRSS  totlw  Gamma  Ray  Observatory  (GRO). 
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TIME  TRANSFER:  DISSEMINATION  AND  SYNCHRONIZA¬ 
TION 


In  general,  the  knowledge  of  the  relative  time  offsets  between  two  or  more  clocks  is  desired.  This 
requires  the  comparison  of  the  readings  of  the  clocks.  If  the  clocks  are  remotely  located  this  may  be 
difficult,  depending  on  the  degree  of  synchronization  required  by  the  measurement. 

We  wiU  refer  to  the  exchange  of  timing  information  between  two  or  more  clocks,  an  exchange  leading 
to  the  determination  of  the  clocks  respective  offsets  in  time,  as  the  bynchronization  procedure. 

When  the  time  information  is  transmitted  or  broadcasted  to  two  or  moiv..  users  it  is  called  “lime 
dissemination”,  and  it  is  generally  performed  by  transmitting  time  coded  information  (time  codes). 

Dissemination  by  itself  does  not  imply  the  presence  of  a  clock  at  the  user  site:  the  user  can  simply 
get  its  time  from  the  decoded  message.  Synchronization,  being  the  measure  of  the  offset  between  two 
clocks,  always  requires  a  clock  at  the  user  site. 

Since,  in  many  occasions,  the  two  procedures  are  used  together  (sometimes  just  to  reduce  the  initial 
ambiguity  of  the  synchronization  procedure)  they  are  both,  in  general,  referred  to  as  “time  tmnsfer" 
procedures. 

Radio  or  optical  signals  have  been  used  to  transfer  time  over  long  distances.  In  both  cases,  a  timing 
signal  or  marker  must  be  modulated  on  the  electromagnetic  wave  acting  as  the  carrier. 

Usually  an  event  marker  is  used  to  synchronize  clocks.  This  can  be  a  pulse,  or  the  zero  crossing  of  a 
sine  wave^  or  a  particular  status  of  a  Pseudo  Random  Noise  (PRN)  Code.  The  time  mark,  sometimes 
referred  to  as  a  “tick”,  must  be  identifiable  and  precisely  resolved  in  time.  If  a  pulse  is  used  as  a 
timing  marker,  usually  its  leading  edge  is  taken  as  the  on-time  reference,  and  the  sharpest  rise  time 
is  desirable-  If  the  zero  crossing  of  a  sine  wave  is  used,  the  higher  the  frequency  the  better  the  timing 
resolution  for  a  given  Signal  to  Noise  (S/N)  ratio.  But  this  requires  a  better  “a  priori”  knowledge  of 
the  relative  position  of  the  two  clocks  being  synchronized,  since  the  number  of  zero  crossing  per  unit 
of  time  increases  with  the  frequency;  this  presents  another  problem:  ambiguity  resolution. 

Time  dissemination  usually  relies  on  the  transmission  of  full  numeric  coded  information.  The  process  of 
transmitting  such  information  generates  an  RF  spectrum  that  is  far  from  optimum  for  sjnehronizatiun. 
Mr>r"over,  the  unavoidable  delays  and  jitters  of  the  coding/decoding  equipment  adds  uncertaintv  to 
he  measurements  and  finally  degrades  the  precision  and  accuracy  of  the  time  transfer. 

However,  being  able  to  read  the  time  from  the  received  message,  without  reasonable  ambiguity,  the 
user  does  not  need  its  own  clock  to  keep  time:  usually  a  time  code  reader  and  display  unit  is  all  that 
is  required. 


USE  OF  SATELLITES  FOR  TIME  SYNCHRONIZATION 

Satellites  have  been  used  for  decades  now  for  time  synchronization.  Thej  are  useful,  since  they  can 
extend  the  limits  of  precise  time  synchronization  far  beyond  the  horizon.  VLF  and  LF  transmissions 
(notably  OMEGA  and  LORAN)  have  been  used  in  the  past  to  convey  time  information  over  the 
horizon,  but  they  have  limited  capabilities.  LORAN  can  achieve  the  greatest  precision  onlj  within 
the  limits  of  groundwave  propagation,  a  few  hundred  kilometers.  OMEG.V  has  worldwide  coverage, 
but  relatively  poor  performances  for  timing,  only  a  few  tens  of  microseconds. 
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The  simplest  technique  using  a  satellite  for  time  transfer  (synchronization  or  disbemination)  ib  the  one 
way  technique  (JPig.  1);  the  satellite  is  used  as  a  radio  relay,  or  transponder.  The  signal  is  transmitted 
from  A  to  the  satellite  and  from  the  satellite  relayed  back  to  B,  which  is  located  well  beyond  the  line 
of  sight  of  A. 

The  synchronization  equation  (see  Fig.  1  for  symbols)  is: 

E  =  time(A)  -  time(B)  =  Td-  Tm 

and,  since  Tm  is  measured,  then  To  must  be  estimated,  or  computed,  given  the  orbit  of  the  satellite 
and  the  location  of  A  and  B.  Uncertainties  in  the  satellite  orbit  and  ground  locations  of  A  and  B  are 
the  main  causes  of  error  for  the  one-way  technique. 

Many  variations  of  this  technique  exist.  In  one,  a  clock  onboard  the  satellite  replaces  the  ground 
transmitting  station.  Synchronization  can  even  be  accomplished,  when  two  stations  are  simultaneously 
in  view  of  the  satellite,  without  having  a  real  clock  on  the  satellite,  provided  that  some  kind  of  easily 
identifiable  pulse  is  transmitted  by  the  satellite  (passive  synchronization)^^‘*h 

Using;this  technique  (Fig.  2),  two  ground  clocks  can  be  synchronized  by  comparing  the  times  of  arrival 
of  the  same  pulse  emitted  by  the  satellite^*'*].  This  method  is  a  natural  e.\:tension  of  the  passive  TV 
synchronization  method,  widely  used  to  synchronize  clocks  on  a  national  scale  in  many  countries. 

Let  the  satellite  emit  a  pulse  at  an  arbitrary  time  to-  The  propagation  delay  from  the  satellite  to  “A" 
is  Tz>(A),  a.nd  from  the  satellite  to  “B”  is  Td(B)\  these  delays  must  be  known  by  computing  the  range 
at  to  and  applying  corrections  for  tropospheric  and  ionospheric  delays  (Fig.  2). 

At  the  location  of  the  clock  “A”,  the  pulse  emitted  by  the  satellite  is  received  at  Tm{A);  computing 
Td(A),  “A”  is  able  to  evaluate  to  in  its  own  time  scale. 

The  same  occurs  at  the  location  of  the  clock  “B”;  another  evaluation  of  to  is  carried  on,  but  this  time 
it  is  in  the  “B”  time  scale.  Obviously  the  two  will  not  be  identical,  because  of  the  error  E  between 
the  two  clocks:  the  difference  between  the  two  determinations  of  to  will  give  a  measure  of  E. 

It  can  be  proven  that  uncertainties  in  the  ephemeris  of  the  satellite,  which  produce  errors  in  the  range 
estimates,  are  greatly  reduced  by  the  differencing  technique^''’!,  resulting  in  smaller  errors  in  the  time 
synchronization.  This  fact  has  been  successfully  exploited  in  the  “common-view”  technique  using 
GPS  satellites'^ 

If  the  satellite  carries  a  stable  oscillator  onboard,  it  may  produce  a  repetitive  stream  of  pulses,  with  no 
requirement  placed  on  the  degree  of  synchronization  of  these  pulses  with  any  time  scale.  As  long  as 
these  pulses  are  stable  in  frequency,  and  a  count  is  maintained  onboard  the  satellite  (and  eventually 
transmitted  via  telemetry  to  the  ground  stations),  then  the  previous  sy  nchronization  scheme  can  be 
extended  to  clocks  not  in  common-view  of  the  satellite  (Fig.  3). 

The  onboard  satellite  oscillator  acts  as  a  flywheel  only  for  the  time  required  by  the  satellite  to  fly 
between  one  site  and  another.  Its  frequency  must  be  stable  only  over  this  limited  amount  of  time. 
This  makes  possible  to  use  this  technique  to  synchronize  precise  atomic  oscillators  with  simple  onboard 
crystal  oscillators. 

This  is  the  satellite  extension  of  a  technique  proposed  several  years  ago  by  Besson,  of  using  aircraft 
to  carry  around  flying  clocks.  In  1971,  Joseph  Ilafele  of  Hewlett  Packard  and  others  were  the  first 
to  fly  cesium  clocks  around  the  world  to  prove  the  Special  Theory  of  Relativity.  .-Vircraft  have  been 
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used  also  in  other  experiments  (involving  relativity)  by  C.  Alley  and  co-workers  at  the  University  of 
Maryland. 

If  the  oscillator  is  stable,  and  the  counting  devices  following  the  oscillator  itself  have  provisions  to  be 
synchronized  to  an  external  time  scale  (for  instance,  UTC),  then  the  satellite  can  broadcast  precise 
time  in  the  form  of  pulses  (markers)  with  related  coded  information  (Fig.  4),  in  such  a  way  that  is 
possible: 

•  one-way  time  dissemination; 

•  one-way  absolute  synchronization  (referenced  to  the  onboard  time  scale,  so  tliat  a  user  needs 
only  to  receive  the  satellite  transmission  to  precisely  set  and  synchronize  his  clock); 

•  one-way  relative  synchronization  (between  two  users,  either  in  common  view  or  not,  using  the 
stability  of  the  satellite  clock  as  a  time  flywheel). 


These  techniques  were  widely  used  with  the  TRANSIT/NNSS  satellite  system  and  in  the  GPS/NAV- 
STAR,  as  a  timing  spin-oflf  from  the  implementation  of  satellite  navigation  systems. 

However,  all  the  preceding  techniques: 


•  One-way,  satellite  acting  as  a  repeater; 

•  Passive  synchronization; 

•  Satellite  carrying  an  oscillator; 

•  Satellite  carrying  a  clock; 

rely  on  computed  ranges  and  propagation  delays  to  achieve  time  transfer:  this  is  a  basic  limitation  of 
these  techniques.  A  method  to  accurately  measure  the  propagation  delay  is  very  desirable,  especially 
if  this  can  be  done  with  the  same  precision  by  which  time  events  are  measured. 

This  is  the  idea  behind  the  two-way  synchronization  techniques.  Both  stations,  “A”  and  “B”,  are 
active,  transmitting  their  own  time  signals  and  receiving  the  signals  transmitted  bv  the  other  (Pig. 
5). 

If  the  satellite  is  really  stationary,  when  “A’’  receives  the  pulse  transpondcd  back  by  “B”,  then 
has  a  measurement  of  twice  the  propagation  delay  between  “A”  and  “B”.  Here  we  suppose  that  the 
two  paths  (from  “A”  to  “B"  and  “B”  to  “A”)  are  truly  reciprocal  and  this,  in  practice,  may  not  be 
the  case. 

Now  that  a  direct  measure  of  the  propagation  delay  is  available  at  “A”,  this  can  be  transmitted  back 
to  “B”  and  ‘’B”  uses  the  delay  to  correct  its  liming  measurements  and  retrieve  the  synchronization 
error  E,  instead  of  having  to  compute  the  delay  from  range  measurements. 

In  practice,  things  are  more  complicated,  but  the  method  is  one  of  the  most  accurate  and  precise 
ever  being  used  for  time  synchronization.  Only  laser  based  synchronization  methods,  thanks  to  their 
higher  bandwidth,  can  achieve  better  resolution  and  accuracy.  The  disadvantage  is  related  to  the  fact 
that  a  complete  transmitting/receiving  equipment  must  be  available  at  the  two  sites. 
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Tills  was  a  bit  of  a  problem  in  the  past,  when  satellite  communication  meant  bulkier  antennas  and 
apparatus.  However,  with  the  present  day  technology,  this  is  feasible  with  smaller  VSAT  antennas  and 
Direct  Broadcasting  Satellites,  and  indeed  experiences  have  already  been  taken  place  in  the  United 
States,  at  the  NIST  and  at  the  U.S.N.O. 

Laser  communication  links  present  a  wider  bandwidth  than  is  possible  with  RF  links.  However,  they 
are  not  as  much  as  efficient  in  terms  of  signal  to  noise  ratio.  Moreover,  a  light  signal  can  be  relayed 
back  by^a  mirror  or  by  a  retroreflector.  Precision  pointing  of  a  mirror  in  space  is  a  difficult  task.  The 
retroreflector  provides  an  easy  and  accurate  reference  direction  of  reflection,  the  only  problem  being 
that  thedight  is  reflected  exactly  back  to  the  transmitter  site.  The  problem  can  be  solved  by  placing 
a  photon  detector,  a  stable  oscillator  and  an  event  counter  onboard  the  satellite,  in  addition  to  the 
retroreflector  array. 

Every  user  (Fig.  6)  transmits  an  intense  pulse  of  light  at  a  known  time;  which  can  be  precisely 
measured  against  the  local  time  scale.  The  pulse  transmitted  by  the  user  “A”  arrives  at  the  satellite, 
detected-by  the  photodetector  and  time  tagged  in  the  local  time  scale  of  the  onboard  clock.  At  the 
same  time,  the  retroreflector  array  reflects  part  of  the  original  pulse  energy  back  to  the  ground,  when 
it  is  detected  and  the  round  trip  time  measured  accurately. 

Since  the  transmit  time  and  the  propagation  delay  are  known,  the  time  of  arrival  of  the  transmitted 
pulse  at  the  satellite  can  be  computed  in  the  station  “A”  time  scale.  .41so,  the  transmitted  pulse 
arrival  time  is  measured  in  the  satellite  time  scale  “S”  and,  by  taking  into  account  the  propagation 
delay,  we  have  a  measurement  of  the  synchronization  error  E{A  -  S)  between  the  time  scale  of  “A” 
and  the  satellite. 

Another  user  “B”,  shortly  after  “A”,  makes  a  measurement,  performing  the  same  procedure,  and  is  able 
to  recover  E{B~S).  By  taking  the  difference  between  the  two  measurements  fields  the  synchronization 
error  between  “A”  and  “B”.  The  time  scale  of  the  satellite  disappears  in  the  differencing. 

The  frequency  stability  of  the  onboard  oscillator,  in  the  short  time  between  the  arrival  of  the  pulse 
from  “A”  and  the  arrival  of  the  pulse  from  “B”,  must  be  such  as  to  not  degrade  the  timing  accuracy 
of  the  measurement.  If  the  time  elapsed  between  the  arrival  at  the  satellite  of  the  two  pulses  is  only  a 
few  hundred  milliseconds,  it  can  be  shown  that  a  good  crystal  oscillator  can  provide  enough  stability 
not  to  degrade  the  synchronization  at  the  subnanosecond  level. 

This  technique  has  been  implemented  in  the  LASSO  (LAser  Synchronization  from  Stationary  Orbit) 
concept.  A  first  attempt  to  carry  a  L.ASSO  package  into  orbit  was  done  with  the  SIRIO-2  satellite 
and  failed,  due  to  a  launching  accident.  Later,  a  LASSO  package  was  successfully  orbited  onboard  the 
ESA  Meteosat-P2  satellite. 

The  L.ASSO  experiment  was  proposed  by  M.  Lefebvre  el  al.  of  the  Centre  National  d'Etudes  Spaliales 
(ONES),  Toulouse  (France).  Based  on  a  presentation  at  the  1972  COSP.AR  meeting  in  Madrid,  the 
European  Space  Agency  (ES.A)  accepted  a  proposal  from  the  Bureau  International  de  I'lleure  (BUI) 
to  pursue  a  related  space  mission. 

The  aim  of  the  L.ASSO  technique  is  to  provide  a  repeatable,  near-real-time  method  for  long  distance 
(intercontinental)  clock  synchronization,  with  nanosecond  accuracy. 

The  LASSO  payload  is  composed  of  rctrorcllectors,  pholodetectors  for  sensing  light  at  two  wavelengths 
(from  ruby  and  doubled  Nd  Y.AG  laser  emitters)  and  an  ultrastable  oscillator  to  time-tag  the  arrival 
of  laser  pulses;  these  time-tags  or  “datations”  are  transmitted  to  the  ground  via  telemetry. 
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The  LASSO  technique  is  based  on  the  use  of  lase.-  ground  stations  firing  monochromatic  light  pulses 
at  predicted  times,  directed  toward  the  synchronous  satellite.  An  array  of  retroreflectors  onboard 
the  spacecraft  sends  back  a  fraction  of  the  received  signal  to  the  originating  laser  station,  while  an 
electronic  device  onboard  the  spacecraft  detects  and  time- tags  the  arrival  of  the  laser  pulses. 

Each  station  measures  the  time  of  transmission  and  the  two  way  propagation  delays  of  the  laser  pulses, 
and  computes  the  one  way  propagation  time  between  the  station  and  the  spacecraft.  Then,  the  offsets 
between  the  clocks  that  provide  the  time  reference  at  each  of  the  laser  stations  can  be  computed  from 
the  data  collected  at  the  spacecraft  and  at  the  ground  stations. 

With  reference  to  the  timing  diagram  (Fig.  6)  for  two  stations,  we  have  (corrections  arc  neglected); 


E  =  (TcU  -  Tdb,  +  (Tp  -  A  -  Tpb)  -  (Tsa  -  Tsb) 


where: 


•  jE  is  the  time  offset  between  the  two  clocks  at  the  stations  A  and  B; 

•  Tdi  are  the  transmission  times  of  laser  pulses  from  the  station  i  [i  =A,  B]; 

•  Tpt  are  the  propagation  delays  between  each  station  and  the  spacecraft  [i  —  A,  B]; 

•  Tst  are  the  times  of  arrival  onboard  the  satellite  of  the  laser  pulses  transmitted  from  the  station 
i  [i  =A,  B]; 

If:  Tr,  are  the  return  times  of  laser  pulses  transmitted  from  the  station  i  [z  =A,  B], 
then  the  propagation  delays  Tp-,  can  be  easily  computed  as: 


rp.= 


Tn-Tdi 


(z  =  A,  B) 


Substituting,  we  finally  obtain  the  synchronization  equation: 

An  interesting  variation  to  the  LASSO  scheme  for  optical  time  transfer  was  proposed  in  the  past^’’^. 
The  idea  was  to  reverse  the  locations  of  the  optical  transmitter  and  receiver.  In  the  LASSO  experiment 
the  transmitting  lasers  were  located  on  the  ground,  and  the  satellite  carried  orbiting  retroreflectors. 
The  proposal  to  reverse  the  roles,  putting  the  laser  in  orbit  and  inexpensive  retroreflectors  and  detectors 
on  the  ground,  was  aimed  to  reduce  the  cost  to  the  user,  in  hope  of  providing  time  dissemination 
avnailable  at  metrology  centers  around  the  world,  and  to  allow  geodetic  users  of  the  system  to  cover 
wide  areas  with  passive  retroreflectors  at  minimum  cost.  The  difficulty  lies  in  pointing  the  orbiting 
laser  with  the  required  accuracy.  As  far  as  we  know,  the  technique  was  never  pursued,  even  if  it  is  an 
interesting  concept. 


INTERSATELLITE  LINKS  FOR  TIME  SYNCHRONIZATION 

The  Tracking  and  Data  Relay  Satellite  System  (TDRSS)  is  designed  to  provide  Tracking  and  Data 
Relay  Service  to  User  Satellites,  generally  in  Low  Earth  Orbit  (LEO),  using  a  constellation  of  geosjn- 
clironous  satellites  (two  operational,  TDRS  West  and  East,  plus  an  in-orbit  spare)  and  two  ground 
stations,  both  located  at  White  Sands,  New  Mexico. 

Fig.  7  (from  Ref.  1)  shows  the  geometry  involved  in  the  TDRS  System.  A  signal  is  transmitted  (from 
the  user  LEO  satellite)  to  one  of  the  tw'o  operational  TDR  satellites  which  transponds  the  signal  to 
the  TDRSS  NASA  Ground  Terminal  (NGT)  at  White  Sands  (Fig.  12).  The  same  path  is  followed  in 
reverse  by  a  signal  transmitted  from  the  ground  to  the  user  LEO  satellite  via  TDRSS. 

When  ground  stations  were  used  to  provide  tracking,  command,  telemetr>  and  data  acquisition  support 
to  the  space  missions,  an  extensive  world  wide  network  was  required  to  provide  continuity  of  coverage. 
In  those  days,  the  signals  traveling  from  ground  to  the  satellite  (tracking  and  command)  were  referred 
to  jis  the  “uplink”.  Converselj',  signals  traveling  from  the  satellite  to  ground  (tracking,  telemetry  and 
data)  were  referred  to  as  down01ink  communications. 

This  is  not  so  obvious  with  TDRSS.  First,  the  signal  from  NGT  to  the  satellite  travels  upward  to 
the  TDR  satellite,  and  then  downward  to  the  user  satellite,  which  is  in  low  Earth  orbit  below  the 
TDRS.  Conversely,  from  the  satellite  to  ground,  the  signal  travels  upward  to  the  TDR  satellite,  then 
downward  to  NGT.  To  avoid  confusion,  the  convention  adopted  was  to  refer  to  the  communication  link 
from  NGT  to  the  user  satellite  via  TDRS  as  the  forward  link,  and  to  the  link  from  the  user  satellite 
to  NGT  via  the  TDRS  as  the  return  link.  The  TDRS  is  basically  a  transponder. 

The  TDRS  is  transparent  as  regard  to  the  communication  of  data  between  the  user  LEO  satellite  and 
NGT.  However,  while  the  NASA  TDRSS  was  designed  to  provide  Tracking  and  Data  Relay  Support 
to  Earth  Orbiting  Missions,  it  was  not  designed  to  support  time  and  frequency  transfer  to  a  User 
Satellite. 

The  first  satellite  needing  such  a  service  is  an  astronomical  observatory,  the  Gamma  Ray  Observatory 
(GRO).  GRO  requires  a  time  tag  of  data  collected  onboard  to  within  100  microseconds  of  Universal 
Time  Coordinated  (UTC)  time  scale.  Since  the  onboard  oscillator  is  a  crystal  oscillator,  it  needs  peri¬ 
odical  calibrations,  which  must  be  performed  from  the  ground,  via  the  command  and  telemetry  link. 
To  correct  the  oscillator,  however,  its  phase,  frequency  offset  and  aging  must  be  precisely  measured 
with  respect  to  UTC,  or  against  a  ground  clock  referenced  to  UTC  by  axternal  means. 

In  1975-1976  the  Timing  Systems  Section  of  the  Network  Engineering  Division  at  GSFC  vvas  charged 
with  this  problem.  The  -‘\pplied  Physics  Laboratory  (APL)  of  the  Johns  Hopkins  University  was 
tasked  to  aid  with  a  study  of  possible  solutions.  The  study  resulted  in  what  is  referred  as  the  D/VT.A 
INTERFACE  APPROACH:  to  synchronize  user  spacecraft  clocks  via  the  Tracking  and  Data  Relay 
Satellite  System.  The  technique  chosen  was  the  two-way  technique. 

NOTE:  Notice  that  the  User  Clock  may  be  either  onboard  a  User  Satellite  or  on  the  ground;  i.c.,  the 
technique  can  be  used  to  also  synchronize  a  second  ground  stalion^^J  or  any  Remote  Clock,  provided 
that  aTDRS-compatible  transponder  is  available  at  the  siteW. 

In  the  two  way  time  synchronization  tcchnique^'J,  two  clocks,  located  at  A  and  one  at  B  (Fig.  5) 
e.\change  the  time  information  through  a  satellite  communication  link.  The  time  information  can  be 
in  the  form  of  pulses,  bursts  of  pulses,  continuous  sine  signals  or  Pseudo  Random  Noise  codes  (PRN 
codes).  The  basic  equation  giving  the  time  difference  between  the  two  clocks  is^'J: 
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E  =  [^1  .^o]  ^  [^3  Tz]  ^  (corrections) 


(1) 


where:  E  is  the  time  offset  between  the  clocks  in  A  and  B  [actually  E  =  T{B)  -  T(/i)); 

Ti  and  Ts  are  the  times  of  reception  of  the  time  signal  transmitted  at  the 
times  To  and  T2  by  A  and  B. 

The  corrections  6E  take  into  account  several  factors  affecting  the  synchroni/tation  process:  the  dif 
ference  in  the  forward  and  return  paths  (from  A  to  B  and  from  B  to  A)  due  to  the  satellite  motion 
and  to  the  Earth  rotation,  the  atmospheric  propagation  delays  (troposphere  and  ionosphere)  and  the 
equipment  delays. 

Usually  a  pulse  at  the  rate  of  1  pulse  per  second  is  the  electrical  output  of  a  standard  clock;  the 
resulting  1  second  ambiguity  can  be  easily  resolved  by  looking  at  the  time  readout,  since  one  second 
change  in  the  display  is  easy  to  observe,  and  numerical  information  can  be  easily  coded,  transmitted 
and  decoded  as  digital  data  in  a  one  second  frame. 

The  1  pps  pulse  output  constitutes  the  time  mark  of  the  clock,  used  to  resolve  time  intervals  smaller 
than  1  second;  usually  the  leading  edge  of  the  pulse  itself  is  taken  as  the  on  time  reference  to  increase 
the  resolution  of  the  measurement. 

The  synchronization  procedure  used  in  the  TDRSS  determines  coarse  and  fine  spacecraft  clock  error 
with  respect  to  UTC.  Coarse  error  is  determined  from  the  spacecraft  clock  time  code  to  one  second 
resolution;  fine  error  is  defined  as  the  residual  synchronization  error  within  the  1  second  ambiguity 
period. 

We  will  show,  however,  that,  by  relating  the  ambiguity  to  the  repetition  period  of  the  timing 
pulses  used  as  the  time  signal,  some  simplification  in  the  hardware  and  in  the  operations 
may  be  obtained  (sec  the  HYBRID  TECHNIQUE). 

To  perform  the  ranging  measurements  (a.  primary  function  of  the  TDRSS  is  to  provide  orbital  support 
to  the  missions),  a  Pseudo  Random  Noise  (PRN)  Code  is  generated  at  i.nc  TDRSS  Ground  Station 
and  modulated  on  the  forward  RF  link  together  with  the  command  data  for  the  user  spacecraft. 

There,  the  code  is  received,  demodulated  and  the  code  epoch  precisely  measured  to  reconstruct  a 
second  code  with  the  same  chariicteristics  of  the  received  code,  but  with  a  different  bit  pattern.  E.\act 
time  synchronization  between  the  two  codes  is  maintained.  This  second  code  is  sent  back  to  While 
Sands  via  TDRSS. 

Being  precisely  synchronized  to  the  forward  link  ranging  code,  the  return  link  code  provides  an  c.’isy 
way  to  measure  the  two  way  prop.vgaliun  lime,  so  lhal  an  estimate  of  the  one  way  range  belween 
White  Sands  and  the  User  Satellite  is  obtained.  Since  the  range  from  White  Sands  to  the  relaying 
TDR  satellite  is  precisely  known  (or  continuously  measured  using  the  same  technique),  the  range  from 
the  TDR  satellite  to  the  User  Satellite  is  also  known. 

Even  if  ranging  is  net  performed  continuously,  the  forward  and  return  PRN  codes  are  present.  The 
PRN  codes  are  an  ideal  timing  signal  for  time  transfer,  because  of  the  optimum  use  of  the  .avail 
able  bandwidth,  the  good  rejection  of  c.\tcrn<al  interferences  (man  made  or  natur.d}  and  the  extreme 
resolution  of  the  timing  measurements  due  to  the  high  repetition  rate  of  the  chip  period. 

The  TDRSS  PRN  code  is  periodic,  with  a  code  period  of  .about  .S-j  ms.  i.c.,  the  code  repeals  itself 
every  85  ms.  This  is  the  lime  interval  ambiguity  .associated  with  the  PRN  code.  Once  per  cycle,  the 
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code  gCi-terator  steps  oyer  oiiC  easily  identifiable  state,  the  so  called  “All  I's”  state,  since  every  tap  on 
the  feedback  log:>,  of  the  shift  register  generating  the  PRN  code  is  at  logic  level  1.  Notice  that  an  “all 
O’s”  state  cannot  exist  in  a  PRN  code  gen  ator,  otherwise  the  code  itself  will  be  trivial,  being  locked 
in  a  zero  state  condition. 

In  the  TDRSS  time  transfer  techniques  using  PRN  codes,  the  timing  signal  (or  time  reference  ticks’^ 
exchanged  between  the  two  clocks  to  perform  the  synchronization  is  the  “All  I’s”  state  of  the  PRN 
code,  and  the  reference  time  is,  measured  accordingly  oti  the  rising  edge  of  the  “All  I’s”  pulse  from 
thedocal- generator,  wh  n  the  received  and  locally  generated  codes  are  correlated  (when  receiving),  or 
oh  the  rising  edge  of  the  “All  I’s”  pulse  from  the  local  generator  when  transmitting. 

Basically,  the  API  approach  was  to  use  a  two-way  time  synchronization  technique,  after  an  initial 
coarse  synchronization  was  performed  to  resolve  ‘he  one  second  ambiguity.  Time  tagging  of  the  “All 
I’s”  pulses  was  required  to  identify  the  selected  pulse  (with  about  80  ms  a^iibiguity  due  to  the  PRN 
code  repetition  rate)  within  the  1  second  coarse  synchronization  inter  val.  The  identification  was  carried 
on  using  the  telemetry  data  stream,  since,  in  principle,  epoch  timing,  telemetry  data  and  frame  rates 
and  clocks  tickc  are  asynchronous. 

Several  techniques  were  considered^^i,  including  ont-way  time  transfer;  however,  the  improved  per¬ 
formances  related  to  the  implementation  of  the  two-way  technique  were  evident,  and  it  was  decided 
to  implement  a  synchronization  scheme  basea  on  the  two  way  technique,  which  ..  its  basic  form  is 
shown  in  Fig.  8. 

Going  deeper  into  the  details  of  the  actual  implementation,  two  situations  were  taken  into  account, 
due  to  the  fact  that  the  return  PRN  code  can  be  locked  to  the  forward  PRN  code  whether  or  not  a 
TDRSS  ranging  function  is  being  performed. 

The  non  ranging  situation*  requires  only  an  additional  time  interval  measurement  onboard  the  User 
Spacecraft  to  measure  the  transmission  time  of  the  reference  mark  of  the  transmitted  code.  This 
additional  measurement  must  be  relayed  back  to  Earth  via  the  telemetry.  The  remaining  of  the 
cor^putations  are  essentially  identical. 

Return  PRN  Code  locked  to  the  Forward  Code  (Technique  l) 

The  first  techniqu  considered  assumes  that  the  Return  PRN  Code  (generated  onboard  the  User 
Satellite)  is  locked  to  the  Forward  Link  PRN  Code.  In  Fig.  9  (from  Ref.  5)  this  is  shown  schematically. 
To  avoid  confusion  in  reading  the  figure,  con.sider  that  the  second  number  used  in  the  suffix  of  the 
indicated  'quantities  refers  only  <,o  the  number  of  consecutive  measurements  performed,  and  can  be 
ignored,  since,  in  principle,  the  two-way  time  transfer  can  be  carried  on  in  one  measurement  frame. 

Defining:  Di  =  Dn  =  transmission  time  of  the  timing 

reference  from  the  master  (ground)  station; 

D2  —  D21  =  time  of  reception/transmission  of 

the  timing  reference  at  the  user; 

I>3  =  £>31  =  time  interval  elapsed  from  the  time 

of  transmission  to  the  reception  of 
the  timing  signal  at  the  master  site. 

NOTE:  D'^  is  the  two-way  propagation  delay;  the  “absolute’  time  of  reception  of  the  timing  mark  in 


the  master  time  scale  is  actually  £>3  =  D3  +  Di. 

'If  El  is  the  tirne  oflfset  between  the  two  clocks,  we  can  write: 


Di  +tf  =  El  +  D2 


(2) 


and: 


Di  +  Dz  =  £1  +  Dz  +  ir  (3) 

where  U  and  tj  are  the  forward  and  return  propagation  delays. 

If  the  geometry  is  completely  reciprocal,  4  and  Ij  would  be  equal  and  the  eqs.  (2)  and  (3)  can  be 
simply  added  to  obtain: 


Ei  =  ^1^-D2  [Dz  =  Di-VD'^]  (4) 

which  is  the  basic  two-way  time  synchronization  equation,  shown  also  in  Fig.  6.2.  However,  considering 
the  satellite  ir,jtion  and  the  resulting  Doppler  eflect,  we  know  that  this  is  not  true,  and  in  general  t / 
will  be  different  from 

If  this  is  the  case,  we  can  simply  use  the  eq.  (2)  and  write: 


El  ~ij  -  (£>2  -  £*i)(for  the  technique  1]  (5) 

The  first  approximation  to  evaluate  </,  yielding  the  classical  two  way  time  synchronization  equation 
(4),  assumes  full  reciprocity,  neglecting  any  satellite  motion.  In  this  case,  //  is  obtained  directly  from 
the  two-way  propagation  delay  £>3. 

For  the  TDRSS  synchronization,  as  in  other  cases,  a  more  complicated  model  for  the  satellite  motion 
is -assumed,  but  this  will  not  be  described  here. 

Return  PRN  Code  not  locked  to  the'‘Forward  Code  (Technique  2) 

The  second  technique  considered  is  more  general,  and  assumes  that  the  Return  PRN  Code  (generated 
onboard  the  User  Satellite)  is  not  locked  to  the  Forward  Link  PRN  Code.  In  Fig.  10  (from  Ref.  5) 
this  is  shown  schematically.  Again,  to  avoid  confusion  in  reading  the  figure,  the  second  number  used 
in  the  suffix  refers  only  to  the  numbei  of  consecutive  measurements  performed,  and  can  be  ignored  in 
the  following  discussion. 
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Defining:  Di 


transmission  time  of  the  timing  reference 
from  the  master  (ground)  station; 


=  Dll  = 


D2  =  D21 


time  of  reception  of  the  timing  reference 
at  the  user; 


D^i 


D41  =  time  of  transmission  of  the  timing  reference 

from  the  user; 


D3  =  D31  =  time  of  reception  of  the  timing  reference 

at  the  master  site,  elapsed  from  the 
transmission  time 


NOTE:  £>3  is  the  two-way  propagation  delay;  the  “absolute”  time  of  reception  of  the  timing  mark  in 
the  mcister  time  scale  is  actually  D3  =  D'^  +  Di 

If  E2  is  the  time  offset  between  the  two  clocks,  we  can  write: 


Di  if  =  E2  D4 


(6) 


and 


Di  +  D3  —  jB2  +  i?2  +  tr  0) 

The  suffix  “2”  of  E2  denotes  only  the  time  offset  as  computed  using  technique  2.  If  total  reciprocity 
of  the  forward  and  return  propagation  delays  cannot  be  assumed,  we  can  only  write: 


E2  =  if  -  {D.i  -  Di) 


(8) 


Again,  if  must  be  computed  separately,  under  the  assumptions  given  above. 

The  TDRSS  PRN  code  generator  chip  rate  and  code  length  result  in  a  repetition  period  for  the  full 
code  of  about  85  ms;  as  a  consequence,  this  is  also  the  repetition  period  of  the  “All  3.V’  state  of  the 
code. 


To  identify  the  “All  I’s”  state  used  as  the  timing  marker  for  the  synchronizi-tion,  a  range  gating 
system  using  the  telemetry  frame  was  used.  This  resulted  in  some  problems,  related  to  the  decoding 
delay  of  the  telemetry  frame  which,  in  the  TDRSS,  is  convolutionally  encoded  on  the  carrier.  This 
unpredictable  delay  may  create  some  ambiguity  in  the  “All  I's”  state  identification,  when  the  two 
occur  very  close  together. 


The  problem  was  solved  by  adding  a  second  telemetry  identifier  and  lesulted  in  an  increase  in  the 
complexity  of  the  hardv/are  used  to  implement  the  technique. 


An  error  budget  was  estimatedE®^  as  follows: 


SOURCE 

ERROR 

ERROR 

assuming  given  errors 

assuming  given  errors 

are  1  a  values 

are  3  a  values 

Measurements 

6  ns 

6  ns  (*) 

and  calculations 

Differential 

7  ns 

20  ns 

delay  at  User  Satellite 

Differential 

7  ns 

20  ns 

delay  at  Master  site 

Differential 

10  ns 

30  ns 

delay  of  Satellite 

Non-reciprocity  in 

5  ns 

5  ns  (*) 

propagation  effects 

TOTAL  R.M.S. 

16  ns 

42  ns 

NOTE  (*):  No  averaging  is  assumed 

In  1982  a  second  proposal  was  put  forward  by  the  Gamma  Ray  Observatory  Project  Office,  regarding 
the  possibility  to  passively  monitor  the  Gamma  Ray  Observatory  onboard  clock  simply  by  using  the 
telemetry  return  link^^h 

The  idea  was  to  implement  a  one-way  time  transfer  technique,  based  on  'liC  telemetry  link,  with  the 
following  budget: 


ERROR  SOURCE 

R.M.S.  ERROR 

(a) 

GRO  clock  quantization  error 

0.28  /iS 

(b) 

Spacecraft  delay 

— 

(c) 

Orbit  determination  error 

2.00  ns 

(d) 

TDRS  transponder  delay 

— 

(e) 

WSGT  equipment  delay 

1.00  /iS 

(f) 

Telemetry  clock-reconstruction  error 

2.00 

(s) 

NGT  quantization  error 

0.29  /is 

(b) 

NGT  clock  error 

1.00  /is 

TOTAL  R.M.S.  ERROR 

Pi  3.20  /is 

This  figure  for  the  total  R.M.S.  error  was  considerably  higher  than  that  given  by  the  data  interface 
approach.  Nevertheless,  if  maintained,  the  telemetry  interface  approach  would  hav  j  been  able  to 
satisfy  the  requirements  of  the  GRO  spacecraft  with  much  less  hardware  and  comjJexity  than  the 
more  sophisticated  APL  proposal. 

However,  the  technique  was  not  accepted,  because  of  the  risk  involved  in  the  decoding  of  the  telemetry 
data  stream:  in  some  of  the  bit  and  frame  synchronizers  used  at  the  time,  r<tndun.  slippages  of  one 
bit  occurred  in  the  clock  reconstruction. 

Some  variations  on  the  schemes  proposed  for  the  DATA  INTERFACE  APPROACH  can  be  envisaged, 
e.g.  by  reducing  the  hardware  complexity  while  maintaining  the  accuracy  of  the  two  way  technique. 


I;  The  use  of  a  Hybrid  Technique  was  suggested  by  the  fact  that,  after  the  two  clocks  (NGT 
and  user)  are  synchronized,  no  need  exists  to  carry  on  the  pulse  identification  process  using 
rangesgates  and  telemetry  frame  information. 

How  well  two  clocks  need  to  be  synchronized  for  this  statement  to  be  true? 

It  can  be  shown  that  two  clocks  (Master  and  User)  need  only  to  be  synchronized  to  within 
T/4  seconds,  where  T  is  the  “All  I’s”  repetition  period  (i.e.,  the  repetition  period  of  the 
PRN  code). 

Since,  for  TDRSS,  T  «  80  ms,  then  the  tw’o  clocks  need  only  a  initial  coarse  synchronization  within  20 
ms.  This  is  well  within  the  capability  of  a  One-Way  Time  Transfer  technique,  such  as  the  Telemetry 
Interface  Approach.  Therefore,  the  synchronization  of  the  User  Clock  (either  on  a  Satellite  or  on  the 
Ground)  can  be  carried  on  in  two  steps: 

1.  COARSE  SYNCHRONIZATION:  One  can  use  the  Telemetry  Interface  Approach  or  any 
other  suitable,  simple  technique  to  synchronize  the  User  Clock  at  the  20  ms  level  (T/4):  the  One-Way 
technique  is  advisable. 

The  One-Way  technique  has  a  definite  advantage  over  trying  to  perform  the  full  Telemetry  Interface 
approach,  since  all  the  propagation  delays  need  not  be  measured  more  accurately  than  a  few  ms.  Range 
computation  from  the  orbital  elements,  prediction  of  atmospheric  delays  and  other  delays  auisociated 
to  the  equipment  may  all  be  neglected. 

2.  FINE  SYNCHRONIZATION:  Once  the  coarse  synchronization  has  been  performed,  using 
whatever  technique  is  available  and  convenient,  and  the  two  clocks  are  synchronized  within  20  ms, 
there  is  no  need  to  identify  the  “All  I’s”  pulses. 

In  this  way  we  should  be  able  to  exploit  the  full  capability  and  accuracy  of  the  Two-Way  technique, 
without  the  trouble  to  use  the  identification  procedure  (using  the  telemetry  frame  marks)  and  even 
without  the  ranging  gates,  as  long  as  we  rely  upon  the  short  term  stability  (r  <  Is/  of  the  clock  that 
generates  the  PRN  code. 

(This  approach  simplifies  the  hardware  to  be  built  and  allows  the  fine  synchronization  pro¬ 
cedure  (2)  alone  to  be  used,  if  the  User  Clock  is  maintained  to  within  T/4  seconds. 

From  an  operational  point  of  view,  the  coarse  synchronization  must  be  carried  on  only  initially,  when 
the  clock  is  first  switched  on.  After  that,  this  technique  need  only  be  used  if  a  major  malfunction 
should  occur  and  coarse  synchronization  is  lost. 

1  However,  for  normal  timekeeping,  only  the  fine  synchronization  procedure  is  to  be  used. 

This  adds  a  substantial  simplification  to  the  operational  requirements  and  limits  the  amount  of  data 
to  be  handled. 

The  following  description  is  intended  to  present  a  possible  implementation  of  the  Hybrid  synchroniza¬ 
tion  technique.  Equipment  delays  arc  considered  as  known  quantities,  and,  in  any  case,  measurable 
and  stable  to  within  the  required  accuracy.  To  simplify  the  equations  these  delays  are,  at  present, 
ignored.  The  coarse  synchronization  technique  will  not  be  addressed,  since  it  is  straight  forward  in  its 
execution;  only  the  two-way  fine  synchronization  will  be  described. 

The  reference  pulses  exchanged  between  the  Master  clock  (NGT)  and  the  User  are  the  “All  I’s” 
occurrences  of  the  PRN  code.  The  “All  I’s’’  repetition  period  is  T,  and  it  can  be  shown  that,  to 
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avoid  any  ambiguity  in  recovering  the  time  offset  E  between  the  two  clocks,  these  should  be  initially 
synchronized  with  an  overall  error  not  to  exceed  T/4.  This  is  a  condition  that  is  readily  achievable 
using  ordinary  synchronization  techniques,  and  should  not  present  a  problem. 

During  a  preliminary  investigation,  several  modes  of  operation  were  studied,  depending  on  whether 
or  not  the  “All  Ts”  reference  mark  would  or  would  not  be  readily  available  at  NGT.  In  the  following 
it  is  assumed  that  the  “All  I’s”  state  indicator  is  available  at  the  master  site  (NGT):  and,  as  such, 
various  techniques  using  ranging  signals  or  ground  bilateration  transponders  will  not  be  address^’d.  In 
the  mode  considered  here,  the  “All  I’s”  signal  is  available  both  at  the  Master  Clock  and  at  the  User 
Clock  (Fig.  11). 

The  first  occurrence  of  the  “All  I’s”  after  the  local  second  tick  at  the  Master  (NGT)  occurs  at  a  time 
Ti,  and  T  is  the  “All  I’s”  repetition  period.  The  signal  is  received  at  the  User  at  the  time  T5  and  it 
is  transponded  back  to  NGT,  where  it  arrives  at  the  time  Ti  (Fig.  11). 

Neglecting  the  effect  due  to  the  satellite  motion,  the  clock  offset  E  is  given  by  the  two-way  synchro¬ 
nization  equation  as: 


E:='^^-Ts  (9) 

If  T3  is  the  first  occurrence  of  the  received  “All  I’s”  after  the  second  tick  at  NGT  and  T2  is  the  first 
occurrence  of  the  transponded  “All  I’s”  at  the  User,  again  after  the  local  second  tick,  we  can  write: 

r., -Ta  +  n-r  T5  =  r2  +  |-r  (lo) 

where  n  is  an  integral  number  of  cycles  of  T.  Substituting  into  eq.(9)  we  have: 

E='^^-T2  (11) 

which  avoids  the  use  of  the  range  gates  to  enable  the  measurements  and  the  identification  of  T3  and  Tj ; 
a  counter  is  simply  started  by  the  local  second  tick  and  stopped  by  the  “All  I’s”  occurrence.  However, 
special  care  must  be  exercised  to  handle  the  modulo-T  arithmetic  implicit  in  eq.  (11). 

The  two  clocks  must  be  synchronized  initially  to  within  T/1  to  avoid  any  ambiguity.  Synchronization 
to  T/2  is  required  because  of  the  division  by  2  in  eqs.  (9)  and  (11),  while  initial  synchronization 
to  T/4  is  further  required  to  give  the  correct  sign  to  the  computed  offset  (otherwise  E  =  -5/is  and 
E  =■  T l2—bfis>  are  completely  equivalent,  since  a  rcoidual  ambiguity  of  T/2  still  exists  on  the  computed 
offset  E). 

As  in  the  Data  Iniorface  Approach  (APL),  the  correction  to  the  basic  synchronization  equation  for 
the  satellite  motion  is  obtained  fioni  successive  differences  in  the  round  trip  propagation  delays,  using 
the  T3  and  T\  measurements. 

The  equations  will  remain  the  same  as  those  provided  for  the  Data  Interface  Approach.  It  can  be 
shown  that  the  linear  range  variation  model  is  a  valid  assumption  only  a.,  a  first  order  approximation; 
however,  it  is  considered  to  be  fairly  effective  in  dealing  with  Doppler  estimation^'*!. 

The  error  budget  remains  essentially  identical  to  the  figures  quoted  for  the  Data  Interface  Approach. 
The  main  difficulty  is  related  to  the  calibration  of  the  equipment  delays;  this  remains  the  main  factoi 
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limiting  the  overal  accuracy  of  the  Two-Way  techniques  in  general. 

In  the  Hybrid  Technique,  the  coarse  and  fine  synchronization  procedures  are  completely  independent: 
as  a  consequence,  the  practical  implementation  of  the  technique  can  be  broken  into  steps: 

•  satellites  requiring  only  coarse  time  (and  maybe  these  are  the  majority)  can  use  the  coarse 
synchronization  procedure  alone] 

•  a  satellite  requiring  more  accurate  time,  will  require  full  synchronization  capability:  however,  in 
this  case,  and  as  long  as  the  clock  onboard  is  kept  “on  time”,  the  fine  synchronization  procedure 
alone  can  be  used.  The  coarse  synchronization  is  to  be  used  only  to  set  the  clock  when  it  is  first 
switched  on,  or  in  the  event  that  some  malfunction  occurs  and  time  is  completely  lost  at  the 
remote  clock; 

•  to  synchronize  a  ground  clock  the  fine  synchronization  technique  alone  can  be  used,  since  the 
clock  can  be  kept  on  coarse  time  very  easily  with  any  other  simple  and  inexpensive  techniques 
already  available  (LORAN,  HF  Standard  Transmissions,  even,  in  some  countries,  with  radio 
broadcasted  time  codes). 

The  capability  to  support  a  multi  user  environment  is  stressed  by  the  Hybrid  technique.  Since  no 
range  gates  are  required  (depending  upon  the  relative  position  of  each  user),  many  users  can  take 
simultaneous  mejisurements.  Then,  the  time  differences  can  be  computed  against  a  single  measurement 
for  the  forward  “All  I’s”  state  and  multiple  measurements  (one  per  user)  for  the  return  state  indicators. 

Even  in  this  case  the  coarse  synchronization  needs  only  to  be  used  in  the  event  of  a  malfunction:  this 
feature  will  help  to  reduce  the  operational  requirements  and,  as  a  consequence,  the  operational  costs. 


ADVANCED  TDRS  PROGRAMS 

In  the  United  States,  plans  are  under  study  to  implement  an  advanced  version  of  the  TDRSS;  the 
Advanced  TDRSS,  or  ATDRSS  for  short,  will  retain  the  same  basic  features  of  the  current  TDRSS, 
having  incorporated  the  timing  support  in  the  basic  specifications  for  the  system  (Ref.  12,  para.  5.1, 
and  Ref.  13,  para.  3.5.2): 

“. . .  .ATDRSS  tracking  service  will  provide  measurements  from  which  estimates 
of  the  US.AT  (User  Satellite)  orbit,  oscillator  frequency  bias,  and  clock  bias 
will  be  determined.” 

At  the  AGT  (ATDRSS  Ground  Terminal),  time  will  be  provided  to  the  ranging  and  communications 
systems  by  a  Common  Time  and  Frequency  System  (CTFS),  based  on  a  redundant  set  of  cesium 
frequency  standards  and  time  code  generators  (Ref.  13,  sect.  6). 

The  ATDRSS  will  support  the  following  time  transfer  services  via  the  available  tracking  links  via  the 
SMA  (S-band,  Multiple  Access),  SSA  (S  band,  Single  Access;,  KuS-A  and  KaSA  (Ku-  and  Ka-band 
Single  Access)  telecommunications  channels  (Ref.  12,  para.  3.5): 

•  Two-way  time  transfer,  supported  via  the  two-way  tracking  service; 
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•  One-way  time  transfer,  via  the  one-way  return  link  tracking  service. 


In  the  two-way  mode,  the  time  transfer  measurement  is  performed  with  the  following  sequence  (Ref. 
12,  para.  5.2.1.d): 

1.  The  ACT  measures  the  elapsed  time  between  a  reference  CTFS  time  epoch  and  the  next  outgoing 
forward  link  range  channel  PN  epoch.  The  ACT  measures  the  elapsed  time  between  the  same 
reference  CTFS  epoch  and  the  first  return  link  PN  epoch  to  arrive  after  the  outgoing  foiward 
link  PN  epoch. 

2.  The  USAT  places  a  time  tag  in  the  return  service  data,  referring  to  the  departure  time  of  the 
PN  epochs. 

The  following  specifications  apply  to  the  ATDRSS  two-way  time  synchronization  (Ref.  12,  para. 
5i3.1.c  and  para.  5.3.1.d): 

•  Time  Transfer  (TT)  Measurements  Resolution  (this  is  called  “granulaiity"  in  the  specifications); 
<  200  ns 

•  TT  Measurements  r.m.s.  Error  (also  referred  as  jitter  in  the  specifications):  <  25  ns 

•  Systematic  Errors 

V  intribution  from  ATDRSS"  <  J.  33  ns 
contribution  from  ACT:  <  ±  30  ns 

[these  are  the  same  requirements  as  for  the  two-way  ranging  specifications! 

•  ATDRSS  Delay  Compensation  [Delay  Calibration);  to  be  provid'’d  as  part  of  the  timing  service 

•  Time  Tagging  Accuracy 

for  ranging  data:  <  ±  1  ;rs  of  CTFS  epochs 

for  Doppler  -.za:  <  ±  25  ns  of  CTFS  epochs 

for  time  transfer  data:  <  ±  5  /xs  of  CTFS  epochs 

•  Timing  Accuracy:  the  reference  CTFS  epoch  times  shall  have  a  systematic  error  <  ±  5  /xs 
relative  to  UTC,  and  shall  be  traceable  to  UTC  time  within  ±  100  ns 


For  the  one-way  synchronization,  the  system  specifications  state  (Ref.  12,  para.  5.2.2.c)  the  following 
procedure: 

1.  The  USAT  will  place  time  tags  in  the  return  service  data. 

2.  The  ACT  shall  format  the  user  return  service  data  into  NASCOM  (NASA  Communications 
Network)  data  blocks. 

3.  The  ACT  shall  place  time  tags  in  NASCOM  data  blocks. 
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Ih  ;Europe  and  Japan,  other  compatible  (at  least  for  the  S-band  service)  Tracking  and  Data  Relay 
Satellites  are  under  study:  those  are  the  ESA  DRS  (Data  Relay  Satellite)  and  the  Japanese  JDRS, 
planned  for  the  mid-90s. 

Ini  Europe,  a  significant  development  may  delay  the  planned  launch  of  the  first  ESA  DRS-1;  the 
Advanced  Relay  and  Technology  Mission  (ARTEMIS)  project  is  well  under  way,  and  has  been  given 
priority  by  ESA  over  the.  DRS  program.  The  first  launch  of  ARTEMIS  (as  DRS-0)  is  scheduled  in 
1992. 

ARTEMIS  is  a  communication  technology  demonstration  satellite,  for  advanced  data  relay  and  land 
mobile  applications.  The  payloads  will  be: 

•  a  laser  optical  data  relay  communication  experiment  (SILEX),  for  high  data  rate  communica¬ 
tions; 

•  an  S-band,  multiple  access  data  relay  payload,  for  medium  data  rates,  intended  to  be  compatible 
with  the  Multiple  Access  (MA)  S-band  service  provided  by  TDRSS  and  ATDRSS; 

•  an  L-band  payload,  intended  for  mobile  services; 

•  a  number  of  spacecraft  technology  e.xperiments,  such  as  ion  propulsion  and  Ni-II  batteries; 

•  an  EHF  propagation  payload,  to  study  propagation  effects  at  high  frequencies. 

After  a  nominal  3  years  experimental  phase,  ARTEMIS  is  intended  to  become  part  of  the  ESA  DRS 
System  as  DRS-0.  Several  technologies  carried  onboard  ARTEMIS  are  interesting;  as  far  as  timing  is 
concerned,  certrdnly  the  SILEX  payload  may  offer  unique  capabilities  to  e.\ercise  new  techniques  for 
infersatellite  time  transfer. 
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SVNCHRONrZATIOH  WITH  OKOITIHG  OSCILIATCR 


Fig.  11  -  Hybrid  method.  Fine  Synchronization:  computations  Fig.  12  -  The  TDRSS  Spacecraft 

carried  on  with  modulo-T  arithmetic  (from  ref.  9) 
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Abstract 

llie  world’s  two  global  satellite  navigation  systems,  GPS  and  GLONASS,  mU  both  bcLume  uperaiiunal  during  the 
early  199b’s.  Each  will  offer,  independently  of  the  other,  precise  location  and  time  tramfei  contamously  anywheie 
in  the  world  and  indeed  in  space  itself.  Many  potential  users,  in  particular  the  civil  aviation  community,  are  keenly 
interested  in  a  joint  GPSIGLONASS  operation  since  it  aouhl  offer  substantial  advantages  in  defining  and  maintaining 
thedntegrity  of  the  navigation  aid.  The  question  arises  of  compatibility  of  GPSIGLONASS  from  the  point  of  view  of 
satellite  omboard  clocks,  their  system  references,  their  national  standards  and  ultimately  UTC.  Results  ate  presented 
on  the  characterisation  of  GLONASS  system  and  spacecraft  docks  as  computed  to  theii  Navstar  GPS  counterparts. 

INTRODUCTION 

GLONASS  provides  worldvide  time  dissemination  and  time  transfer  serviees  in  the  same  manner  as  Navstar  GPS 
with- both  exhibiting  substantial  advantages  over  other  existing  timing  services.  Time  transfer  is  both  effieient  and 
economic  in  the  sense  that  direct  clock  comparisons  can  be  achieved  via  GLONASS  between  widely  separated  sites 
without  the  use  of  portable  clocks.  Event  time  tagging  can  be  achieved  with  the  minimum  of  effort  and  users  ean 
reacquire  GLONASS  time  at  any  instant  due  to  the  continuous  nature  of  time  aboard  the  satellites. 

The  first  release  from  the  Soviet  Union  of  detailed  GLONASS  information  occurred  at  the  International  Civil 
Aviation  Organisation  (ICAO)  special  committee  meeting  on  Future  Air  Navigation  Systems  (FANS)  in  Montre.il  in 
May  1988  [1].  In  full  operation  GLONASS  will  have  24  satellites  in  orbit,  8  satellites  separated  by  45  degrees  in 
phase  in  each  of  three  planes  120  degrees  apart.  During  the  present  pre-operational  phase  only  two  of  the  planned 
orbital  planes  have  been  occupied.  Currently  eight  GLONASS  satellites  are  in  full  operation,  four  each  in  pl.ines  1 
and  3  (see  Table  1);  this  gives  single  satellite  coverage  at  most  locations  almost  24  hours  a  day. 


SAT  ID 

COSMOS 

GLONASS 

CHN 

Ll/MHz 

PLANE 

1988-43A 

1946 

12 

1 

1988-43C 

1948 

24 

1988-85C 

1972 

iO 

1989-  lA 

1987 

40 

9 

1607.0625 

1 

1989-  IB 

1988 

41 

6 

1605.3750 

1 

1990-45A 

2079 

44 

21 

1613.8125 

3 

1990-45B 

2080 

45 

3 

1603.6875 

3 

1990-45C 

2081 

46 

15 

1610.4375 

3 

Current  Active  GLONASS  Satellites  30-1 1-90. 
Table  1 
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The  only  hew  satellites  to  appear  during  1990  have  been  the  three  with  international  identifiers  1990-  45A,B  and  C 
TIME  FROM  GPS/GLONASS 

Time  transfer  from  GPS/GLONASS  is  achieved  in  a  straightforward  manner.  Figure  1.  Each  satellite  transmits 
signals  referenced  to  its  own  on-board  clock.  The  Control  Segment  monitors  the  satellite  clocks  and  determines  their 
offsets  from  the  common  GPS/GLONASS  system  time.  The  clock  offsets  are  then  uploaded  to  satellites  as  part  of 
their  transmitted  data  message.  A  user  at  a  known  location  receives  signals  from  a  satellite  and  by  decoding  the  data 
stream  modulated  on  to  the  transmission,  is  able  to  obtain  the  position  of  the  satellite,  as  well  as  the  satellite’s  clock 
offset  from  the  common  system  time.  Hence  the  signal  propagation  time  can  be  calculated  at  any  instant.  The  time  at 
which  the  signals  are  transmitted  is  also  contained  in  the  data  message,  by  combining  this  with  the  propagation  time 
and  correcting  first  for  atmospheric  effects  and  other  delays  and  then  for  the  satellite’s  own  clock  offset,  the  user  can 
effect  transfer  to  GPS/GLONASS  system  time.  Correction  to  an  external  time  scale  (such  as  UTC(USNO)  or 
UTC(SUy)  IS  then  possible  since  the  relevant  offset  is  one  of  the  transmitted  data  parameters.  Any  other  user  who  has 
the  same  satellite  visible  is  also  able  to  transfer  to  the  same  common  time  scale. 

SATELLITE  CLOCK  OFFSETS 

GLONASS  clock  offsets  are  transmitted  as  part  of  each  satellite’s  ephemeris  data  once  every  half-hour.  The  clock 
information  arrives  in  the  form  of  two  parameters  (i)  the  SV  clock  phase  offset  from  GLONASS  system  time,  aO  and 
(11)  the  SV  clock  fractional  frequency  offsets  from  the  GLONASS  system  reference,  al.  The  clock  offset  a2,  the 
second  rate  of  change  of  phase  used  in  GPS,  is  not  employed  by  GLONASS  as  the  half-hour  update  makes  this 
unnecessary. 

GLONASS  does  transmit  one  additional  timing  parameter  -  the  phase  offset  between  system  time  and  its  reference 
standard,  AO.  This  last  offset  is  normally  only  updated  once  a  day.  There  is  again  a  parallel  here  between  the  two 
satellite  navigation  systems  as  GPS  also  transmits  a  phase  offset  between  GPS  system  time  and  its  reference  standard, 
UTC(USNO).  The  added  complication  in  the  case  of  GLONASS  is  that  the  reference  standard  has  not  been  fixed 

with  time.  In  the  official  Soviet  documentation,  this  parameter  is  described  as  " .  correction  to  the  system  time 

scale  relative  to  the  time  scale  to  which  the  ephemeris  and  satellite  synchronisation  parameters  are  calculated”  At 
certain  times,  this  latter  reference  standard  has  been  UTC(SU)  but  at  other  times  a  second  (and  different  standard)  has 
been  employed  probably  for  experimental  purposes.  In  the  absence  of  any  solid  information,  this  second  reference 
standard  is  described  (by  us)  as  Moscow  Time.  Perhaps  a  more  appropriate  name  would  be  "auxiliary  reference 
standard".  Table  2  shows  the  range  and  resolution  of  the  GLONASS  clock  correction  parameters. 


GLONASS 

Bits' 

Scale 

Range 

Resolution 

Units 

aO 

22 

RBI 

±2X10"^ 

■HlBl 

s 

al 

11 

±9X10"'“ 

s/s 

AO 

28 

±1 

s 

*  MSB  =  sign  bit. 

GLONASS  clock  correction  parameters 
Table  2 

GPS/GLONASS  TIME  TRANSFER  MEASUREMENTS 

A  series  of  measurements  has  been  conducted  of  the  different  between  UTC(USNO)  and  both  GPS  and  GLONASS 
system  times.  A  prototype  single  channel  GLONASS/Navstar  GPS  receiver  [2J  allows  time  comparisons  between 
system  times  and  a  1  pps  reference  synchronised  to  UTC(USNO).  The  Navstar  system  time  >  UTC(USNO) 
comparison  is  used  as  a  calibration  of  the  measurement  since  the  offset  between  GPS  time  and  UTC(USNO)  is 
already  known  -  it  is  transmitted  as  part  of  the  GPS  data  message. 
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READINGS 

(l/SEC) 

AVERAGE 

OFFSET/ns 

26/10/90 

NAVSTAR  2 

2336 

-194 

76 

26/10/90 

NAVSTAR  3 

2157 

-195 

49 

26/10/90 

NAVSTAR  6 

3413 

-242 

54 

26/10/90 

NAVSTAR  9 

4850 

-228 

72 

26/10/90 

NAVSTAR  11 

4312 

-185 

55 

26/10/90 

NAVSTAR  12 

3058 

-214 

51 

26/10/90 

NAVSTAR  13 

4300 

-192 

58 

26/10/90 

NAVSTAR  19 

538 

-205 

50 

26/10/90 

GLONASS  34 

3224 

5425 

58 

26/10/90 

GLONASS  36 

4291 

5444 

64 

26/10/90 

GLONASS  39 

3052 

5449 

60 

26/10/90 

GLONASS  40 

4111 

5437 

71 

26/10/90 

GLONASS  41 

4484 

5436 

54 

26/10/90 

GLONASS  44 

4130 

5478 

65 

26/10/90 

GLONASS  45 

3585 

5436 

62 

26/10/90 

GLONASS  46 

4828 

5437 

55 

Navstar  and  Glonass  system  time  offset  from  UTC(USNO). 

Table  3. 

Table  3  shows  a  set  of  measurements  over  a  typical  24  hour  period  on  26  October  1990.  Each  individual 
measurement  lasts  180  seconds;  satellites  are  accessed  many  times  in  the  course  of  the  day  during  which  time  they 
complete  2.125  orbits.  The  data  has  been  corrected  for  tropospheric,  relativistic  and  earth  rotation  effects  but  not  for 
ionospheric  effects.  Only  two  of  the  available  GPS  block  11  satellites  were  used,  the  absence  of  "Selective 
Availability"  on  both  at  this  time  is  noticeable.  Both  sets  of  data  are  consistent  in  the  sense  that  ail  eight  satellites 
individually  produce  results  which  differ  from  the  average  by  much  less  than  the  standard  deviation.  Current 
research  is  aimed  at  reducing  the  uncertainty  in  these  measurements  to  the  order  of  10  ns. 

GLONASS  TIME  SCALES  &  UTC{SU) 

Data  vvhich-relates  UTC(USNO)  timing  edges  to  both  GPS  and  GLONASS  system  and  reference  times  (such  as  is 
presented  in  Table  3  for  26  October  1990)  are  routinely  averaged  on  a  daily  basis  over  the  ensemble  of  available 
satellites.  These  daily  values  can  then  be  related  to  GPS, 'GLONASS  reference  times  through  the  transmitted  offsets. 
The  end  result  is  a  set  of  daily  averaged  values  of  the  difference  between  the  local  estimate  of  UTC(USNO;  and  the 
GLONASS  reference  time  which  can  be  either  UTC(SU)  or  Moscow  time.  Figure  2  shows  a  plot  of  UTC(USNO) 
against  UTC(SU)/Moscow  Time  over  a  period  of  more  than  2  years  starting  in  mid-1988  and  finishing  towards  the 
end  of  1990.  Superimposed  on  the  Leeds  University  data  are  the  10-day  values  of  UTC(USNO)  -  UTC(SU)  as 
produced  independently  [3]  by  the  BIPM  in  Paris.  The  plot  shows  clearly  the  two  phases  of  operation  -  GLONASS 
was  referred  to  Moscow  time  during  the  second  half  of  1988  and  the  first  half  of  1990,  the  reference  time  was 
UTG(SU)  during  the  whole  of  1989  and  the  second  half  of  1990.  The  step  in  reference  time  at  the  end  of  1989  was 
-1.5  microseconds,  followed  by  an  equal  and  opposite  step  on  20  June  1990.  The  slopes  of  the  two  sets  of  data 
during  the  first  half  of  1990  would  lead  one  to  conclude  that  the  Moscow  Time  reference  is  offset  from  UTC(SUy  in 
phase  by  around  1.5  microseconds  but  very  close  to  UTC(SU)  in  frequency. 

As  mentioned  previously,  a  step  in  the  GLONASS  reference  time  from  Moscow  Time  back  to  UTC{SUy  took  place 
on  20  June  1990.  Coincidentally,  GLONASS  system  time  was  also  reset  to  a  value  very  close  to  UTC(SUy  itself. 
The  means  of  observing  these  changes  is  illustrated  in  Figure  3.  The  continuous  nieiisurement  of  GLONASS  system 
time  with  reference  to  UTC(USNO)  showed  up  the  step  change  in  the  former  as  it  occurred.  Soon  afterwards  the 
transmitted  SV  offsets  from  GLONASS  system  time  also  reflected  the  same  change.  By  referring  the  SV  phase  offsets 
to  the  same  reference  time  (12:00  GMT  on  20  June),  the  change  in  the  averaged  SV  offsets  was  computed  to  be 
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+38?147  /iS  (standard;  deviation  16  ns;.  The  diiRcience  between  UTC(USNO)  and  GLONASS  sjstem  time  obtained 
at-tlfeiLeeds  University  aground  station  averagedfovcr  the  previous  an,!  following  24  hours  amounted  to  *  38  140 
(standard  deviation  64:ns).: 

As  airesult  of  the  confirrned  change  in  system  time  togc'-hei  with  the  step  in  reference  time,  it  was  possible  to 
conclude  that  the  opportunity  had  been  taken;6n  20  June  by  the  control  segment  both  to  synchronise  GLONASS 
referen«?e  time  once  agajnitb  UTC(SU)  and  to  bring  system  time  to  within  +  /-  1  ;ts  of  UTG(SU).  It  will  be  recalled 
thatlGPS  system  time  is  cpnstrained  to  lie  withihr+/-  1  ns  of  UTG(USNO). 

Sincedanuary  1990  data  h^  been  provided  bj  L^s  University  to  the  BIPM  in  Paris  [3j  in  the  following  format. 

1)  Daily  measurements  at  the  University  of  Leeds  averaged  over  the  available  ensemble  of  GLONASS  satellites  of 
UTG(USNO)  against  GLONASS  system  time. 

2)  Daily  measurements  at  the  University  of  Leeds  averaged  over  the  available  ensemble  of  GPS  satellites  of 
UTC(USNO)  against  GPS  system  time. 

3)  Daily  values  of  the  difference  between  GLONASS  system  time  and  the  GLONASS  reference  time  contained  in 
the  satellite  data  message. 

Daily  values  of  the  difference  between  GPS  system  time  and  UTG(USNO)  are  transmitted  by  GPS  satellites  and  can 
be  used  to  validate  the  data  obtained  in  2).  This  validation  is  an  important  feature  of  »he  measurement  as  most  of  the 
me^urement  equipment  is  common  to  both  GPS  and  GLONASS.  By  .means  of  the  transmitted  offsets,  AO,  U  is 
pia^ible  to  deduce  a  value  for  UTG(USNO)  -  UTC(SU)  obtained  hy  the  satellite  navigation  systems  GPS  and 
GLONASS  with  an  uncertainty  of  less  than  100  ns. 

GLONASS  CLOCK  PERFORMANCE 

Data^on  the  performance  of  certain  GLONASS  satellites  has  already  been  published.  Over  the  years  19S6  1989  a 
ste^y  improvement  in  performance  has  been  de'^onstrated  with  docks  on-board  spacecraft  lauii'-hed  during  1989 
showing  the  qualities  of  high-quality  Cesium  stai  a  of  roughly  the  same  level  of  performance  as  the  GPS  block  I 
Cesiums. 

It-isiall  the  more  interesting  to  look  at  the  bel  lour  of  the  most  recently  launched  (19  May  1990)  satellites  - 
Glonass  44,45  and  46,  (I990  -  45A,B  and  C).  These  spacecraft  have  been  operational  in  space  for  about  4 
months.  The  clo«k  phase  and  frequency  offsets  (aO  and  al)  for  GLONASS  44  are  shown  in  Figure  4  averaged  out 
once,per  day  over  a  period  of  nearly  140  days.  There  is  a  curious  cyclic  variation  in  the  frequency  data  whose  period 
is  around  8  days  (the  period  of  satellite  ground  track  repeat).  This  behaviour  is  also  observed  in  the  frequency  offset 
plots  of  both  GLONASS  45  and  46  and  is  probably  due  to  thermal  effects  or  modelling  effects  of  the  space. raft  orbits 
and  clock;  no  such  cyclic  changes  have  yet  been  observed  in  data  obtained  from  earlier  satellites. 

The  phase  data  displays  the  quadratic  behaviour  arising  from  a  fixed  frequency  offset  and  drift.  When  these  two  are 
retnoved,  the  resulting  data  points  produce  an  Allan  variance  plot  shown  in  Figure  5,  typical  of  a  high-quality  space 
borne  Gesium  clock  with  a  flicker  noise  floor  of  5  times  e  -  14.  For  the  purposes  of  comparison,  an  Allan  variance 
plot  for  one  of  the  better  GPS  Gesiums  (PRN  13)  is  found  in  Figure  6. 

CONCLUSIONS 

On;the  basis  of  daily  measurements  made  of  a  local  reference  and  satellite  system  times,  it  is  dear  that  one  can 
produce  consistent  results  averaged  over  an  ,nscmblc  of  available  spacecraft.  It  is  routine!;  possible  to  deduce  values 
of  UTC(USNO)  -  UTC(SU)  on  a  daily  basis  to  precisions  of  less  than  lOO  ns.  These  levels  of  uncertainty  can 
without  doubt  be  reduced  once  the  most  common  sources  of  error  have  been  accounted  for. 

At  the  time  when  measurements  were  first  calibrated  in  the  University  of  Leeds  GLONASS  system  time  vva.s  referred 
to  Mo.scow  time  (auxiliary  time  reference^  and  remained  in  this  state  from  the  middle  till  the  end  of  1988.  During 
the  whole  of  1989,  system  time  was  then  referred  to  UTC(SU).  A  second  period  of  reference  to  the  "auxiliary 
standard"  began  at  the  start  of  1990  and  continued  for  six  months.  The  direct  linking  between  GLONASS  system 
time  and  UTC^SUj  was  resumed  during  June  1990  and  has  continued  in  this  state  until  the  present  (end  November 
1990).  Data  on  both  reference  clocks  indicate  that  the  "auxiliary  time  reference"  is  related  to  UTG(SU)  by  a 
straightfoAvard  phase  offset,  there  seems  to  be  very  little  difference  in  frequency  bctvvccn  the  two  standards.  Now 
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that  bbthiNavstar  GPS?and  GLONASS  are:both  referred  to  their  respective  national  time  standards,  UTQUSNOj  and 
UTC(Sy)  respMtively,  the  pfpspects  for  international  time  transfer  and  coordination  of  UTC  by  satellite  are  very 
encouraging. 

Allan  vanance;frequency  stability  profiles  of  the  most  recently  launched  GLONASS  spacecraft  (1990-  45A,B  and  C) 
indicate;  Ac  continueduse  of  high-quality  Cesium  beam  standards  on  board.  Daily  values  of  the  fractional  frequency 
offsets  of  these  recent  stellites  demonstrate  an  unusualahdunexplainedcyclic  change  with  period  around  8  days. 
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QUESTIONS  AND  ANSWERS 


Carroll  Alley,  University  of  Maryland:  I  have  had  an  extensive  briefing  in  Moscow  on  the 
GLONASS  system.  The  satellites  have  a  large  array  of  corner  reflectors  and  they  are  tracked  with  high 
precision  by  laser  ground  stations.  They  told  me  that  whenever  the  orbit  gets  off  by  20  centimeters, 
they  riiake  a  correction. 

Professor  paly:  I  have  a  question  —  Do  you  believe  the  20  centimeters? 

Professor  Alley:  Yes. 

Profesor  Daly:  People  that  are  familiar  with  GPS  orbits,  and  I  am  not  an  expert  on  the  subject, 
would  not  claim  the  same  certainty  for  GPS  orbits. 

Professor  Alley:  I  agree  with  that  too. 

Professor  Daly:  I  rest  my  case. 
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USSR  NATIONAL  TIME  UNIT  KEEPING  OVER 

LONG  INTERVAL 

USING  AN  ENSEMBLE  OF  H-MASERS 


N.B.Koshelyaevsky,  S.B. Pushkin 
National  Scientific  and  Research  Institute 
for  Physical-Technical  and  Radiotechnical  Measurements 
VNIIFTRI,  Mendeleevo,  Moscow  region,  14570,  USSR 

. . .  all  is  as  one  day  with  God, 
and  time  only  is  measured  unto  men. 
(the  Book  of  Mormon,  Alma,  40:8) 


INTRODUCTION 

Because  of  lack  of  official  information  on  the  USSR  State  Time  and  Frequency  Service  (STFS)  for  a 
long  time  we  shall  illuminate  it  in  the  first  part  of  this  report.  The  second  part  of  the  report  will  deal 
with  a  problem  mentioned  in  a  head  line. 

The  STFS  is  responsible  for  time  and  frequency  measurement  unification  both  in  the  field  of  atomic, 
TA(SU)  and  UTC(SU)  and  universal  time  UTl(SU)  over  the  whole  territory  of  the  USSR.  The  scientific 
head  of  STFS  is  the  Main  Metrological  Center,  it  is  situated  in  Mendeleevo  near  Moscow. 

The  National  Primary  Time  and  Frequency  Standard  (NPTFS)  of  the  USSR  is  the  instrumentational 
basis  for  independent  realization  of  the  national  unit  of  time  interval  —  second  —  in  a  full  agreement 
with  its  definition  in  the  SI  system  and  also  for  the  national  time  scale  generation.  Then  the  unit  of 
time  interval  and  time  scale  information  are  disseminated  to  secondary  standards  (SS),  Fig.  1,  each 
of  them  can  keep  autonomously  the  time  unit  and  time  scale.  The  most  widespread  links  for  time 
comparisons  between  SS  themselves  and  between  SS  and  NPTFS  are  as  follows:  micrometeorite  (MM) 
link,  portable  clock,  usually  on  the  basis  of  IIP  Cs  standard,  and  beginning  from  1988  —  on  the  basis 
of  a  small  sized  H-maser,  Fig.  2,  and  beginning  from  the  second  part  of  1989  signals  of  GLONASS 
system  in  a  “common  view”  mode.  For  short  range  time  comparison  TV  signals  are  usually  used. 

The  independent  realization  of  the  time  interval  unit  is  performed  by  means  of  three  laboratory  Cs 
primary  standards.  Figures  3  through  5.  One  can  find  the  detailed  information  on  these  instrument 
in  References  1  through  3.  At  the  moment  we  note  only  that  all  the  above  mentioned  instruments 
have  classical,  but  to  some  extend  various  design  with  magnetic  state  separation  and  their  accuracy 
is  evaluated  at  present  to  be  about  <  2  x  10~^^.  We  don't  use  the  primary  Cs  like  a  clock  but  from 
time  to  time  put  it  into  operation  for  frequency  comparison  with  an  ensemble  of  continuously  running 
Il-masers. 

At  NPTFS  we  usually  use  about  15  commercial  H-masers  of  CHl-70,  CIIl-SO  types.  Figs.  6  &  7.  These 
were  designed  and  manufactured  by  NPO  “QUARTZ”  from  Nizhnij  Novgorod.  The  actual  values  of 
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H-masers  output  frequencies  are  intentionally  different  from  each  other  by  more  than  1  x  but 

using  proper  corrections  they  arc  recalculated  to  the  same  value.  The  frequency  stability  of  the  new 
H-masers  of  CHl-80  type  is  significantly  better  than  that  of  the  CHl-70.  The  common  drawbacks 
of  all  our  timekeeping  instruments  are  lack  of  reliabilitj  especially  in  a  clock  mode.  This  prevents 
applications  of  time  scale  algorithm  w'hich  need  continuous  statistical  weighting  over  long  intervals. 
In  Figs.  8  and  9  one  can  see  ten  days  averaged  relative  frequency  changes  for  some  of  Il-masers. 

Every  hour  the  output  signals  (1  pps  &  SMIIz)  from  the  above  mentioned  ll-masers  are  compaied 
with  each  other  using  time  interval  meter  of  0.3  ns  resolution.  The  1  pps  signals  are  directly  compared, 
the  phase  deviation  of  5  MHz  signal  is  preliminary  multiplied  100  times  and  then  it  produces  anothei 
set  of  1  pps  signals.  The  latter  is  used  for  frequency  evaluations  over  short  intervals,  up  to  sevei^l 
days,  while  scale  measurements  are  based  on  the  former  set  of  1  pps  signals. 

On  the  basis  of  such  a  comparisons  the  relative  frequencies  of  time  keeping  instruments  are  determine,  J, 
and  from  3  to  7  Il-masers  with  the  most  uniform  performance  are  used  for  time  scale  generation.  All 
Il-masers  have  the  same  statistical  weight.  If  a  maser  changed  its  frequency  we  exclude  it  from  the 
group,  and  vice  versa,  if  the  frequency  of  Il-maser  is  quite  stable  over  the  period  from  2  to  4  weeks 
it  may  be  returned  to  the  group.  In  such  a  way  we  generate  TA(SU)  time  scale.  The  present  unit  of 
time  interval  is  not  matched  to  a  current  primary  Cs  value.  It  means  that  since  initial  matching  unit 
of  time  TA(SU)  is  a  free  time  scale  supporting  by  an  ensemble  of  continuously  operating  Il-maseis. 

The  UTC(SU)  time  scale  has  the  time  unit  the  same  as  TA(SU),  it  is  shifted  by  a  constant  value  and 
“leap”  second  is  inserted  into  it  in  accordance  to  lERS  circulars. 

All  SS,  Fig.  1,  have  from  4  to  8  Il-masers  of  CHl-70  type.  Each  of  SS  generates  an  autonomous  time 
scale  TA(SS)  which  is  based  on  constant  time  unit.  This  time  unit  was  established  at  the  beginning 
of  SS  operation  and  is  kept  constant  on  the  basis  of  internal  comparisons  of  the  individual  H-maseis. 
Apart  from  it,  each  SS  taking  into  account  the  results  of  TA(SU)  -  TA(SS)  comparisons  generates 
UTS(SS),  which  is  matched  as  precise  as  possible  to  UTC(SU). 

Up  to  now  the  main  operational  link  for  time  comparison  between  standards  in  STFS  is  MM  link^^^. 
We  shall  show  its  characteristics  on  the  basis  of  TA{SU)  -  TA(Khark)  time  comparison  results.  Fig. 
11.  If  one  exclude  systematic  frequency  changes  between  TA(SU)  and  TA(Khark)  and  try  to  estimate 
RMS  deviation  between  actual  readings  and  two  months  averaged  values  (usually  8  sessions),  Figs.  12 
and  13,  one  may  find  Icr  <  40ns.  Comparison  of  the  data  in  a  triangle  Moscow  -  Kharkov  -  Uzhgorod 
shows  the  accuracy  of  this  link  to  be  about  20  nsl®^ 

At  the  middle  of  1989  we  started  experiments  on  time  comparison  via  GLONASS  in  a  “common  view” 
mode.  At  present  we  have  tw'o  navigational  single  frequency  receivers,  Figs.  14a  &  14b,  from  which 
we  succeeded  to  extract  the  time  information.  The  time  resolution  of  these  instruments  including 
additional  time  interval  meter  is  1  ns.  Fig.  15  displays  the  results  of  the  simultaneous  measurements 
of  the  same  satellites  at  two  receivers.  One  may  see  a  high  phase  stability  and  resolution  of  the 
whole  instrument.  The  delay  time  difference  does  not  exceed  6.8  ±  1.3ns,  and  its  rate  does  not  exceed 
0.05  ±  O.lns/day. 

At  Fig.  16  one  can  see  results  of  time  comparison  at  the  distance  of  about  50  km  between  UTC(SU) 
and  another  secondary  standard  equipped  with  4  H  masers.  All  links:  GLONASS,  TV  and  clock  give 
the  coinciding  in  the  limit  of  uncertainty  estimation  of  frequency,  but  differ  in  time  scales  to  some 
extent.  Frequency  estimations  are  follows:  GL  —  (1.16  ±  0.16)  X  10“*',  TV  —  (1.16  ±  0.39)  x  10“^'*, 
Clock  —  (0.69  ±0.55)  X  10“*'*.  RMS  deviation  of  readings  from  the  fitted  line  about  25  ns  for  GL  and 
about  35  nS  for  TV. 
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One  may  see  quite  the  same  picture  for  the  first  GLONASS  experiment  at  the  distance  of  more  than 
4000  km  between  Mendeleevo  and  Irkutsk,  Fig.17  —  the  values  of  frequency  difference  determined  by 
GLONASS  and  by  the  clock  coincide,  but  there  is  a  gap  about  100  nS  in  scales.  The  relatively  large 
readings  scattering,  Icr  «  58ns,  is  due  to  lack  of  experience  at  the  first  stage  of  this  activity.  In  Fig. 
18  one  can  see  modern  results  which  show  nice  agreement  with  clock  time  scale  comparison  and  better 
precision,  Icr  w  22ns. 

In  the  second  part  of  this  report  we  would  like  to  analyze  the  frequency  stability  of  TA(SU)  over  the 
interval  of  several  years.This  analysis  ^  be  based  on  time  comparisons  of  TA(SU)  with  TAI  and  on 
frequency  comparisons  with  national  primary  Cs  standards. 

The  maiil  time  link  between  TA(SU)  and  TAI  is  common  reception  of  Loran  C  7970  W  station  emitting 
from  Sylt  in  Paris  Observatory  (OP)  and  Pulkovo  Observatory  near  Leningrad.  Pulkovo  Observatory 
is  connected  with  TA(SU)  via  MM  link.  In  addition  from  time  to  time  we  compare  our  scale  using 
portable  clock. 

Fig.  19  displays  the  time  scale  difference  TAI  -  TA(SU)  for  the  period  of  1985-1989.  The  Loran  C  and 
clock  data  are  taken  from  Circular  T  BIPM.  Both  dependences  have  a  parabolic  shape,  they  coincide 
qualitatively  and  quantitatively.  Such  a  parabolic  shape  says  that  we  have  a  certain  frequency  drift 
rate.  The  regression  analysis  gives  us  the  following  estimation  for  this  rate:  (7.5  ±  0.2j  x  lO'^  '/lOOO 
days  for  Loran  C  7970  W  and  (8.8  ±  1.0)  X  lO'^'VlOOO  days  for  clock  transportation.  The  result  of 
clock  transportation  is  not  so  precise  due  to  lack  of  comparisons  ?ad  low  precision  of  some  part  of 
comparisons,  these  are  comparisons  with  labs,  which  time  links  .vith  OP  have  not  enough  precision. 

Besides  we  have  an  extra  link  via  reception  Loran  C  7990Y  station  in  Kharkov  and  MM  link  between 
our  labs.  For  these  calculations  we  use  the  USNO  Circular  series  a  ■  d  the  BIPM  Circular  T.  This 
result  presented  in  Fig.  20.  It  looks  quite  similar  to  Fig.  19  and  gives  the  following  frequency  rate 
estimation  —  (10.3  ±  0.2)  x  10“^‘Vl000  days. 

Summarizing  these  results  we  may  say  that  the  unit  of  time  interval  in  the  TA(SU)  system  which  is 
based  on  the  ensemble  of  Il-masers  has  a  systematic  rate  <  10“*®/day  with  regard  lo  more  stable 
units  in  the  TAI  system. 

Taking  into  account  this  rate  we  show  in  Fig.  21  the  residual  frequency  deviation  of  TA(SU)  smoothed 
by  moving  average  over  interval  of  two  months.  We  can’t  consider  these  dependences  completely 
correlated,  so  it  means  that  the  resolution  of  the  e.\periment  was  not  sufficient  for  precise  detection  of 
TA(SU)  frequency  changes.  Nevertheless  it  gives  us  an  opportunity  of  estimating  relative  frequency 
instability  at  the  interval  of  2  months  3  x  lO”'"*. 

One  may  be  interested  in  the  following;  io  such  a  frequency  drift  of  the  II  maser  ensemble  unique? 
We  have  the  most  reliable  data  on  atomic  time  scale  TA(Khark)  which  is  based  on  the  ensemble 
of  the  same  Il-masers  for  more  than  5  years.  The  data  of  time  comparisons  displayed  at  Fig.  11 
show  the  systematic  relative  frequency  drift  between  TA(SU)  and  TA(Khark)  with  the  rate  about 
w  (14.5  db  0.2)  X  10“'‘Vl000  days.  Then  if  TA(SU)  has  the  rate  about  ~  8  x  10“^'Vl000  days  relative 
to  TAI,  TA(Khark)  is  ~  -6  X  10“^‘V1000  days.  So  we  may  consider  such  a  rate  to  be  typical  for  a 
free  ensemble  of  Il-masers. 

If  we  remove  this  constant  rate  from  abo\e  mentioned  results  and  apply  two  months  moving  aveiage 
procedure  the  residual  frequency  changes  are  displayed  at  Fig.  22.  Supposing  that  TA(SU)  and 
TA(Khark)  are  equally  stable  we  get  an  estimation  of  relative  frequency  stability  of  about  <  2x  10"^'. 

If  one  compare  changes  of  TA(SU)  time  u:  it  against  the  national  primary  Cs  standard.  Fig.  23,  it 
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becomes  obvious  that  TA(SU)  time  unit  has  a  relative  drift  of  about  (3.3  ±  1.6)  x  10  ^‘'/lOOO  days. 
The  vdue  of  this  drift  is  less  than  half  that  against  TAI. 

As  far  as  we  discuss  such  a  small  frequency  changes  it  is  interesting  how  htable  are  other  laboratorico 
contributing  to  TAI  scale  generation.  Fig.  24  presents  the  modified  TAI  -  TA(k)  differences  for  NIST, 
NRC,  PTB,  SU  and  USNO  laboratories.  The  modifications  introduce  to  the  scale  a  constant  time 
shifting  and  a  proper  constant  frequency  adding  in  order  to  clarify  the  scale  features.  One  may  look 
at  the  obvious  similarity  in  scales  —  all  the  scales  change  the  time  unit  in  the  same  direction 
the  second  becomes  shorter,  Fig.  25.  The  relative  rate  of  this  changing  depends  on  the  laboratory 
and  is  as  follows:  (16.6  ±  0.2)  x  10“^‘‘/1000  days,  (14.5  ±  0.4)  x  lO'^'YlOOO  days,  (2.8  ±  0.1)  x 
10“^‘‘/1000  days,  (8.9  ±  0.2)  x  10“^‘’/1000  days,  (14.8  d:  0.3)  x  10~^''/1000  days.  Such  a  correlation 
is  not  our  “achievement”,  the  existence  of  correlations  between  individual  clock  and  scales  was  shown 
in  References  8  and  9.  We  can’t  explain  this  phenomenon,  but  we  hope  it  should  force  the  time  and 
frequency  community  to  think  once  more  what  have  happened,  what  is  the  actual  value  of  stability  of 
national  time  scales,  and  what  is  the  best  clock? 
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QUESTIONS  AND  ANSWERS 


=Carroli  Alley,  University  of  Maryland:  Dave,  did  you  visit  there  yourself? 

Mr.  Allan:  Yes,  I  was  there  last  September. 

Professor  Alley:  How  do  they  transport  the  Hydrogen  Masers? 

Mr.  Allan:  With  difficult.  They  are  not  small.  They  have  taken  them  on  several  trips  —  to  TAI  in 
Paris, ;to  other  sites  that  they  have  around  the  world.  I  don’t  know  how  difficult  it  is.  The  one  maser 
that  I  saw  there  weis  proba,biy  transportable  by  two  people.  Our  colleagues  here  could  probably  answer 
that  iPyou  asked  them.  They  have  two  small  maser  models,  I  am  not  sure  which  one  it  is,  but  they 
were  developing  one  while  I  was  there  that  had  a  dynamic  magnetic  field  servo  with  an  attenuation 
factor  of  about  200,000.  It  looked  like  it  would  make  a  beautiful  portable  clock.  It  was  fairly  small. 

Unidentified  Questioner:  David,  what  do  you  know  about  their  passive  masers? 

Mr.  Adlan:  We  will  show  the  data  tomorrow  night  on  their  passive  masers.  I  think  it  is  fairly  new 
for  them,  rnost  of  the  masers  that  they  have  made  are  active  masers.  The  stability  is  comparable  to 
some  that  weffiave  built,  better  than  some,  but  not  as  good  as  others. 

Harry^Peters,  Sigma  Tau:  I  thought  that  it  would  be  an  appropriMe  question  to  ask  whether  these 
^masefsiin  the  ensembles  are  being  automatically  spin-exchange  tuned  or  otherwise  tuned  to  achieve 
■this  stability. 

Mr;  Adlan:  Yes,  they  are. 

Unidentified:  Questioner:  In  the  chart  that  showed  the  various  links,  it  showed  the  different  sites 
\yhere-they  have  the  .hydrogen  masers.  How  many  masers  do  they  have  at  each  site?  Do  they  all'have 
the  saiti'e  number  of  clocks? 

Mr.  Allan:  The  paper  said  that  they  have  up  to  eight  hydrogen  masers  at  each  of  those  secondary 
sites. 

Mr.  Thomann,  Neuchatel  Observatory:  Do  we  know  whether  they  have  the  same  design  of 
masers^at  Gorky  and' at  VNIIFTRI,  and  is  the  material  for  coating  of  the  bulbs  the  same? 

Dr.  Demidov:  All  the  coatjngs  since  1975  have  been  made  with  FIO. 
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TIME  AND  FREQUENCY  COMPARISONS  IN  EUROPE  BY  MEANS  OF  ECS  5 
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Abstract 

A  time  synchronization  experiment  between  some  European  laboratories 
using  the  passive  television  method  applied  to  the  signals  broadcasted  by 
EUtelsat  I-F5  telecommunication  satellite  was  completed  in  1990. 

The  results  obtained  in  the  last  period,  when  also  range  mea¬ 
surements  from  a  Telespazio  ground  station  were  performed,  are  analyzed  to 
evaluate  the  accuracy  level  of  the  time  comparisons  corrected  for  the  effect  of 
the  satellite  movement  with  position  data  obtained  either  from  the  European 
Space  Agency  (ESA)  or  from  orbit  determination  with  range  data  entered  into 
GEODYN  program  of  NASA/GSFC . 


1  -  Introduction 


A  time  synchronization  experiment  between  the  time  scales  of  eight 
European  laboratories  using  the  passive  television  method  | 1 |  applied  to  the  RAI 
Uho  signals  transmitted  at  11.01  GHz  by  Eutelsat  I-F5  (ECS-5  in  the  sequel) 
telecommunication  satellite  placed  in  a  geostationary  orbit  at  10°  East 
longitude,  was  completed  in  February  1990. 

The  aim  of  this  experiment,  developed  in  the  frame  of  Euromet 
Project  P88/169,  v/as  to  investigate  in  the  capabilities  of  these  techniques  in 
order  to  establish  a  synchronization  system  covering  several  countries  in 
Europe,  yielding  good  precision  in  time  and  frequency  calibration  with 
relatively  low  cost  equipment  |2,3|. 

The  laboratories  involved  in  the  last  period  of  the  experiment  are 
reported  below  together  with  their  receiving  stations  coordinates: 
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Laboratory 

Latitude 

Longitude 

Height 

(m) 

AOS  -  Astronomical  Latitude  Observatory 
BOROWIEC,  POLAND 

52°16' 

37.0"N 

1  :'004'23.7"E 

129 

ASMW  -  Amt  fUr  Standardisierung,  MeBwesen 
und  Warenpriifung  -  BERLIN,  GERMANY 

52027' 

'14"N 

13037 '01"E 

50 

FUC  -  Telespazio  S.p.A. 

FUCINO,  ITALY 

41058' 

'41.3"N 

13035'57.1"E 

671 

lEN  -  Istituto  Elettrotecnico  Nazionale 
TORINO,  ITALY 

4500O' 

'53.6"N 

07O38'20.1"E 

297 

STA  -  Swedish  Telecommunication 

Administration  -  STOCKHOLM,  SWEDEN 

59009' 

'54,2"N 

18008' 13. 5"E 

109 

TP  -  Ustav  Radiotechniky  a  Elektroniky 
PRAHA,  CZECHOSLOVAKIA 

500 07' 

'53"N 

14O27'09"E 

300 

TUG  -  Technische  Universitat 

GRAZ,  AUSTRIA 

47004 

'01.5"N 

15029'35.5"E 

534 

VSL  -  Van  Sy/inden  Labbratorium 

DELFT,  THE  NETHERLANDS 

51059 

'58.9"N 

04O22'50.7"E 

60 

The  receiving  stations  used,  with  the  exception  of  the  Telespazio  - 
Fucino  ground  station,  were  made  of  commercial  TV  satellite  receivers  and 
antennas  with  diameters  varying  from  0.9  to  3  m. 

The  daily  measurement  schedule  follov/ed  in  each  laboratory 
consisted,  up  to  January  1990,  in  tv;o  sets  of  25  time  interval  measurements, 
twelve  hours  apart,  betv/een  the  local  UTC  and  the  trailing  edge  of  the  first 
field  synchronizing  pulse  of  the  video  signal.  Since  January  1990,  when  the 
range  measurements  from  the  Telespazio  ground  station  were  also  performed,  the 
measurement  schedule  was  updated  to  have  more  synchronization  results. 

In  Fig.  1  are  reported  the  comparison  results  between  UTC(IEN)  and 
the  time  scales  of  TUG,  STA  and  TP  obtained  via  ECS  5  for  the  period  November 
1989  -  February  1990  corrected  for  the  satellite  position  data  supplied  by  the 
European  Space  Agency  (ESA).  In  the  figure  are  also  reported  the  differences 
every  ten  days  computed  from  BIPM  Circulars  T,  in  the  case  of  TP,  or  the  daily 
differences  computed  via  GPS  common-view  in  the  case  of  STA  and  VSL. 

As  reported  in  previous  v/orks  on  this  subject  |2,3|,  it  can  be  seen 
that  a  precision  of  some  hundreds  of  nanoseconds  can  be  achieved  by  correcting 
for  the  satellite  position  parameters  supplied  by  the  control  station  with  an 
uncertainty  of  some  kilometers. 

The  peak-to-peak  fluctuations  of  the  synchronization  results  are 
also  strictly  dependent  on  the  baselines  between  the  laboratories  involved  that 
varied  from  some  hundreds  of  kilometers  up  to  1700  kilometers  in  the  lEN/STA 
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link.  The  differences  between  the  synchronization  results,  obtained  with  ECS  5 
and  the  synchronization  systems  already  established,  are  mainly  due  to  an 
insufficient  evaluation  of  the  differential  delay  of  each  pair  of  receiving 
equipment.  This  is  more  evident  in  the  case  of  UTC(IEN)  -  UTC(TP)  where  the 
uncertainty  reaches  1.5  us,  due  also  to  the  synchronization  link  used  to  relate 
TP  to  UTC  (long  distance  terrestrial  television  link). 

Since  November  1989,  the  daily  measurement  schedule  was  changed  to 
verify  if  the  diurnal  effects  due  to  the  satellite  movement,  still  present  in 
the  synchronization  results,  could  be  reduced  computing  the  time  differences  at 
half-sideral  day  intervals,  but  no  appreciable  improvement  was  obtained  with 
this  procedure. 


2.,-  Range  measurements 


From  January  to  February  20,  1990,  range  measurements  were 
performed  every  hour  at  the  Telespazio-Fucino  groundstation  where  the  RAI  Uno 
signals  are  transmitted  to  ECS  5.  A  portable  cesium  clock  was  also  installed  at 
Fucinp  as  a  local  reference  to  perform  every  hour  synchronization  measurements 
wi^h  the  other  time  scales. 

'  The  equipment  set-up  is  shown  in  Fig.  2;  each  measurement  sequence 
started;  with  the  time  difference  between  the  local  1  PPS  reference  UTC(FUC)  and 
the  first  selected  TV  synchronizing  pulse  received  from  the  satellite  and  was 
followed,  by  a  range  measurement  beginning  after  a  300  ms  delay  for 
iristrumentatioh  reasons.  This  measurement  was  stopped  by  a  TV  pulse  from  ECS  5 
after  nearly  250  ms  (Figi  3).  The  measurement  resolution  was  0.5  ns.  The  range 
values  measured  at  Fucino  have  been  reported  in  Fig.  4  together  with  the  range 
computed  for  Fucino  from  ECS-5  orbital  parameters  supplied  by  ESA--Redu  control 
station.  The  differences  between  the  two  sets  of  range  data  are  reported  in  Fig. 
5 -where  a  maximum  difference  of  about  1  km  can  be  observed.  This  is  mainly  due 
to  the  uncertainty  of  the  ESA  parameters  and,  to  a  lesser  extent,  in  having 
disregarded  the  satellite  transponder  delay.  The  typical  standard  deviation  of  a 
set  of  25  range  measurements,  using  the  synchronizing  pulses,  was  1  meter. 

In  Fig.  6  are  reported  the  synchronization  results  betv/een  UTC(IEN) 
and  UTC(FUC)  for  February  1990  and,  with  crosses,  the  average  of  a  pair  of 
adjacent  synchronization  data  at  a  half-sideral  day  interval.  A  considerable 
reduction  of  the  daily  fluctuations  is  obtained  but  a  long-term  excursion  of  +1 
us  is  still  present.  Looking  at  ECS  longitude  data  for  the  same  period  (Fig.  7), 
with  the  same  averaging  process  applied,  it  can  be  noticed  that  the  excursion 
seen  before  matches  very  well  the  longitude-drift  of  the  satellite.  These 
synchronization  results  have  been  therefore  corrected  only  for  the  effect  of  the 
mean  longitude  variation  obtained  from  ESA  position  data  and  for  the 
differential  delay  of  the  tv/o  stations  (Fig.  8).  In  the  same  graph  is  reported 
with  a  dashed  line  the  mean  rate  of  the  cesium  clock  at  Fucino  during  the 
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experiment  versus  UTC(IEN)  that  was  of  +96  ns/d;  the  mean  rate  evaluated  by 
means  of  ECS-5  has  been  found  equal  to  +92  ns/d.  The  residual  daily  fluctuation 
of  the  order  of  200  nanoseconds  peak-to-peak ,  is  of  the  same  order  of  that 
obtained  averaging  synchronization  data  at  12  hour  interval. 

The  bias  of  about  0.6  us  between  the  two  curves  is  due  to  the  fact 
that  it  was  not  possible  to  evaluate  separately  the  receiving  and  transmitting 
delay  of  the  Fucino  groundstation  and  that  the  delay  of  the  Test  Loop 
Translator,  used  for  the  measurement  of  the  total  delay,  is  not  known. 

The  total  delay  of  the  Fucino  transmitting  and  receiving  station, 
measured  during  the  experiment,  v/as  found  equal  to  3.918  us  v/ith  an  uncertainty 
of  +  7  ns. 

The  delay  of  the  lEN  station,  measured  by  means  of  a  satellite 
simulator,  as  described  in  |3l,  v;as  found  equal  to  0.851  us  with  an  uncertainty 
of  +  15  ns.  The  long-term  stability  of  this  delay  has  also  been  investigated  for 
six  months  after  having  stabilized  the  temperature  inside  the  satellite 
simulator  within  +  1  K. 

The  measurement  results,  reported  in  Fig.  9  together  with  the 
outdoors  temperature,  show  a  correlation  between  the  temperature  and  the  delay 
variation. 


3  -  Orbit  determination  of  ECS  5 

The  precise  orbit  determination  of  ECS  5  geostationary  satellite  has 
been  performed  at  Telespazio  using  the  range  measurements  collected  in  the 
period  January  30  -  February  20  199C  rod  discussed  in  the  previous  section. 
The  travel  times  of  TV  synchronization  signal,  from  Fucino  ground  station  to  ECS 
5  satellite  and  back,  have  been  preprocessed,  converted  into  one  way  range 
measurements  and  formatted  into  a  suitable  format  for  GEODYN  program  to  compute 
satellite  orbit. 

GEODYN  is  a  NASA/GSFC  program  routinely  used  at  Telespazio  to 
analyze  laser  ranging  data  to  LAGECS  and  other  geodetic  satellites  for  precise 
orbit  determination  and  geodetic  parameter  estimates.  This  program  represents 
the  state-of-the-art  in  modelling  forces  acting  on  satellites  and  has  the 
capability  to  process  various  types  of  observations. 

The  model  implemented  into  GEODYN  to  analyze  the  data  is  summarized 
in  table  1.  In  our  model  v/e  took  into  account  the  gravity  of  the  Earth,  with  its 
spherycal  harmonics  for  some  low  degree  and  order  terms,  together  with  the 
gravitational  forces  due  to  the  Sun  and  the  Moon.  Further ly,  we  took  into 
account  perturbation  due  to  the  solar  radiation  pressure. 

Due  to  the  limited  tracking  geometry,  we  were  not  able  to  estimate 
the  full  state  vector  of  the  satellite.  In  fact  ranging  measurements  from  one 
station  only  do  not  allov/  the  estimate  of  the  eccentricity  and  the  inclination 
of  the  satellite  |4l,  for  this  reason  v/e  fixed  these  elements  at  the  a  priori 
values  provided  by  ESA. 
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Table  1  -  GEODYN  setup  for  the  ECS  5  orbit  determination 


ECS  5  CONSTANTS 


Satellite  Mass 

656.5  kg 

Satellite  Area 

20.42  m*^ 

Nominal  Reflectance  Coefficient 

MODEL 

1.2 

Precession 

lAU  1976 

Nutation 

lAU  1980 

Lunar  and  Planetary  Ephemeris 

JPLDE118 

Reference  System 

1950.0 

Earth  Semi  Major  Axis 

6378144.11  m 

Flattening 

)DEL 

1/298.255 

Gravif:y  field 

GEM-Tl(8x8) 

hp,  Ip 

0.6040,  0.0852 
14 

3.98600440x10  i 

GM  ^ 

Gravity  from  Sun  and  Moon 

applied 

3/  2 
m  /s 


METHOD  OF  ANALYSIS 

Single-arc  with  variable  length 
COMMON  PARAMETERS  ESTIMATED  IN  THE  SOLUTION 

No  common  parameters  estimated  in  the  solution 
ARC  ;PARAMETERS  ESTIMATED  IN  THE  SOLUTION 

-  Four  Keplerian  elements,  Eccentricity  and  Inclination  fixed  at  the 
a  priori  values 

-  Solar  radiation  coefficient 


The  entire  data  set  has  been  divided  into  two  subsets  which  were 
analyzed  separately.  The  first  subset  lasts  from  the  29th  of  January  to  the  7th 
of  February  at  00:00  UTC,  while  the  second  one  lasts  from  the  7th  of  February  at 
12:30  UTC  to  the  end  of  the  data  collection.  The  analysis  of  the  entire  data  set 
was  not  possible  because  some  manoeuvres  have  been  made  on  the  satellite. 
Furtherly  in  the  morning  of  the  7th  of  February  some  improvements  in  the  data 
acquisition  system  were  applied. 

Some  results  from  data  analysis  are  summarized  in  table  2,  where  in 
the  first  column  DATAl  refers  to  the  first  data  subset  and  DATA2  to  the  second. 

Table  2  -  Results  of  ECS  5  orbit  determination 


N.  of 

Accepted 

Mean  of 

RMS  of 

RMS  of 

obs. 

obs. 

orbit  resid. 

orbit  resid. 

poly .-resid. 

(m) 

(m) 

(m) 

DATA  1 

4000 

3995 

0.0 

1.6 

1.4 

DATA  2 

6275 

6147 

0.0 

1.1 

0.64 
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The  second  column  gives  the  total  number  of  observations  relevant  to  the  two 
data  sets,  while  the  third  refers  to  the  observations  not  edited  after  fitting 
the  range  data  with  the  estimated  orbit  of  the  satellite.  The  fourth  and  the 
fifth  columns  give  respectively  the  average  and  the  RMS  of  the  orbit  residuals. 
Let  us  note  that  the  orbit  fit  seems  quite  good.  The  RMS,  given  in  the  sixth 
column,  are  referred  to  the  residuals  obtained  by  fitting  with  a  polynomial  the 
orbit  residuals.  Therefore  they  give  an  indication  of  the  "single  shot" 
measurement  noise.  The  reduction  of  the  noise  of  the  observations  after  the 
improvement  of  the  data  acquisition  system  is  evident.  Let  us  now  discuss 
briefly  about  the  errors  associated  v;ith  the  estimated  orbit.  The  RMS  of  orbit 
residuals  at  the  1  m  level  does  not  mean  that  the  state  vector  of  the  spacecraft 
is  known  at  the  same  level  of  precision. 

The  estimated  formal  errors  in  the  satellite  position  and  velocity 
are  given  in  table  3.  The  improvement  in  the  DATA  2  estimates  is  mainly  due  to 
the  more  robust  statistics  of  the  second  data  subset. 

Table  3  -  Scaled  formal  errors 


RMS  of 

RMS  of 

position 

velocity 

(m) 

(m/s) 

DATA  1 

388 

0.028 

DATA  2 

95 

0.007 

Table  4  shows  a  comparison  between  Telespazio  and  ESA  estimates.  The 
differences  are  of  the  order  of  fev^  kilometers  v/hich  is  what  could  be  expected 
taking  into  account  the  errors  associated  to  the  ESA  estimates  v/hich  are  of  the 
same  order  of  magnitude. 

Significant  reduction  of  the  satellite  position  errors  could  be 
achieved  by  improving  the  statistics  and  geometry  of  the  observations  (e.g.  with 
multiple  tracking  stations,  the  use  of  very  accurate  pointing  angle 
observations,  longer  tracking  period  etc.). 

Table  4  -  ESA  vs.  Telespazio  (TPZ)  estimates  comparison 

DATA  1 


ESA 

TPZ 

TPZ-ESA 

x(m) 

34938980.3 

34941001.7 

2021.4 

y(m) 

-23574697.3 

-23571733.1 

2964.2 

z(m) 

45867.6 

45366.1 

-501.5 

x(m/s) 

1720.424 

1720.196 

-0.228 

y(m/s) 

2549.790 

2549.943 

0.153 

z(m/s) 

1.821 

1.887 

0.066 
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DATA  2 


ESA 

TPZ 

TPZ-ESA 

x(ml 

38164955.1 

38160760.5 

-4194.6 

y(m) 

-17887232.7 

-17895895.3 

-8662.6 

zfm) 

30435.4 

30611.6 

176.2 

x(m/s) 

1305.610 

1306.237 

0.627 

y(m/s) 

2785.039 

2784.751 

-0.288 

z(m/s) 

0.679 

0.635 

-0.044 

The  results  so  far  obtained  are  very  promising.  They  suggest  that 
the  method  of  passive  TV  ranging  is  a  quite  good  method  for  geostationary 
satellite  ti'acking  with  an  intrinsic  precision  better  than  1  m.  This  precision 
is  impressive,  if  compared:  with  that  obtained  with  the  actual  ranging  based  on 
VHF  Or  S  Band  tracking,  in  particular  considering  the  simplicity  and  economy  of 
the  used  system. 

4  -jUse  Qjf  Telespazio  position  data  to  correct  the  synchronization  results 

The  position  data  of  ECS  5  obtained  from  the  range  measurement  with 
the  procedure  explained  above,  have  been  used  to  correct  the  synchronization 
data  obtained  for  the  period  January  30  -  February  20,  1990  for  some  of  the 
laboratories  involved,  namely  TUG,  STA,  VSL.  The  results,  which  are  reported  in 
Fig.  10,  have  also  been  corrected  for  the  differential  receiving  delays:  an 
accurate  evaluation  v;as  possible  in  the  case  of  TUG,  STA  and  VSL  because  the  GPS 
measurements  were  used  to  estimate  the  difference  between  the  time  scales  and 
consequently  to  compute  the  mean  differential  delay  for  a  satellite  position 
given  by  GEODYN  program.  The  GPS  comparisons  betv;een  the  aforementioned 
laboratories  have  also  been  reported  in  Fig.  10. 

In  table  5  some  figures  are  given  to  compare  the  performances  of  the 
ECS  5  synchronization  system  to  the  GPS  common  view: 


Table  5  -  ECS  5  versus  GPS  time  scales  comparisons  -  February  1990 


UTC(IEN)-UTC(TUG) 

UTC(IEN)-UTC(VSL) 

UTC(IEN)-UTC(STA) 

mean  rate  (GPS) 

+35  ns/d 

+15  ns/d 

+13  ns/ii 

mean  rate  (ECS  5) 

+48  ns/d 

+11  ns/d 

+23  ns/d 

std.  dev.  of  residuals 

83  ns 

78  ns 

100  ns 

n.  of  samples 

95 

36 

32 
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From  the  mean  rates  reported  above,  can  be  seen  that  frequency 
comparisons  v;ith  an  accuracy  of  some  parts  in  10  for  observation  times  of  20 
days  have  been  achieved  in  this  synchronization  experiment. 


5  -  Conclusions 


The  results  obtained  in  the  synchronization  experiment  betv/een  some 
European  Laboratories,  based  on  the  passive  television  method  applied  to  the 
signals  received  from  Eutelsat  I-F5  (ECS  5)  geostationary  satellite  and  on  range 
measurements  from  one  station,  alv/ays  using  TV  signals,  have  shov/n  that: 

-  it  is  possible  to  det_rmine  the  satellite  position  from  the  range  measurements 
v/ith  an  accuracy  of  1  km  or  better; 

-  using  these  position  data  to  correct  the  synchronization  results,  time 
comparisons  on  long  baselines  with  a  precision  of  100  ns  (1  o  )  can  be 
performed ; 

-  an  accuracy  of  some  parts  in  10  in  frequency  comparisons  can  be  achieved, 
over  observation  times  of  20  days,  using  the  same  correction  procedure. 
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Eig.  6  -  lEN-FUC  synchronization  results  -  February  1990  (+  averaged  values). 
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Fig.  7  -  ECS  5  longitude  from  ESA  -  February  1990  (+  averaged  values). 
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Fig.  8  -  lEN-FUC  corrected  for  the  effect  of  longitude  variations 
( —  mean  rate  of  the  Fucino  clock) . 
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Fig-  10  -  ECS  5  synchronization  results  corrected  for 
Telespazio  position  data. 
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ABSTRACT 

Instead  of  a  hydrogen  maser,  a  carefully  selected  Crystal  oscillator  which  is 
[phase  locked  to  a  Cesium  (Cs)  frequency  standard  for  time  range  ofmore  than  100  seconds 
is  adopted  to  the  time  and  frequency  standard  of  a  geodetic  VLBI  experiment.  The 
domestic  VLBI  experiment  with  55km  baseline  using  the  Crystal  oscillator  at  one  end  was 
.made  indapan  and  the  obtained  error  of  the  baseline  vector  components  were  4cm,  and  that 
of  the  baseline  length  was  3cm.  This  system  may  be  operated  after  only  2  hours  warm  up. 
These  results  coincides  with  those  of  conventional  geodetic  Laser  ranging  and  VLBI  using 
a  hydrogen  maser  within  the  formal  error.  A  VLBI  experiment  with  over  1000km 
baselines  were  carried  out  successfully  from  October  1988,  and  over  11000km  baseline 
between  Japan  and  Antarctica  was  carried  out  successfully  in  January  1990. 

1.  INTRODUCTION 

Very  long  Baseline  Interferometry  (VLBI)  is  one  of  the  most  accurate  modern  positioning 
techniques.  Although  it  was  initially  developed  by  astronomers  as  a  tool  to  improve  the  angular 
resolution  of  radio  telescopes,  it  was  realised  that  it  would  also  be  an  ideal  geodetic  instrument.  In 
usual  VLBI  experiments  made  for  geodetic  purpose,  each  antenna  receives  signals  from  a  radio 
source  for  a  hundred  seconds  or  more  in  one  observation.  This  observation  is  repeated  changing 
between  dozen  or  more  radio  sources  during  a  nominal  24-hour  session.  A  single  experiment 
therefore  consists  of  a  hundred  or  more  observations.  The  frequency  standard  of  VLBI  must  be 
stable  over  a  long  lime  range  (more  than  I00.sec)  as  well  as  a  short  range  (less  than  lOOsec).  Short 
time  range  stability  is  essential  for  maintaining  the  coherence  and  long  lime  stability  is  necessary  for 
regulating  the  lime  of  observations.  The  hydrogen  maser  oscillator  satisfies  these  requirements  and 
this  is  a  reason  for  its  use  for  VLBI.  However,  resent  technology  has  improve  the  stability  of 
Crystal  oscillator  (AT-cut  resonator  of  the  BVA  style).  The  possibility  of  Crystal  oscillator  as  a 
frequency  standard  of  VLBI  will  now  be  discussed.  A  hydrogen  maser  frequency  standard  with 

stability  better  than  10'*^  has  been  play  ing  an  important  role  in  the  VLBI  experiments.  Maintaining 
the  coherence  of  the  recciv  ing  signal  of  each  station  is  one  of  the  most  important  factors  in  VLBI  data 

acquisition.  While  the  stability  of  the  atmosphere  which  causes  phase  scintillation,  is  about  1  0“ 
as  measured  by  VLBI.  The  atmospheric  scintillation  degrades  the  coherence  of  VLBI  data,  which  is 
independent  of  the  phase  fluctuation  of  hydrogen  maser.  Research  work  in  the  Crystal  oscillators 
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has  made  remarkable  progress  in  lecenl  >cars,  and  the  stability  of  the  selected  Crystal  oscillators 
reaches  oy(T<  1  OOsec)  =  3x  1 0“  *  a  value  eomparable  to  the  stability  of  the  atmosphere.  Therefore 
Ihe  potential  for  obtaining  a  good  fringe  by  using  the  Crystal  oscillator  instead  of  the  hydrogen  maser 
exists.  The  main  purpose  of  the  new  frequency  reference  system  development  v/as  to  contract  a 
highly  liansportable  time  and  frequeney  .standard  for  VLBI,  and  in  our  case  we  adopted  a  Crystal 
oscillator  for  VLBI  frequency  reference.  The  Crystal  oscillator  has  advantages  for  space  technology 
application  (Space  VLBI  etc.),  and  transportable  VLBI  because  it  satisfies  the  requirements  of  small 
size,  light  weight,  and  ascismatic  structure. 

A  new  frequency  system  which  constructed  a  Crystal  oscillator  whose  phase  is  locked  to 
that  of  a  Cesiumfrequency  standard  (Crystal-Cesium  system)  has  been  developed  for  time  ranges  of 
over  1 00  seconds,  as  the  stability  of  Cesium  frequency  standard  is  better  than  that  of  a  Crystal 
oscillatoi  for  long  term  ranges.  First  of  all,  zero  and  short  baseline  interferometer  experiments  were 
carried  out  to  assess  the  performance  of  the  Crystal-Cesium  system  and  to  find  the  optimum  data 
analysis  method  for  using  Crystal-Cesium  system.  Secondly,  the  55km  baseline  (a  reference 
ba.scline  in  Japan,  which  has  been  measured  5  times  by  VLBI  and  other  methods)  VLBI  experiment 
was  made  in  order  to  provide  a  comparison  with  conventional  results  and  to  determine  optimum 
integration  time  for  this  .system.  As  a  result  of  these  experiments,  the  baseline  vector  was  obtained 
with  an  error  of  4.3cm  on  each  component,  and  3.4cm  on  its  length. 

2.  Potential  of  the  Crystal  oscillator  as  the  VLBI  frequency  standard 

The  stability  of  frequency  standard  in  a  short  time  period  is  an  important  factor  in  maintaining 
the  coherence  r)f  received  signals  in  VLBI  experiments.  However  VLBI  observation  from  the 
ground  always  suffer  from  the  atmospheric  scintillation  effect,  resulting  in  a  loss  of  coherence. 
Therefore  the  stability  of  the  atmosphere  determine  the  limit  of  requirement  for  that  of  frequency 

standard  in  a  short  lime  range.  The  stability  of  atmosphere  was  measured  to  about  lx10'^^  at 
lOOsec  by  domestic  VLBI  (Fig.l),  this  result  being  almost  same  as  those  of  Rogers  and  our 

measurements  (Table  I).  The  stability  of  hydrogen  maser  is  IxlO’^^  at  100  sec  and  it  is  stable 
enough  compared  with  thv.  atmosphere,  while  recent  technology  progress  has  provided  a  stability  of 

3x10”  *  ■’  for  Crystal  oscillators,  which  is  almost  the  same  as  the  atmosphere's  stability.  A  Crystal 
oscillator  is  strongly  proposed  as  a  frequency  standard  for  VLBI  in  a  short  lime  range. 

The  requirements  for  the  VLBI  frequency  standard  are  as  follows; 

(1)  To  keep  the  signal  coherence  during  integration  time. 

(2)  Phase  variance  of  the  clock  instability  should  be  better  than  accuracy  of  the 
measurement. 

The  coherence  kxss  Le  due  to  the  instability  of  frequency  standard  in  lOOsec  integration  time  is 
e-stimated  by  Eq.l. 


Lc=too2(ap/6  +  af/12*T  +  oy2/57^T2) 


(1) 
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where  Lc:  loss  ol?coherence 

coo:  angular  frequency  of  local  oscillator 

(8080MHz  in  X  band)  [rad/sec] 
ap:  Allan  variance  of  white  phase  noise  at  1  sec 

(J  xlO  -13  )2  .  hydrogen  maser  at  Kashima 

af:  Allan  variance  of  white  frequency  noise  at  1  sec 

(7x1  O' J  4)2  .  hydrogen  maser  at  Kashima 

cjy^rGonstant  Allan  variance  of  flicker  frequency  noise 

(5.5x1.0'l  3)2  ;  hydrogen  maser  at  Kashima 

(3xJ0'13  )2  :  selected  Crystal 

T:  Integration  time  [sec] 

The  stability  of  the  hydrogen  maser  at  Kashima  is  shown  in  Fig.2.  According  to  Eq.l,  the 
calculated  losses  for  hydrogen  maser  and  Crystal  oscillator  at  an  integration  time  of  lOOsec  are 

L23x  10'4  and  0.041  respectively,  and  compared  with  the  loss  due  to  1  bit  sampling  (Loss=0,36)  at 
data:acquisition  they  are  small  enough  to  be  ignored.  Lx)ng  lerm  stability  of  the  frequency  standard  is 
nec^sarj  for  regulating  the  results  of  each  observation  when  analyzing  them.  Though  the  long  term 
stability  of  the  Crystal  oscillator  is  not  acceptable  for  VLBI,  the  high  performance  Cesium  frequency 
standard  has  a  superior  stability  in  a  long  term  (  ay(T>100)  <=3xl0'l^).  But  if  only  Cesium  is  used 
in  VLBI  experiments,  it  is  impossible  to  keep  the  coherence  of  the  X  band  signal,  as  the  stability  of 
Cesium  is  worse  than  oy-I0*12  in  short  term  during  signal  integration.  Hence  a  frequency 
standard,  which  has  the  stability  of  the  Crystal  in  a  short  time  range  and  that  of  Cesium  in  a  long 
time.range,.  is  needed  to  satisfy  the  requirements  of  VLBI  and  can  be  realized  by  using  a  Crystal 
oscillator  with  its  phase  locked  to  the  Cesium  frequency  standard  in  a  long  time  range. 

The  required  stability  of  this  equipment  is  the  shaded  area  in  Fig.  3.  Stability 
measurements  with  Zero  Ba.seline  Interferometry  and  the  short  baseline  VLBI  experiment  were 
made. 

3.  The  stability  measurement  with  Zero  Baseline  Interferometry 

Stability  was  measured  with  Zero  Baseline  Interferometry  (ZBI)  (Fig.4).  This  method 
used  the  K-3  VLBI  system  which  was  developed  at  CRL.  System  noise  of  this  method  is  very  low 
and  this  measurement  is  realistic  method  for  VLBI  experiments,  because  the  performance  of  the 
oscillator  is  measured  in  the  same  configuration.  In  VLBI,  the  geodetic  reference  point  is  the 
intersection  point  of  axesof  Azimuth(Az)  and  that  of  Elcvation(El),  and  is  a  stationary  point.  In  ZBI 
method,  both  receiv  ing  systems  are  mounted  on  a  same  antenna.  In  this  case,  the  baseline  length  is 
zero,  because  the  geodetic  reference  point  is  common  for  both  systems. 

The  common  noise  generated  by  Noise  Diode  is  injected  to  both  X  band  feeder  systems. 
The  reference  signal  is  supplied  to  one  system  by  a  hydrogen  maser  and  to  the  other  by  the  test 
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rrequency  syslem(DUT  ;  Device  Under  lest).  A  cross  correlation  was  made  between  the  two 
systems  in  real  lime  by  using  the  K-3  VLBI  correlation  processor.  Then  the  resulting  stability  was 
equivalent  to  both  references.  In  this  case,  the  DUT's  are  a  Cesium,  a  Crystal  and  the  Crystal- 
Cesium  system.  This  method  is  a  modified  DMTD  (Double  Mixer  Time  Difference)  method.  The 
results  are  shown  in  Fig.5,  which  shows  the  delected  fringe  phase  in  the  X  band.  It  is  possible  to 
find  out  the  long  term  characlerisiies  in  stability  of  the  frequency  standard.  The  result  of  using 
Crystal  oscillator  (Fig.Sa)  shows  random  walk  over  the  long  term  caused  by  the  external 
temperature  change.  When  using  Cesium  frequency  standard  (Fig.  5b),  the  fringe  phase  is  stable  in 
the  long  term.  And  in  ease  of  using  a  Crystal-Cesium  system  frequency  standard  (Fig.Sc),  the  fringe 
phase  is  as  stable  as  when  using  only  a  Cesium  frequency  standard.  Fig.6  shows  the  observed  delay 
in  X  band.  This  delected  fringe  phase  is  the  respective  instrumental  delay  of  two  systems.  It  is 
possible  to  find  out  the  capability  for  keeping  coherence.  When  using  Crystal  oscillator  (Fig.6a),  it 
is  possible  to  gel  a  good  fringe,  and  the  determined  delay  is  stable.  When  a  Cesium  frequency 
.standard  is  used  (Fig.6b),  the  determined  delay  changed  as  much  as  100  nsec,  and  thus  it  is 
impossible  to  keep  the  coherence  in  the  X  band.  This  means  the  Cesium  frequency  standard  is  not 
suitable  for  the  frequency  standard  of  VLBI  in  the  X  band.  The  results  from  the  Crystal-Cesium 
system  (Fig.6c)  have  the  same  characteristics  as  those  from  when  only  the  Crystal  oscillator  was 
used. 

Fig.7  shows  that  the  coherence  depends  on  integration  time,  and  it  is  calculated  directly  from 
the  correlated  data.  It  is  possible  to  tell  coherence  from  this  Figure. 

Fig.8  shows  the  stability  i)f  the  Crystal-Cesium  system,  .which  is  measured  by  the  detected 

fringe. 

These  results  show  that  the  Crystal  oscillator  has  a  good  short  term  stability  but  it  is  inferior 
to  the  Cesium  frequency  standard  in  the  long  term,  while  a  Cesium  standard  has  a  excellent  long 
term  stability  but  it  is  unusable  for  X  band  VLBI  experiments.  The  Crystal -Cesium  system  is  very 
close  to  meeting  requirements. 

4.  Estimation  of  the  optimum  integration  time  for  the  Crystal-Cesium  system 
The  SNR  of  VLBI  is  calculated  by  Eq.2. 


SNR=|  Tt'-Sc/Sk p [D 1  •■^=D2='==SQRT(il  1  ^ii2)/SQRT(Ts  1  =^Ts2)]*SQRT(2BT)*p  . (2) 


where  Sc  :  correlated  flux  of  .source  k :  Bollzman  constant 

D  :  diameter  of  the  antenna  ^  :  antenna  efficiency 

Ts  :  .system  temperature  B  :  band  width 

T  :  integration  lime 
P=(2/k)^0.6'=SQRT(3/4) 

:  :  : .  Fringe  slopping  lo.ss 

:  : .  Scintillation  loss 

: .  1  bit  sampling  loss 
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The  coherence  loss  is  expressed  by  Eq.i.  There  is  an  optimum  integration  time  which 
gives  the  maximum  SNR*cohcrencc,  and  an  estimate  of  this  suitable  integration  time  is  shown  in 

Fig.9.  Fig:9  (a)  shows  the  estimated  SNR*coherence  were  a  fixed  Cesium  stability  (oy(f)=3xl0' 
12))  and  variable  Crystal  stability  arc  used.  Fig.  9(b)  shows  the  opposite  situation  (fixed  Crystal 
stability  and  variable  Cesium  stability),  where  fixed  Crystal  stability  is  oy(l)=4xl0‘13.  The 
optimum  integration  time  depends  on  the  stability  of  the  Crystal  oscillator  and  that  of  the  Cesium 
frequency  standard.  When  using  high  performance  commercial  Cesium,  the  SNR*coherence  has  a 
maximum  value  at  about  120  sec  integration  time.  As  in  this  case  the  clock  error  is  less  than  0.05 
nsec,  it  can  be  said  that  the  optimum  integration  time  is  120sec  for  this  system.  It  is  possible  to  use 
the  data  with  SNR  better  than  7  for  VLBI  data  analysis.  In  other  words,  the  Crystal-Cesium  system, 
which  can  get  SNR  of  better  than  7  in  120  sec  integration  time  can  be  used  with  the  VLBI  antenna 
pair. 


5.  The  55km  baseline  experiment 

An  experiment  with  the  55km  baseline,  which  is  regarded  as  a  reference  VLBI  baseline  in 
Japan,  was  made  immediately  after  JEG-5(fifth  Geodetic  VLBI  experiment  between  Tsukuba  GSI : 
Geographical  Survey  Institute,  and  Kashima  CRL  using  hydrogen  masers  at  both  stations)  and  the 
schedule  of  JEG-5  was  repeated,  in  order  to  avoid  problems  arising  from  the  change  of  the 
propagation  media  error.  A  Crystal,  a  Cesium  frequency  standard  and  a  PLL  circuit  were 
transported  from  Kashima  to  Tsukuba  2  hours  before  the  start  of  the  experiment.  The  26m  Az-El 
type  Radio  telescope  at  CRL  Kashima  and  the  5m  Az-El  type  Radio  telescope  at  GSI  Tsukuba  were 
used.  Both  Radio  telescopes  are  equipped  with  the  K-3  VLBI  system.  A  hydrogen  maser 
frequency  standard  is  used  as  the  reference  signal  at  Kashima  station  and  the  Crystal-Cesium  system 
is  used  at  Tsukuba  station.  Other  parts  of  the  system  were  the  same  as  the  JEG-5  experiment.  The 
experiment  was  done  for  24  hours,  and  the  cross  correlation  was  made  in  Kashima.  The  results  are 
shown  in  Tablc.2.  In  order  to  compare  the  accuracy  dependence  for  the  integration  time,  the  results 
for  the  following  three  ca.scs  were  analyzed. 

case  I  :  Same  integration  time  as  JEG-5 

(80  to  300sec  integration  time  which  depends  on  the  source  flux) 
case  II  :  Integration  time  fixed  for  120sec. 
case  III  :  Integration  time  fixed  for  60sec. 

The  most  accurate  result  is  obtained  with  a  120scc  integration  time  (case  II),  In  case  I, 
some  correlated  peak  (fringe  phase)  on  delay  rate  is  detectable,  and  shows  that  the  rate  changed 
within  the  integration  time.  In  case  III,  it  is  impossible  to  get  SNR  better  than  7  at  the  weak  radio 
sources.  The  difference  between  the  result  with  the  hydrogen  maser(JEG-5)  and  that  ol  the  Crystal- 
Cesium  system  (case  II)  is  less  that  4.3cm  in  baseline  vector  and  3.4cm  in  baseline  length. 
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6.  Application  of  the  Crystal-Cesium  system  to  the  1000km+  baseline  VLBI 
experiments 

The  over  1000km  baseline  VLBI  experiments  were  made  from  Oelober  1988.  The  first 
experiment  between  Kashima  and  Wakkanai,  the  northernmost  part  of  Japan.  In  this  experiment, 
the  highly  transportable  VLBI  station  which  consists  of  a  3m  antenna,  the  antenna  control  unit,  the 
K-4  VLBI  system  and  the  Crystal-Cesium  system,  was  operated  in  Wakkanai.  This  system  is  the 
smallest  VLBI  data  acquisition  system  in  the  world.  Generally  the  measured  accuracy  of  VLBI 
worsens  as  antenna  size  decreased,  but  this  system  has  overcome  the  problem  through  the  wide 
bandwidth  receiving.  The  receiving  bandwidth  (273MHz  effective  band  width)  is  twice  as  wide  as 
the  normal  X  band  bandwidth  (128MHz)  in  CDP  experiment.  The  K-4  VLBI  system  is  a  data 
acquisition  system  which  was  developed  at  CRL  for  application  in  transportable  VLBI  station.  The 
direction  of  the  baseline  vector  was  approximately  North-South.  Good  fringes  and  the  good  results 
were  obtained  from  this  system.  The  baseline  vector  was  obtained  with  errors  of  5.1cm  in  the  X, 
3.8cm  in  the  Y,  6.2cm  in  the  Z  components,  and  the  an  error  of  1.5cm  in  its  length  on  VLBI 
coordinate.  The  errors  of  1 .4cm  in  the  North-South  component,  1.0cm  in  the  East-West  component 
(horizontal  components)  and  8.7cm  in  vertical  component  were  obtained.  The  results  show  that 
sensitivity  in  horizontal  components  is  good,  making  analysis  of  plate  motion  possible,  and  also 
shows  the  effectiveness  of  the  Crystal-Cesium  system  for  VLBI  frequency  standard  even  for  VLBI 
experiments  with  baselines  over  1000km. 

In  January  1 990,  the  Antarctica  VLBI  was  carried  out.  The  equipments  were  same  as  the 
Wakkanai  VLBI  experiment  eliminate  the  antenna  system.  The  Crystal-Cesium  system  was  operated 
in  Antarctica,  and  we  can  get  the  good  geodetic  results.  The  baseline  vector  was  obtained  with  errors 
within  20cm. 

7. DISCUSSION  &  CONCLUSION 

Instead  of  a  hydrogen  maser,  a  carefully  selected  Crystal  oscillator  which  is  phase  locked  to 
a  Cesium  frequency  standard  for  time  ranges  100  seconds  is  adopted  to  the  time  and  frequency 

standard  of  a  geodetic  VLBI  experiment.  The  stability  of  the  atmosphere  is  about  lO'^^.  The 
atmospheric  scintillation  degrades  the  coherence  of  the  VLBI  data,  which  is  independent  of  the  phase 
lluctuation  of  hydrogen  maser.  It  is  impossible  to  avoid  to  this  effect  even  if  a  hydrogen  maser  is 
used.  Research  work  in  the  Crystal  oscillators  has  made  remarkable  progress  in  recent  years,  and 

the  stability  of  selected  Crystal  oscillators  reaches  3x10’ a  value  comparable  to  the  stability  of  the 
atmosphere.  Therefore  the  potential  for  obtaining  good  fringes  by  using  the  Crystal  oscillator 
instead  of  the  hydrogen  maser  exists.  But  the  Crystal  oscillator  is  inferior  to  a  Cesium  frequency 
standard  in  long  term  stability.  A  frequency  standard,  which  has  the  stability  of  the  Crystal  in  a  short 
time  range  and  that  of  Cesium  in  <i  long  time  range,  is  needed  to  satisfy  the  requirements  of  VLBI 
and  can  be  realized  by  using  a  Crystal  o.scillalor  with  its  phase  locked  to  the  Cesium  frequency 
standard  in  a  long  time  range.  The  main  purpose  of  the  new  frequency  reference  system 
development  was  to  contract  a  highly  transportable  time  and  frequency  standard  for  VLBI.  The 
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Crystal  oscillator  has  advantages  lor  space  technology  application  (Space  VLBI  etc.),  and 
transportable  VLEI  bccaiisc  it  is  satisfies  the  requirement  of  small  size,  light  weight,  and  aseismatic 
structure. 

This  system  can  be  used  for  VLBI  frequency  standard,  and  it  has  advantages  for  use  with  a 
transportable  VLBI  system,  but  its  aceuracy  is  worse  than  that  of  a  hydrogen  maser  system. 
Although  ambient  temperature  control  was  nut  considered,  external  temperature  control  is  desirable 
to  keep  the  stability  of  the  Crystal  in  Flicker  in  using  the  Crystal  oscillator,  as  it  has  a  strong 

dependency  on  temperature.  We  expect  to  develop  the  Crystal  oscillator  which  has  a  stability  better 
—  ”1  ^ 

thah==lxlO''  -\  The  coherence  loss  caused  by  this  stability  is  0.0045,  which  is  small  enough  for 
keeping  coherence. 

The  domestic  VLBI  experiment  w  ith  55km  baseline  using  the  Crystal  oscillator  at  one  end  was 
made  in  Japan  and  the  obtained  error  of  the  baseline  vector  components  were  4cm,  and  that  of  the 
baseline  length  was  3cm.  This  system  may  be  operated  after  only  2  hours  warm  up.  These  results 
coincide  with  those  of  conventional  geodetic  Laser  ranging  and  VLBI  using  a  hydrogen  maser  within 
the  formal  error.  A  VLBI  experiment  using  this  system  with  over  lOCOkm  baseline  was  carried  out 
succe.ssfully  in  Oct.  1988  and  over  1  lOOOkm  baseline  between  Japan  and  Antarctica  was  carried  out 
successfully  in  Jan.  1990. 
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CRL-NRO 
17  Dec  1984 
3C273b 
8^6GHz 


Integration  Time  (sec) 

Fig.  1  Atmospheric  fluctuation  in  Allan  standard  deviation 

This  is  the  result  of  the  domestic  VLBI  between  CRL-NRO  (Nobcyama  Radio 
Observatory)  in  Dec.  1984.  X-axis  shows  the  integration  time  and  Y-axis  shows  the  stability  in 
Allan  variance. 
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Fig.  2  Stability  of  the  hydrogen  maser  in  Kashima  station 
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Fixed  stability  of  the  Cesium  Frequency  Standard  C<Ty(r=l)  =  3x10*'^] 


Fig.  9  (a)  Estimated  SNR*  coherence  (fixed  Cesium  stability) 


Fixed  stability  of  the  Crystal  Oscillator  [  <5  .,(  r  =1)  =  4xl0‘'^] 


Fig.  9  (b)  Estimated  SNR*  coherence  (fixed  Crystal  stability) 
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lanic  1  Atmospneric  iiuciuaiion  in  Allan  sianaaraaeviaiion 


Allan  Standard  Deviation 

Comments 


~ i  ■  '1  1  '  1  1  1  ir 

• 

:  ■  1 — 1 — r"i  r7~r 

• 

0.8E-13,  December  1979,  22.2  GHz,  Rogers(1981) 

1.4E-13,  July-Aug  1980,  4.2  GHz,  Kawano(1982) 

2.0E-13,  April  1983,  89  GHz,  Rogers(1S84) 

1.2E-13,  JULY  1984,  8.4  GHz 

• 

0.9E-13;  December  1984,  8.4  GHz 

,,,--.,,■.1 -,.i  1  ,t  j  f  1 
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Table  2  Observed  baseline  components  in  55km  baseline  experiment 


m 

X 

Y 

11 

Z 

B 

Bi 

-3957171.  259 

0.  020 

3310237. 094 

0.  017 

3737709.  499 

54548.  556 

0.  007 

CASE-  I 

-3957171.290 

0.  089 

3310237.  040 

0.  082 

3737709.  506 

0.093 

54548.  502 

0.  026 

Bi 

-3957171.  302 

0.  075 

3310237. 085 

0.  061 

3737709.  514 

0.  077 

54548.  522 

0.  021 

Bi 

-3957171.  377 

0.  112 

3310237.  14! 

0.  099 

3737709.  596 

0.  110 

54548.  522 

0.  031 

*  in  to] 

JEG-5  :  Using  Hydrogen  aaser-  integration  ticctSO  to  300scc)  is  dependent  on  sourcc- 
CASE-  I  :  Integration  Tiae  is  sane  as  using  Hydrogen  !laser(80  to  SOOsec). 

CASE- II  :  Integration  Tiae  is  fixed  in  lEOsec- 
CASE-ni  :  Integration  Tiae  is  fixed  in  HOscc. 
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QUESTIONS  AND  ANSWERS 


Professor  S.  Leschiutta,  University  of  Turin:  First,  what  was  the  type  or  model  of  crystal 
oscillator  used,  and  second,  what  order  of  servo  loop  and,  if  a  simple  loop,  what  was  the  time  constant? 


Mr.  Hamma:  The  oscillator  was  a  BVA  oscillator  from  Oscilloquartz.  (Editors  note:  The  following 
answer  was  not  available  at  the  meeting,  but  was  obtained  later  by  private  communication.)  The  loop 
was  a  quadratic  one  (second  order)  with  ri  ~  100  seconds  and  T2  —  250  seconds. 
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Abstract 

The  international  community  of time  metrobgy  is facing  a  major  challenge  with  the  Selective  Availability 
(SA)  degradation  of  GPS  satellite  signals.  At  present  there  are  6  Block  I  satellites  and  8  Block  II  satellites 
operating.  According  to  the  policy  of  the  U.S.  Department  of  Defence  the  Block  I  satellite  signals  will  not  be 
degraded,  but  these  satellites  are  old  with  a  finite  life.  The  Block  II  .satellites,  which  have  all  been  launched 
since  1988,  were  subject  to  Selective  Availability  from  March  25, 1990.  The  ejfect  of  SA  should  be  to  limit 
precision  to  about  100  meters  for  navigation  and  167  ns for  timing. 

A  study  has  been  conducted  in  order  to  understand  the  nature  of  the  actual  introduced  degradation,  and 
to  elaborate  the  means  of  removing  the  effects  of  this  degradation  on  time  transfer.  This  study  concerns  the 
time  extraction  from  GPS  satellites  at  NIST,  USNO  and  Paris  Observatory,  and  the  comparison  of  atomic 
clocks  between  these  laboratories  by  common  view  approach.  The  results  slww  that  when  using  the  data  taken 
over  several  days  the  time  extraction  can  be  achieved  with  uncertainty  of a  few  tens  of nanoseconds,  while  strict 
common-view  has  removed  entirely  the  effects  of  SA  during  the  periods  under  study. 


INTRODUCTION 

Over  the  past  ten  years  non  degraded  GPS  satellite  signals.have  become  the  principal  tool  for  national 
and  international  comparisons  of  atomic  clocks.  Using  GPS,  time  transfer  is  now  ten  times  more 
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accurate  than  it  wris  using  LORAN-C.  The  introduction  of  GPS  has  led  to  a  major  improvement  of 
world  wide  time  metrology  in  precision,  accuracy  and  coverage.  With  GPS,  time  comparisons  are 
performed  with  an  accuracy  of  a  few  nanoseconds  for  short  baselines  (up  to  1000  km)  and  10  to  20 
nanoseconds  for  intercontinental  distances.  This  makes  it  possible  to  compare  the  best  standards 
in  the  world  at  their  full  level  of  performance:  for  integration  times  of  only  10  days,  the  frequency 
differences  between  atomic  clocks  are  measured  at  the  level  of  one  part  in  1014.  The  most  recent 
studies^^’  show  further  improvements. 

Thus,  GPS  has  brought  a  major  contribution  to  such  activities  as  the  establishment  of  International 
Atomic  Time  (TAI),  the  realisation  of  the  NASA’s  JPL  Deep  Space  Network  (DSN)  and  the  studies 
of  millisecond  pulsars.  All  this  was  done  with  an  undegraded  GPS,  free  of  Selective  Availability. 

Unfortunately,  since  the  GPS  concept  was  born  in  1973,  different  ways  to  prevent  civil  users  having 
access  to  the  entire  accuracy  of  the  system  have  always  been  under  consideration^®'  The  type  of 
degradation  of  GPS  signals,  called  Selective  Availability  (SA),  have  now  been  approved.  On  the  25th 
of  March  1990  SA  was  officially  implemented  on  Block  II  satellites.  The  effect  of  SA  should  be  of 
about  167  ns  for  timing. 

The  6  Block  I  satellites  are  not  affected  by  SA  but  they  are  old  and  in  1993,  when  GPS  will  be 
declared  fully  operational,  these  satellites  will  probably  be  turned  off  and  the  whole  constellation  will 
be  composed  of  Block  II  satellites,  all  affected  by  SA.  Does  this  represent  a  disaster  for  time  metrology 
and  the  return  to  LORAN-C  epoch?  Perhaps  not. 

The  SA  affects  direct  access  to  GPS  time  most  severely.  This  access  is  degraded  by  a  factor  of  up  to 
ten.  Even  with  SA,  however,  the  GPS  time  is  distributed  with  uncertainty  better  than  1  microsecond 
which  is  satisfactory  for  many  non -metrological  applications.  In  addition,  as  this  study  shows  it,  a 
smoothing  over  a  period  of  se\eral  days  removes  most  of  the  SA  effects,  and  reduces  the  uncertainty 
of  access  to  GPS  time  to  several  tens  of  nanoseconds. 

One  major  problem  could  be  the  impact  of  SA  on  high  accuracy  time  comparisons.  Here  again  an 
appropriate  treatment  of  de-ta  can  entirely  remove  the  degradation  of  the  GPS  signal.  The  realisation 
of  a  strict  common -view  between  two  laboratories  (synchronization  of  observations  within  1  second) 
completely  removes  the  phase  jitter  of  satellite  clock.  The  elimination  of  the  impact  of  ephomerides 
degradation  is  much  more  arduous;  this  requires  delayed  access  to  precise  ephemerides  for  correcting 
the  degraded  broadcast  ephemerides. 

Yet,  the  official  implementation  of  SA  has  reserved  us  two  pleasant  surprises:  as  this  study  shows,  the 
broadcast  ephemerides  appear  not  to  be  degraded,  and  on  the  10th  of  August  1990  SA  was  removed 
from  Block  II  satellites. 


DEGRADATION  OF  GPS  SIGNALS 


The  degradation  of  GPS  signals  is  linked  with  the  history  of  the  development  of  GPS.  At  first  the 
project  was  no  more  than  the  reservation  of  P  code  for  authorized  users  with  ultimate  uncertainty  of 
real-time  positioning  of  16  m.  It  was  intended  that  C/A  code  would  be  accessible  to  all  users  and 
would  have  a  capacity  of  100  m  for  real  time  positioning.  After  the  launch  of  first  GPS  satellites 
it  became  clear  that  the  performance  of  C/A-code  is  much  better  than  expected:  instead  of  the 
announced  100  m  uncertainty,  users  equipped  with  cheap  C/A  code  recc',vti„  were  able  to  easily 
obtain  30  in.  This  has  lead  the  DoD  to  review  its  policy  concerning  availability  of  GPS  to  the  general 
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public. 

The  concept  of  Selective  Availability  was  born  with  the  intention  of  degrading  the  positioning  accuracy 
for  Standard  Positioning  Service  (SPS)  users  to  120  All  Block  II  satellites  are  subject  to  SA. 
In  addition  to  SAj  an  Anti-Spoofing  (A  S)  mode  of  operation  can  be  activated.  This  is  a  method 
oPprgtecting  military  operations  against  adverse  imitations  of  P-code  by  encryption  of  P-code.  The 
encrypted  P-code  is  denoted  Y-code.  The  A-S  does  not  affect  C/ A- code.  Receivers  equipped  with 
the  utility  to  remove  the  effects  of  S/A  and  A/S  are  called  Precise  Positioning  Service  (PPS)  receivers. 

According  to  the  information  accessible  to  the  civil  community,  SA  should  consist  of: 

1.  a  phase  jitter  of  the  satellite  clocks,  the  effect  of  which  can  be  removed  by  a  strict  common  view 
for  time  transfer,  and 

2.  a  changeable  bias  in  the  broadcast  ephemerides. 

Themet  of  the  two  SA  effects  is  about  100  meters  for  navigation  and  1G7  ns  for  timing.  Some  of  the  bias 
in  the  ephemerides  will  cancel  in  common  view.  The  smaller  the  baseline  the  more  the  cancellation. 

Sincethe  concept  of  limiting  access  to  P-code  to  PPS  users  only  was  withdrawn  and  SA  was  introduced 
instead,  P-cpde  receivers  have  became  available  on  the  market  for  the  general  public.  However  these 
owners  of  P-?code  receivers  are  unable  to  eliminate  the  errors  added  by  SA  to  GPS  signals;  the  only 
advantage  they  keep  is  that  of  using  two  frequencies  Ll  and  L2  in  the  codeless  mode  to  measure 
ionospheric  delay.  The  PPS  users  remove  degradation  by  employing  SA  decription  techniques.  Table 
I  and  II  give  the  approximate  performances  of  GPS  in  terms  of  the  information  available  to  the  civil 
community. 


Table  I.  Effects  of  SA  on  positioning 

OPERATING  MODE 

PPS  USERS 

SPS  USERS 

SA 

A-S 

P(Y)-CODE 

C/A-CODE 

P-CODE 

C/A-CODE 

OFF 

OFF 

16  m 

30  m 

16  m 

30  m 

ON 

OFF 

16  m 

30  m 

100  m 

120  m 

OFF 

ON 

16  m 

30  m 

1 

30  m 

ON 

ON 

16  m 

30  m 

7 

120  m 

Table  II.  Effects  of  SA  on  the  dissemination  of  GPS  time 

OPERATING  MODE 

PPS  USERS 

SPS  USERS 

SA 

A-S 

P(Y)-CODB 

C/A-CODE 

P-CODE 

C/A-CODE 

OFF 

OFF 

15  ns 

40  ns 

15  ns 

40  ns 

ON 

OFF 

15  ns 

40  ns 

142  ns 

167  ns 

OFF 

ON 

15  ns 

40  ns 

7 

40  ns 

ON 

ON 

15  ns 

40  ns 

7 

167  ns 

We  have  observed  in  the  past  several  exercises  which  might  have  been  the  tests  of  SA.  Here  we  give  a 
brief  description  of  them  together  with  the  officially  implemented  SA. 

A)  Exercise  of  September  29  to  October  2,  1989.  During  these  1  days  the  signals  of  Block  I  satellites 
were  perturbed.  This  exercise,  which  may  have  been  a  test  of  SA  showed  a  phase  jitter  of  the 
satellite  clocks  and  a  degradation  of  ephemerides.  In  it. 
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•  the  slopes  of  linear  fit  to  a  13-minute  track  increased  from  the  usual  15  ps/s  to  100  ps/s. 
These  slopes  were  different  for  simultaneous  observations  in  different  laboratories.  For 
example,  for  PEN  13  observed  on  September  29,  1990  at  19hl8m  UTC,  the  slope  was  of 
-105  ps/s  at  OP  and  -26  ps/s  at  NIST.  This  would  indicate  a  bias  in  ephemerides, 

•  the  comparison  by  common-view  of  UTC(OP)  with  UTC(PTB)  (distant  of  about  700  km) 
had  a  standard  deviation  of  15  ns  instead  of  the  usual  several  nanoseconds,  but  comparison 
of  UTC(OP)  with  UTC(NIST)  (distant  of  about  7500  km)  had  a  standard  deviation  of  100 
ns  instead  of  the  usual  15  ns.  This  indicates  an  error  in  ephemerides  which  can  partially 
be  cancelled  over  short  distances. 


B) :  Exercises  on  PEN  14.  During  several  months  before  implementation  of  SA  the  first  satellite  of 

Block  II,  PEN  14  was  submitted  for  short  times  to  degradation  which  seemed  to  consist  only  in 
phase  jitter. 

C)  “March — August  1990”  Implementation  of  SA.  On  March  25,  1990  all  satellites  of  Block  II  were 

subjected  to  Selective  Availability  (see  Fig.  1).  The  discrepancy  of  UTC(USNO)  —  GPS  time 
values  has  increased  by  a  factor  of  ten.  As  during  the  exercise  of  September  29  —  October  2, 1989 
the  slopes  of  13-minute  tracks  have  increased  by  approximately  the  same  amount.  However  the 
slopes  were  quite  similar  for  simultaneous  observations  from  different  laboratories.  For  example, 
for  PEN  14  observed  on  March  30,  1990  at  6h30m  UTC,  the  slope  was  -107  ps/s  at  OP  and 
—113  ps/s  at  USNO.  The  slight  difference  between  these  two  slopes  is  certainly  due  to  local 
conditions  of  observations  such  as  multipath  propagation,  rather  bad  estimation  of  ionospheric 
delays.  . . .  Moreover,  the  common-view  comparisons  entirely  removed  the  S A.  This  means  that 
the  SA  consisted  manly  of  a  phase  jitter  of  satellite  clocks  without  ephemeride  degradation.  The 
SA  introduced  on  March  25  was  suspended  between  June  24  and  30,  July  8  and  14.  On  August 
10,  1990  it  was  removed  and  has  not  yet,  at  the  time  of  the  meeting,  been  reimposed. 


DISSEMINATION  OF  TIME 


The  GPS  is  primarily  a  tool  of  time  dissemination.  Many  users  employ  the  GPS  to  acquire  GPS 
time  or  UTC  for  use  in  real  time  or  in  post-processing.  Eeal  time  access  to  GPS  time  can  easily  be 
realized  with  an  uncertainty  of  100  ns  when  SA  is  off.  With  some  post -processing  this  value  can  be 
considerably  reduced. 

What  happens  when  SA  is  activated  can  be  seen  on  Fig.  1.  Eeal-time  access  to  GPS  time  by  a 
single  space  vehicle  can  be  realized  with  an  uncertainty  of  several  hundreds  of  nanoseconds.  This 
is  satisfactory  for  some  applications.  A  more  accurate  access  to  GPS  time  can  be  obtained  with 
postprocessed  smoothed  data.  The  results  depend  of  the  length  of  the  smoothed  period.  From  the 
results  given  by  Table  III  we  can  conclude  that  the  effects  of  SA  on  time  dissemination  can  be  reduced 
to  the  level  of  30  ns  when  smoothing  (Vondrak  smoothing^^^  the  data  over  10  days  (see  also  Fig.  2). 
Smoothing  over  1  day  gives  about  100  ns  and  over  3  days  about  50  ns.  Moving  average  of  one  day 
and  three  days  provides  similar  results. 
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ACCURATE  TIME  COMPARISONS  VIA  COMMON  VIEW 

In  time  metrology  there  is  a  need  for  accurate  comparisons  of  remote  atomic  clocks.  Ideally  the 
method  of  comparison  employed  should  not  obscure  the  performance  of  the  clocks.  The  simultaneous 
observations  of  GPS  satellites,  known  as  the  common-view  approach,  has  proved  to  be  very  close  of 
this  ideal^^'  Moreover  during  the  implementation  of  SA,  precisely  synchronised  common- views 
entirely  remove  the  effects  of  satellite  clock  phase  jitter.  The  common  view  approach  also  reduces  the 
effect  of  ephemeride  degradation^®!. 

During  this  study  for  Block  I! satellites  we  used  strict  common-views  with  synchronization  to  1  second 
(assuming  that  both  receivers  use  the  same  reference  time  for  monitoring  the  tracks),  and  the  tracks 
of  the  full  standard  length  of  13  minute.  We  have  used  raw  data  with  no  correction  for  broadcast 
epliemerides  or  ionospheric  model.  The  antennas  coordinates  were  corrected  [7,8].  The  values  of 
UTG(OP)— UTC(USNO)  are  smoothed  (Vondrak  smoothing!®!)  over  the  periods  of  ten  days.  The 
results  are  given  by  Table  IV,  and  are  illustrated  by  Fig.  3. 

Clearly,  strict  common-views  completely  eliminate  the  effects  of  SA,  which  means  that  there  is  no 
ephemeride  degradation.  The  distance  between  OP  and  USNO  being  about  6000  km,  a  large  error  in 
ephemerides  would  introduce  a  major  discrepancy.  The  slight  difference,  a  few  nanoseconds,  between 
the  results  of  Block  I  and  Block  II  comes  from  the  use  of  different  ensembles  of  satellites.  This  can  be 
the  effect  of  broadcast  ephemerides,  model  of  ionosphere,  multipath  propagation. . . 

The  results  of  another  common-view  comparison  of  two  distant  laboratories  (OP  and  NIST)  during 
implementation  of  SA  can  be  found  in!^!. 


CONCLUSIONS 

This.study  shows  that  the  March— August  1990  implementation  of  SA  consisted  only  of  satellite  clock 
phase  jitter,  and  can  be  entirely  removed  by  strict  common-views.  The  satellite  ephemerides  were 
not  degraded.  This  is  fortunate  for  time  metrology,  and  brings  the  hope  that  even  degraded  GPS 
signals  will  allow  high  accuracy  time  comparisons  without  painful  and  time  wasting  correction  of 
ephemerides. 

At  present,  however,  there  is  no  certainty  that  SA  will  continue  to  be  implemented  in  this  way.  The 
exercise  of  September  29  — October  2  1989  shows  that  the  degradation  of  ephemerides  is  possible.  For 
this  reason  the  community  of  time  metrologj  is  well  advised  to  continue  its  efforts  in  studying  possible 
techniques  for  the  correction  of  degraded  ephemerides.  Various  approaches  are  now  being  considered 
[6].  These  include  the  use  of  precise  ephemerides  or  the  use  of  the  differences  between  broadcast 
undegraded  and  broadcast  degraded  ephemerides  if  provided  by  OCS.  At  present  the  delay  of  three 
months  with  which  precise  ephemerides  are  accessible  is  a  major  obstacle  to  their  use  on  an  operational 
basis.  Additionally,  the  use  of  precise  ephemerides  requires  the  record  of  broadcast  ephemerides  in 
'ome  laboratories  around  the  world  (one  per  area).  At  present  the  broadcast  ephemerides  are  recorded 
regularly  at  BIPM  (Sevres,  France)  and  NIST  (Boulder,  Colorado). 

The  implementation  of  SA  is  a  severe  drawback  in  terms  of  direct  access  to  time,  but  for  delayed 
dissemination  of  time  the  effects  of  SA  can  be  considerably  reduced. 
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LIST  OF  ACRONYMS  AND  ABBREVIATIONS 


A-S 

Anti-Spoofing 

BIPM 

Bureau  International  des  Poids  et  Mesures 

CV 

Common-View 

C/A-Code 

Coarse/Acquisition  Code 

DoD 

United  States  Department  of  Defence 

GPS 

Global  Positioning  System 

JPL 

Jet  Propulsion  Laboratory 

OCS 

GPS  Operational  Control  Segment 

OP 

Paris  Observatory 

NASA 

National  Aeronautic  and  Space  Agency 

NIST 

National  Institute  of  Standards  and  Technology 

P-Code 

Precision  Code 

PPS 

Precise  Positioning  Service 

PTB 

Physikalisch-Technische  Reichsanstalt 

SA 

Selective  Availability 

SPS 

Standard  Positioning  Service 

SV 

Space  Vehicle 

USNO 

US  Naval  Observatory 

UTC 

Coordinated  Universal  Time 
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Table  III.  10-days  smoothed  values  of  UTC(lc)  -  GPS  time. 
Unit:  1  nanosecond. 


UTC(OP)  -  GPS  time 


Date 

By  Block  I 

By  Block  II 

Block  I 

SA  on 

1990 

28  SV 

64  SV 

-Block  II 

Block  ; 

May 

18 

-318 

-352 

34 

ON 

May 

28 

-252 

-266 

14 

ON 

June 

7 

-141 

-135 

-6 

ON 

June 

17 

-12 

-21 

9 

ON 

June 

27 

116 

112 

4 

ON 

July 

7 

123 

98 

25 

ON 

July 

17 

-i6 

15 

-31 

ON 

July 

27 

-137 

-126 

-11 

ON 

Aug. 

6 

-162 

-137 

-25 

ON 

Aug. 

16 

-92 

-96 

4 

OFF 

Aug. 

26 

27 

33 

-6 

OFF 

UTC(USNO)  - 

GPS  Time 

Date 

By  Block  I 

By  Block  II 

Block  I 

SA  on 

1990 

45  SV 

12  SV 

-Block  II 

Block  : 

May 

18 

-105 

-111 

6 

ON 

May 

28 

-52 

-88 

36 

ON 

June 

7 

28 

0 

28 

ON 

June 

17 

128 

142 

14 

ON 

June 

27 

232 

232 

0 

ON 

July 

7 

254 

238 

16 

ON 

July 

17 

111 

115 

-4 

ON 

July 

27 

-40 

-34 

-6 

ON 

Aug. 

6 

-120 

-120 

0 

ON 

Aug. 

16 

-118 

-118 

0 

OFF 

Aug. 

26 

-38 

-33 

-5 

OFF 
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Table  IV.  UTC(PP)  -  UTC(USNO)  by  common-view. 
Unit:  1  nanosecond. 


Date 

by  Block  I 

by  Block  II 

Block  I 

SA  on 

1990 

t  cv 

3  CV 

-Block  II 

Block  II 

Mar. 

9 

-790 

-788 

-2 

OFF 

Mar. 

19 

-706 

-709 

3 

OFF 

Mar. 

29 

-577 

-574 

-3 

ON 

Apr. 

8 

-485 

-482 

-3 

ON 

Apr. 

18 

-410 

-410 

0 

ON 

Apr. 

28 

-365 

-365 

0 

ON 

May 

8 

-296 

-293 

-3 

ON 

May 

18 

-213 

-215 

2 

ON 

May 

28 

-215 

-211 

-4 

ON 

June 

7 

-171 

-169 

-2 

ON 

June 

17 

-160 

-157 

-3 

ON 

June 

27 

-140 

-140 

0 

ON 

July 

7 

-i48 

-149 

1 

ON 

July 

17 

-144 

-147 

3 

ON 

July 

27 

-112 

-111 

-1 

ON 

Aug. 

6 

-61 

-58 

-3 

ON 

Aug. 

16 

-6 

-5 

-1 

OFF 

Aug. 

26 

-51 

-48 

-3 

OFF 
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nOnoseconds  nor>os^orvds 


Figure  3.  Conunon-vlews  between  Paris  Observatory  and  US 
Naval  Observatory  (dlstante  of  about  6000km) 
over  a  periods  of  10  days.  Dashed  lines 
represent  smoothing. 
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QUESTIONS  AND  ANSWERS 


Unidentified  Questioner:  What  smoothing  algorithm  did  you  use? 

Mr.  Lewandowski  and  David  Allan:  The  data  that  you  saw  used  Vondrak  smoothing  before 
the  SA,  but  the  actual  smoothing  on  the  one  day,  three  day  and  ten  day  samples  was  just  simple 
averaging. 

Dr.  Gernpt  Winkler,  U.S  Naval  Observatory:  The  noise  is  not  white,  and  it  is  not  Gaussian. 
Under  these  conditions,  averages  are  not  the  optimum  estimator  of  the  center  of  the  distribution.  I  have 
made  some  tests  using  simply  the  median  of  neighboring  values,  and  if  you  have  sufficient  numbers  of 
observations,  and  of  course  we  will  have  more  with  more  satellites,  this  becomes  much  more  effective. 


Professor  Carroll  Alley,  University  of  Maryland:  Is  there  any  evidence  of  periodicity  in  the 
noise?  What  is  the  shortest  time  between  which  you  can  do  these  comparisons? 

Mr.  Lewandowski:  The  time  between  observations  was  30  minutes.  We  were  just  looking  for 
common  view  time  comparisons. 

Unidentified  Questioner:  In  view  of  the  political  environment,  is  there  any  change  in  the  SA 
policy? 

Mr.  Lewandowski:  No  one  knows!  At  least  they  are  not  saying! 
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TIME  SCALE  ALGORITHM:  DEFINITION  OF 
ENSEMBLE  TIME  AND  POSSIBLE  USES 
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Abstract 

The  work  reported  in  this  paper  takes  place  in  a  general  theoretical  overview  concerning  the  generation 
of  an  ensemble  time  scale.  Different  algorithms  can  be  designed  to  match  the  particular  needs  of  users  and 
the  available  sets  of  clocks  and  time  measurements.  In  all  cases  however,  the  statistical  treatment  of  clock 
data  requires  at  least: 

•  the  definition  of  an  average  time  scale, 

•  the  specification  of  a  procedure  to  optimize  the  contribution  of  each  clock, 

9  the  implementation  of  a  filter  on  each  clock  frequency  to  provide  a  means  of prediction. 

Here,  the  comparative  study  of  two  time  scale  algorithms,  devised  to  satisfy  different  but  related  require¬ 
ments,  is  presented.  They  are  ALGOS(BIPM),  producing  the  international  reference  TAI  at  the  Bureau 
International  des  Poids  et  Mesures,  and  ATI  (NIST),  generating  the  real-time  lime  scale  ATI  at  the  National 
Institute  of  Standards  and  Technology.  In  each  case,  the  time  scale  is  a  weighted  average  of  clock  readings, 
but  the  weight  determination  and  the  frequency  prediction  are  different  because  they  are  adapted  to  different 
purposes. 

The  possibility  of  using  a  mathematical  tool,  such  as  the  Kalman  filter,  together  with  the  definition  of  the 
time  scale  as  a  weighted  average,  is  also  analysed.  Results  obtained  by  simulation  are  presented. 


INTRODUCTION 

To  keep  time  is  to  accumulate,  without  discontinuity,  time  scale  units  d  ,.ose  as  possible  to  the  SI 
second  as  defined  in  1967  by  “the  duration  of  9192631770  periods  <'''  t  radiation  corresponding  to 
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the  transition  between  the  two  hyperfine  levels  of  the  ground  state  of  the  caesium  atom” 

Time  laboratories  have  at  their  disposal  commercial  caesium  clocks.  But  physical  devices  can  fail,  so 
these  laboratories  are  inevitably  led  to  keep  not  one,  but  several  clocks  which  are  together  treated  as 
an  ensemble.  Clock  readings  are  then  combined  through  an  algorithm  designed  to  raise  the  stability, 
accuracy  and  reliability  of  the  time  scale  above  the  level  of  performance  of  any  individual  clock  in  the 
ensemble. 

In  the  design  of  a  time  scale  algorithm  there  is  no  general  solution.  Rather  the  fundamental  ingredi¬ 
ents  should  be  artfully  mixed  to  match  the  available  time  measurements  and  the  needs  of  the  user. 
Some  of  these  ingredients  are  the  definition  of  an  average  time  scale,  the  specification  of  a  weighting 
procedure,  the  determination  of  a  means  to  predict  clock  frequencies  and  the  implementation  of  a 
filter  on  measurement  noise. 

In  this  paper  the  key  point  of  the  definition  of  the  time  scale  is  highlighted  for  different  algorithms. 
In  a  first  section,  we  propose  the  comparative  study  of  two  time  scale  algorithms:  ALGOS(BIPM)f^^, 
producing  the  international  reference,  TAI,  at  the  Bureau  International  des  Poids  et  Mesures,  and 
ATl(NIST)^^^,  generating  the  real-time  time  scale,  ATI,  at  the  National  Institute  of  Standards  and 
Technology.  Though  the  weight  determination  and  the  frequency  prediction  are  different,  because 
they  are  adapted  to  different  purposes,  these  two  algorithms  rely  on  the  same  definition  of  the  time 
scale. 

In  a  second  section  we  emphasize  the  possible  use  of  the  Kalman  filter  for  a  time  scale.  This  mathe¬ 
matical  tool  is  first  briefly  presented  and  then  shown  as  being  valuable  help  in  the  efficient  processing 
of  clock  data.  Here  we  show  with  three  examples  of  algorithms  based  on  Kalman  filteringt'^*  that 
this  technique  can  be  unpowerful  for  the  elaboration  of  a  time  scale  if  an  equation  of  definition  is  not 
set.  Finally,  our  own  view  of  how  to  take  advantage  of  the  Kalman  filter  is  given  together  with  results 
obtained  from  simulated  clock  data. 


Note:  In  what  follows  symbols  ai’e  defined  as: 


t: 

Hr. 

vr 

Xi{t)=TA  -  hi{t): 


N 

Xij{t)  =  hj{t)  -  ht{t)  =  x,{t)  -  Xj{t) 


r: 


date  of  the  time  scale  update, 
clock  identification, 
reading  of  clock  //,-  at  date  i 

(this  quantity  is  not  directly  accessible  by  experiment), 

weight  assigned  to  clock  Hi, 

clock  H  -  i  time  offset  from  the  time  scale 

TA  under  computation 

(this  quantity  gives  user  access  to  the  time  scale), 
clocks  number, 

measurement  between  clock  Hj  and  clock  //,  at  date  i, 
time  interval  between  two  measurement  cycles. 


1.  COMPARATIVE  STUDY  OF  ALGOS  (BIPM)  AND  ATI  (NIST) 

The  detailed  analysis  of  the  comparison  of  the  two  algorithms,  ALGOS(BIPM)  and  ATl(NIST),  has 
been  published  elsewhere^^^.  Here  we  give  only  the  main  features  of  that  study  in  order  to  focus  on 
the  definition  of  the  time  scale  in  these  two  cases. 
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f-1  AEGOS(BIPM) 


ALGOS(:BIPM)  produces  the  international  reference,  TAI  (temps  atomique  international),  at  the 
Bureau  International  des  Poids  et  Mesures  (Sevres,  France).  The  requirement  here  is  for  extreme 
reliability  and  long-term  stability.  To  this  end,  TAI  relies  on  a  large  number  of  clocks  of  different 
types,  located  in  different  parts  of  the  world  and  connected  in  a  network  allowing  the  precise  exchange 
of  time  data.  Although  measurements  are  performed  at  intervals  of  r=10  days,  the  definitive  update  of 
lAI  is  obtainedTrom  an  iterative  and  post-processed  procedure  which  treats,  as  a  whole,  two- mouth 
blocks  of  :data  and  so  ensures  long-term  stability^^’  One  important  consequence  is  that  TAI  is  a 
deferred-time  time  scale. 

The  first  step  in  the  establishment  of  TAI  is  the  computation  of  a  free  atomic  time  scale,  EAL  (echelle 
atomique  libre),  obtained  as  a  weighted  average  of  clock  readings.  TAI  is  then  derived  from  EAL 
with  a  frequency  steering  in  order  to  ensure  accuracy.  For  each  date  t  of  the  two- month  interval  of 
computation  [to,  to  +  60  days],  EAL  is  defined  as: 

EAUt)  =  S! - - .  (1) 

& 

1=1 

In  this  equation,  p,  is  the  weight  assigned  to  clock  //,,  and  h[{i)  is  a  time  correction  applied  at  date 
rto  ensure  time  and  frequency  continuity  of  the  scale  when  the  weights  of  clocks  or  the  total  number 
of  clocks  is  changed!®!; 


h\{t)  =  a;, -(to)  +  Bip  •  {t  -  to),  (2) 

here  B{p(t)  is  the  frequency  of  clock  H,,  relative  to  EAL,  predicted  for  the  period  to,  t. 

From  equation  (1)  and  the  above  notations,  we  get  the  system  of  equations: 

'  N  N 

^  y^pt^i(o = /Q\ 

j-l  i-l  '  '■  ■' 

X{j(t)  —  Xi(t)  —  Xj{t) 

The  time  meaisurements  are  chosen  to  be  non-redundant  so  that  the  system  (3)  is  deterministic  with 
N  equations  and  N  unknowns  and  so  is  exactly  solvable  at  each  date  t.  The  results  are  the  quantities 
Xi(to  -b  nr)  with  n  =  0,  1,  2,  3,  4,  5  and  6  for  each  clock  II,.  Clock  H,  frequency  B,{to  -b  60  days) 
for  the  two-month  interval  under  computation  is  obtained  as  the  least  squares  slope  of  the  quantities 
X{{to  +  nr). 

The  detailed  and  complete  description  of  the  weighting  procedure  is  described  elsewhere!^!.  The 
general  principle  is  that  the  weight  assigned  to  clock  //,  is  set  to  be  inversely  proportional  to  the 
frequency  variance  of  the  clock  over  six  two  month  samples.  This  ensures  the  long  term  stability  of 
EAL  and  allows  deweighting  for  seasonal  fluctuation.  An  upper  limit  of  weight  and  a  system  for  the 
detection  of  abnormal  behaviour  are  also  in  use  in  ALGOS(BIPM). 


The!frequency  prediction  is  a  one  step  linear  predictions’ll,  the  supposition  being  that  each  clock  most 
likely  behaves  in  the  present  two-month  interval  as  it  did  in  the  previous  one.  This  is  the  optimal 
estimate  for  random  walk  frequency  modulation,  which  is  the  predominant  clock  noise  for  two-month 
averaging  time. 

1-2;  ATI  (NIST) 

The  ATI  time  scale,  developed  at  the  National  Institute  of  Standards  and  Technology  (Boulder,  Co, 
USA)iis  used  for  scientific  studies.  The  basic  requirement  is  to  provide  definitive  access  to  the  time 
scale  in  near  real  time,  with  no  post -processing  or  reprocessing.  It  is  an  average  time  scale  derived  from 
measurements  taken  from  about  10  commercial  clocks  located  on  the  site.  The  ATl(NIST)  algorithm 
estima.tes  time,  adaptative  weight  and  frequencyPl  for  each  contributing  clock  at  each  measurement 
cycle,  at  present  r  =  2  hours. 

The  equations  for  computing  the  time  scale  at  date  t  are  based  on  predicted  values  x,  and  y,  for  the 
time  and  frequency  of  each  clock.  The  predicted  time  difference  x,(t)  of  clock  H,  relative  to  ATI,  for 
the  date  t,  involves  the  time  offset  Xt{t  -  r)  obtained  from  the  previous  computation  and  the  frequency 
yi{t  ~  r)  estimated  at  date  t  —  r  and  predicted  for  the  next  r  period.  This  is  written  as: 

Xi{t)  =  Xi{t  -  r)  +  yi{t  -  r)  •  r.  (4) 

This  equation  is  completely  similar  to  (2)  in  the  description  of  ALGOS(BIPM)  if  <  -  to  is  set  equal  to 

T. 

The  definition  of  the  time  scale  itself  is  written  as: 

Xi{i)  =  -  —  .  (5) 

3=1 

where  Xij(t)  is  the  non-redundant  set  of  time  measurements. 

A  trivial  transformation  of  (5)  leads  to: 

N 

Y,Pj[ij{t)  -  xj{t)]  +  xi{i) 

Xi{t)  =  -  jj  ,  (6) 

i=i 

so  that  we  get  the  system  of  equations: 

.  a:.-f(0  =  2:,-(t)  -  Xj{i) 
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This  is  a  system  of  N  equations  with  N  unknowns,  equivalent  to  system  (3)  for  ALGOS(BIPM). 
The-analggy  in  the  definition  of  EAL  and  ATI  time  scales  is  then  complete. 

Weights  ^,  appearing  in  (5),  designed  to  ensure  stability,  have  been  determined  in  the  previous  eonipu- 
tation  at  date  <  -  r  with  an  exponential  filter  over  the  time  deviations  between  predicted  and  estimated 
time  differences  of  the  last  Nt  periodsl^h  The  time  constant  Nr  is  usually  set  at  20  to  30  days.  These 
time  deviations  are  also  corrected  for  the  bias  introduced  by  the  correlation  between  the  clock  itself 
and  theraverage  time  scale^^^.  A  detector  of  abnormal  behaviour  and  an  upper  limit  of  weight^^^  exist 
also  in  ATl(NIST). 

The  predicted  frequency  y,(t)  comes  from  an  exponential  weighted  average  of  pa..t  and  present  mean 
frequencies.  The  time  constant  of  this  exponential  filter  being  characteristic  of  the  statistical  behaviour 
of  eacEcontributing  clock. 

Conclusions 

The  ALGOS(BIPM)  and  ATl(NIST)  algorithms  rely  on  the  same  basic  definition  of  the  time  scale, 
generated  as  a  weighted  average  of  clock  readings.  They  also  present  other  common  features;  mea¬ 
surements  of  time  differences  are  treated  as  having  negligible  uncertainties  and  clocks  are  supposed 
uncorrelated  among  them. 

The  appropriate  way  to  determine  clock  weights  and  to  predict  clock  frequencies  depends  essentially  on 
the  available  measurements  (number  of  clocks,  measurement  sampling)  and  on  the  properties  required 
for  the  resulting  time  scale  (real-time  updating  or  deferred-time  post-processing). 

2.  TIME  SCALES  BASED  ON  KALMAN  FILTERING 

2-1  KALMAN  FILTERING  OUTLINE 

The  Kalman  filter,  which  is  used  in  many  signal  processing  applications,  is  a  tool  well  adapted  foi 
stochastic  estimation  and  prediction.  It  is  a  recursive  and  linear  filter,  optimal  in  the  sense  of  least 
■squares  estimation^®' 

Its  property  of  recursivity  makes  of  this  filter  an  interesting  tool  for  help  in  the  elaboration  of  a  time 
scale:  it  cdlows  a  definitive  treatment  at  each  measurement  cycle  and  provides  a  means  of  prediction 
for  the  next  step.  The  system  under  estimation,  in  the  case  of  a  time  scale,  includes  clock  time  offsets 
and  clock  frequencies.  The  evolution  with  time  of  these  quantities  can  easily  be  represented  by  a  linear 
model,  linearity  being  a  necessary  condition  for  application  of  the  Kalman  filter  theory.  In  addition 
measurement  noise  and  correlation  among  clocks  can  naturally  be  inserted  in  the  model  whereas  it  is 
not  the  case  for  the  two  previous  algorithms. 

Here  is  a  brief  description  of  how  Kalman  filtering  operates.  The  intention  is  to  avoid  equations  which 
can  be  found  elsewhere!^ but  rather  present  basic  ideas  in  the  schematic  way  of  Fig.  1  and  2. 

Consider  a  dynamical  system  which  evolves  linearly  with  time.  At  date  i  its  state  is  represented  by 
a  vector  X(i).  We  wish  to  estimate  this  vector  using  measurements,  obtained  with  a  r  measurement 
cycle,  for  tiir.es  preceding  date  i.  Suppose  that  the  system,  state  was  estimated  at  date  t  -  r  by  the 
vector  X(t  -  rjl  -  r),  a  quantity  which  must  be  read  as  estimate  of  X  at  date  i  -  t  knowing 
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all  the  measurements  up  to  date  t  -  t.  This  estimate  has  an  error  given  by  a  covariance  matrix 
-rfi  —  r)  and  represented  on  Fig.  1. 

According  to  the  model  of  evolution  and  to  the  noise  of  the  model  given  by  the  covariance  matrix 
Q{t),  the  transition  step  of  the  Kalman  filter  (Fig.  1)  allows  us  to  estimate  the  predicted  state  of  the 
system  at  date  f,  knowing  all  the  measurements  up  to  date  t-  t:  the  vector  X{t/i  -  r).  The  error  on 
the  estimation  of  this  vector  is  given  by  the  matrix  T{t/i  -  r),  which  includes  the  matrix  Q{t).  This 
error  is  larger  than  the  error  at  date  t-  t,  mainly  because  the  model  is  not  perfect  (see  Fig.  1). 

We  now  represent  a  new  measure  by  a  vector  Z{t)  which  is  affected  by  an  error  given  by  the  matrix 
R{t)  and  represented  on  Fig.  1.  From  the  predicted  state  at  date  t  and  this  new  information,  the 
Kalman  filter  computes  a  new  estimate  of  the  state  of  the  system  according  to  an  “update  adjustment” 
described  in  Fig.  2.  This  new  estimate  is  represented  by  the  vector  X{tft)  affected  by  a  covariance 
matrix  T{t/i),  the  trace  of  which  has  been  minimized. 

The  update  adjustment  of  Fig.  2  builds  the  new  estimate  from  the  old  one  and  from  the  innovation 
weighted  by  the  Kalman  gain.  The  innovation  represents  the  new  information  contained  in  the  last 
measurement:  it  is  simplj  the  difference  between  the  real  measure  and  a  predicted  merisure,  expected 
from  the  predicted  state  at  i  knowing  i  -  t.  The  Kalman  gain  K{t)  is  given  by  a  complex  expression 
involving  all  the  errors  which  affect  the  system,  mainly  F,  Q  and  Qualitatively,  if  the  mea¬ 

surement  Z{t)  is  very  good,  that  is,  affected  by  a  very  small  error,  the  Kalman  gain  at  date  t  will 
be  large  so  that  the  new  estimate  of  the  system  state  will  largely  rely  upon  the  new  observation.  On 
the  contrary,  if  the  measurement  is  very  bad,  the  adjustment  process  of  the  Kalman  filter  will  tend  to 
ignore  it. 

At  last  one  more  detail;  the  noises  which  are  involved  in  the  Kalman  recurrence  must  be  white  noises. 

2-2  EXAMPLES  OF  APPLICATION  OF  THE  KALMAN  FILTERING  TO  THE 
COMPUTATION  OF  A  TIME  SCALE 

The  first  attempt  to  apply  the  Kalman  filter  to  the  problem  of  time  scales  was  performed  by  Tryon 
and  Jones  in  1982^'*^.  Their  system  is  an  ensemble  of  N  clocks.  The  system  state  A'(t)  has  2N 
components;  the  N  clock  time  offsets  h,(t)  and  the  N  clock  frequencies  y,{t)  relative  to  an  ideal  time 
scale.  The  model  integrates  each  clock  time  and  frequenej  affected  by  white  frequency  noise  and 
random  walk  frequency  modulation.  The  measurement  vector  Z{t)  is  composed  of  the  (N-1)  time 
differences,  measured  between  each  clock  and  the  reference  clock.  The  measurement  noise  is  supposed 
to  be  negligible.  The  result  of  the  Kalman  recursivity  is  an  estimate  of  how  each  clock  departs  from 
an  ideal  time  scale,  but  it  is  found  that  the  error  of  this  estimate  alwajs  increases  with  time.  This 
non-convergence  of  the  covariance  matrix  F  arises  from  the  lack  of  observability  of  the  system:  N 
quantities  li,{t)  being  estimated  from  only  (X-1)  measurements.  In  this  case  the  Kalman  filter  is  an 
efficient  tool  for  filtering  the  data  noise  but,  isolated,  it  does  not  have  the  power  to  build  an  average 
time  scale. 

Another  example  is  the  approach  developed  by  SteiiJ®^  where  a  Kalman  filter  is  applied  on  the  time 
measurements  x,j{t)  themselves,  to  smooth  out  the  white  phase  noise.  These  filtered  measurements 
are  then  used  to  predict  the  time  offset  of  agiven  clock,  relative  to  the  ensemble  time,  in  (N  1)  different 
ways,  each  way  passing  through  another  clock  of  the  ensemble.  The  definitive  estimate  of  this  time 
offset  comes  from  a  weighted  average  of  these  different  predictions.  The  weighted  average  is  defined 
by  (3)  or  (5)  and  computed  with  astatic  and  robust  Kalman  filter. 
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The  Kalman  filter  is  also  used  for  time  scales  as  a  complement  to  the  ATl(NIST)  algorithm  for 
frequency  step  detection.  This  work,  proposed  by  Weiss  and  Weissertt°l,  utilizes  the  results  x,(t)  of 
ATI  in  order  to  realize  pseudo-measurements  of  the  frequency  of  each  clock  relative  to  the  ensemble 
time.  The  white  noise  of  these  pseudo-measurements  is  filtered  and  so  gives  access  to  the  random 
walk  component  of  each  frequency  and  to  the  variance  of  this  estimation.  They  are  then  tested  for 
passible  step. 

2.3  A  NEW  PROPOSAL  FOR  USING  THE  KALMAN  FILTER  IN  TIME  SCALE 
GENERATION 

Here  we  propose  a  nevv  approach  for  using  the  Kalman  filter  in  time  scale  generation  and  present 
results  obtained  with  simulated  clock  data. 

We  start  with  the  same  hypothesis  and  defining  equations  as  were  used  for  ALGOS(BIPM)  and 
ATl(NIST). 

Suppose  an  ensemble  of  N  clocks,  the  frequencies  of  which  are  uncorrelated.  One  clock  is  chosen  as 
the  reference.  Each  day  N-1  time  measurements  are  performed  (r  —  1  day).  Suppose  also  that  the 
whitesphase  noise  of  the  measurements  is  smoothed  out  before  the  main  computation  of  the  time  scale 
so  that  it  can  be  treated  as  negligible.  The  ensemble  time  scale  is  defined  by  (3)  or  (5)  as: 

N 

+  r)  -  xij{t  +  r)] 

xj{i  +  r)  =  -  (8) 

»=i 


with:  Xi{t  +  r)  =  Xi(t)  +  y{(t)  •  r,  similar  to  (4), 

where  p,(t)  is  the  predicted  frequency  for  the  interval  [t,  i  +  r]. 

The  weight  p,  and  the  predicted  frequency  relative  to  the  time  scale,  of  eacli  clock  are  chosen 
outside  the  main  computation  to  ensure  the  best  long-term  stability. 

Now  we  wish  to  improve  the  short-term  stability  of  the  scale.  For  this  purpose  we  use  N-1  Kalman 
filterings,  each  of  them  operating  on  just  two  clocks,  the  reference  clock  Hj  and  another  one  chosen 
among  the  ensemble  //,.  This  decoupling  supposes  that  the  N-1  pairs  of  clocks  are  uncorrelated,  which 
is  theoretically  not  true,  as  the  same  reference  clock  is  involved  in  each  pair.  However,  one  can  choose 
the  least  noisy  clock  as  reference  and  suppose  the  coupling  to  be  small.  Anjway  the  correlation  of  the 
N-1  pairs  can  be  easily  inserted  in  a  Kalman  filter  operating  on  all  the  pairs  together. 

For  each  Kalman  filter,  the  state  of  the  system  is  composed  of  a  single  quantity,  the  frequency 
at  date  t  of  clock  //,  relative  to  the  reference  clock.  The  model  of  evolution  of  the  system  is  written 
as: 


yij{i  +  ")  =  yij{l)  +  ocij  ,  f9) 

where  is  white  noise  driving  the  random  walk  frequency  modulation  of  the  clock.  The  Q  matrix  is 
reduced  here  to  the  variance  of  the  white  noise  a;j. 
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Frequency  measurements  are  deduced  from  time  measurements  with  the  equation: 

+  =  yo) 

and  are  affected  with  white  frequency  modulation  Pij,  with  variance  R. 

The  application  of  the  Kalman  filter  leads  to  an  estimation  of  the  random  walk  component  of  the  fre¬ 
quency  of  clock  Ht  relative  to  clock  Hj  while  smoothing  out  the  white  frequency  modulation. 

Now,  the  filtered  estimate  +  r)  of  the  frequency  y,j(t  +  r)  can  be  introduced  in  the  equation  of 
definition  of  the  time  scale  as: 

J^Pi[x{(i)  +  yi{t)  •  r]  -  +  y-jit  +  r)  •  r] 

+  r)  =  -  (11) 

i=l 

or 

EPib.CO  -  a:o-(i)]  +  ^)  •  f] 

+  - +  i22 - -  (12) 

ZPi  E^« 

1=1  i=l 

The  first  term  of  (12)  is  the  time  offset  of  the  reference  clock  Hj  with  respect  to  the  average  time 
scale.  The  second  term  is  the  weighted  average  of  estimations  of  the  frequency  of  clock  Hj  relative  to 
the  time  scale,  obtained  through  clock  i/,  and  the  filtered  frequency  of  clock  //,  relative  to  clock  Jly, 
it  is  then  the  frequency  of  the  reference  clock  Hj  relative  to  the  average  time  scale  at  date  t  +  r. 

Our  proposal  consists  in  filtering  the  white  frequency  modulation  to  estimate  the  random  walk  compo 
nent  of  the  frequency  of  a  clock  relative  to  another  clock  and  then  introducing  this  filtered  frequency 
in  the  definition  of  the  average  time  scale.  This  approach  is  thus  opposite  to  that  developed  by  Weiss 
and  Weissert^®!. 

This  new  procedure  has  been  investigated  with  simulated  clock  data:  6  clocks  were  simulated  with 
different  levels  of  white  frequency  modulation  and  random  walk  of  frequency  for  a  300  day  period. 
One  clock  has  better  short  term  and  long  term  stability  than  the  others,  this  is  chosen  as  the  reference 
clock.  The  frequency  stability  for  the  5  pairs  of  clocks  is  given  on  Fig.  3.  After  filtering  of  the  white 
frequency  modulation,  the  short  term  frequency  stability  for  each  pair  of  clocks  is  largely  improved, 
as  shown  on  Fig.  4.  The  efficiency  of  the  filtering  is  presented  on  Fig.  5  for  a  given  pair  of  clocks:  the 
white  frequency  modulation  is  smoothed  out,  leading  to  the  extraction  of  the  random  walk  component 
of  the  frequency  of  one  of  the  clocks  relative  to  the  other. 

For  the  computation  of  the  time  scale,  the  weight  p,  of  clock  //,  is  chosen  to  be  the  reciprocal  of  its 
Allan  variance  computed  over  30  days.  The  predicted  frequency  of  clock  II,  relative  to  the  time  scale, 
y,,  is  the  average  of  the  previous  30  day  frequency  data.  This  averaging  time  is  chosen  to  improve  the 
long-term  stability  of  the  average  time  scale. 
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The  ffequency  stability  of  the  resulting  time  scale,  computed  either  with  raw  data  or  after  implemen 
tatiohiof  theiKalmah  filtering  procedure,  is  presented  on  Fig.  6;  the  average  time  scale  obtained  with 
filtered  data  has  aJlower  level  of  white  frequency  modulation  and  so  is  more  stable  using  averaging 
time  dn  the  range  1-30  days.  After  a  30 -day  averaging  time,  the  random  walk  frequency  noise  is 
predqminantiand'  the  two  time  scales  have  the  same  behavior. 

CONCLUSIONS 

The  first  step  of  the  construction  of  a  time  scale  is  the  definition  of  the  ensemble  time.  For  most  time 
scale  algorithms  used  in  timing  centers,  the  ensemble  time  is  a  weighted  average  of  clock  readings.  The 
determination  of  the  contribution; of  each  clock  and  the  mode  of  prediction  of  its  frequency  relative  to 
the  time  scale  are  chosen  in  order  to  match  special  user  needs  and  available  time  measurements. 

The  Kalman  filter  is  a  tool  well  adapted  to  time  scale  generation  once  the  definition  of  the  ensemble 
time  has  been  given.  It  helps  to  smooth  out  the  white  phase  noise  of  the  time  measurements.  Its 
use  for  filtering  the  white  frequency  modulation  of  the  clocks  themselves  is  a  new  approach.  In  this, 
case  the  time  scale  is  built  with  the  random  walk  component  of  the  frequencies  of  the  clocks  relative 
to  a  single  clock  chosen  as  reference.  The  short-term  stability  of  the  resulting  time  scale  is  then 
significantly  improved. 
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FIGURE  2:  Schematic  description  of  the  adjustment  process  for  the  Kalman 
filter,  leading  to  the  updated  estimation  of  the  state  of  the  system  (The  H 
matrix,  not  specified  in  the  text,  is  the  'observation  matrix'  which  links 
the  vector  of  the  system  state,  X,  to  the  vector  of  measurement,  Z.  If  all 
the  quantities  under  estimation  are  observable,  H  is  the  matrix  Identity) . 
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Allan  deviation 


300  days 


F.xauRE  5:  Example  of  Kalman  estimation  of  the  random  walk  component  of 
the  frequency: 


measured  frequency 
estimated  frequency 


days 


FIGURE  6:  Stability  of  the  average  time  scales  obtained  with  simulated 
clock  data: 

□  raw  clock  data, 

+  filtered  clock  data. 


QUESTIONS  AND  ANSWERS 


Unidentified  Questioner:  Was  your  data  tested  for  periodicity,  such  as  for  the  apparent  ten  da> 
period-  in  the  graph?  Was  any  Chi  square  test  performed?  Was  the  noise  tested  for  whiteness  and 
Gaussian  behavior? 

J/Is.  Tavella:  Each  type  of  noise  was  obtained  from  random  white  noise. 
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Abstract 

We  are  devebping  a  fieldabk  trapped  ion  frequency  standard  based  on  ions  confined  in  a  hybrid 

rfldc  linear  ion  trap.  This  trap  permits  storage  of  brge  numbers  of  ions  with  reduced  susceptibility  to  the 
second-order  Doppler  effect  caused  by  the  rf  confiningfields.  In  preliminary  measurements  we  have  obtained 
a  stability  of  2 — 3  •  10~^^  for  10,000  second  averaging  times.  These  measurements  were  carried  out  with 
dJ20  mHz  wide  atomic  resonance  line  for  the  40.5  GHz  clock  transition  with  a  second  order  Doppler  shift 
from  the  rf  trapping  field  of  6  •  10~^^. 


INTRODUCTIOr>F 

Atomic  frequency  standards  with  high  stability  for  averaging  times  r  longer  than  1000  seconds  aie 
necessary  for  a  variety  of  astrophysical  measurements  and  long  baseline  spacecraft  ranging  experiments. 
The  millisecond  pulsar,  PSR  1937-f27,  shows  stability  in  its  rotational  period  that  exceeds  that  of  all 
man-made  clocks  for  averaging  times  longer  than  6  months.  Comparison  of  this  pulsar  period  with 
an  earth  based  clock  of  stability  1  •  10"^®  over  averaging  periods  of  one  year  is  expected  to  show  the 
effects.of  very  low  frequency  gravitational  waves[l,2].  Spacecraft  ranging  measurements  across  the  solar 
system  would  be  improved  with  earth  based  clocks  whose  stabilities  exceeded  1  •  10~^^  for  averaging 
times  of  10“*  to  10®  seconds.  This  clock  performance  would  also  improve  gravity  wave  searches  in 
spacecraft  ranging  data.  Another  use  for  long  term  stable  clocks  in  NASA's  Deep  Space  Network 
would  be  in  maintaining  syntonization  with  UTC. 

We  are  developing  a  fieldable  frequency  standard  based  on  ions  confined  in  a  linear  ion  trap 

which  should  show  good  long  term  frequency  stability.  Typically  the  largest  source  of  frequency  offset 
stems  from  the  motion  of  the  ions  caused  by  the  trapping  fields  via  the  second-order  Doppler  or 
relativistic  time  dilation  effect.  Though  a  large  ion  number  is  desirable  for  good  signal  to  noise,  the 
frequency  offset  which  also  grows  with  the  number  of  ions  forces  us  into  a  trade-off  situation  where 
fewer  ions  are  trapped  in  order  tv  reduce  the  (relatively)  large  offset  and  frequency  instabilities  which 
may  result. 

’This  work  represents  the  results  of  one  phase  of  research  carried  out  at  the  Jet  Propulsion  Laboratory,  California 
Institute  of  Technology,  under  contract  sponsored  by  the  National  Aeronautics  and  Space  Administration. 
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In  a  conventional  hyperbolic  or  Paul  trap  ions  are  trapped  around  the  point  node  of  the  rf  electric- 
field  at  the  center  (Fig.  1).  The  strength  of  the  electric  field  and  the  resulting  micromotion  of  the 
trapped  particles  grows  linearly  with  distance  from  this  node  point.  As  ions  are  added  the  size  of  ion 
cloud  grows  until  the  second  order  Doppler  shift  arising  from  the  micromotion  in  the  trapping  field 
dominates  the  second  order  Doppler  shift  from  the  ion’s  thermal  motion  at  room  temperature.  For 
typical  operating  conditions  [3,13]  a  spherical  cloud  containing  2  •  10®  mercury  ions  shows  a  2nd  order 
Doppler  shift  of  2  •  10"^^,  a  value  some  ten  times  larger  than  that  for  mercury  ions  undergoing  room 
temperature  thermal  motion. 

In  order  to  increase  the  number  of  stored  ions  with  no  corresponding  increase  in  second-order  Doppler 
shift  from  ion  micromotion  we  have  designed  and  are  currently  testing  a  hybrid  rf/dc  linear  ion  trap. 
This  trap  confines  ions  along  a  line  of  nodes  of  the  rf  field  (Fig.2).  The  trapping  force  transverse  to 
the  line  of  nodes  is  generated  by  the  ponderomotive  force  as  in  conventional  Paul  traps  while  the  axial 
trapping  force  is  provided  by  dc  electric  fields  [3-7]. 

We  can  compare  the  second-order  Doppler  shift,  A///  generated  by  the  trapping  fields  for  a  cloud 
of  ions  in  a  linear  trap  and  a  conventional  Paul  trap  [3,4]  assuming  that  both  traps  are  operated  so 
that  the  ions  have  the  same  secular  frequency  vj.  When  the  same  number  of  ions  N,  are  held  in  both 
traps  the  average  distance  from  an  ion  to  the  node  line  of  the  trapping  field  is  greatly  reduced  in  the 
linear  trap.  Since  the  perpendicular  distance  from  the  line  of  nodes  determines  the  magnitude  of  the 
rf  trapping  field  the  2nd  order  Doppler  shift  of  an  ion’s  transition  frequency  due  to  motion  in  the 
trapping  field  is  reduced  from  that  of  a  conventional  point  node  trap.  If  R^ph  is  the  ion  cloud  radius 
in  the  Paul  trap  and  L  is  the  ion  cloud  length  in  the  linear  trap  the  Doppler  shift  in  the  two  traps  are 
related  by[3] 
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As  more  ions  are  added  to  the  linear  trap  this  shift  will  increase.  It  will  equal  that  of  the  spherical 
ion  cloud  in  a  hyperbolic  tr.ap  when 


Equations  (2)  and  (3)  are  valid  when  the  ion  cloud  radii,  i?/,„  and  Rsph-,  are  much  larger  than  the 
Debye  length  which  is  the  characteristic  plasma  density  fall  off  length  at  the  ion  cloud  edge  and  is 
about  0.4  mm  for  typical  Hg’*'  ion  plasmas  used  in  frequency  standard  work  [3,13]. 

In  addition  to  its  larger  ion  storage  capacity  the  dependence  of  the  second-order  Duppler  shift  on 
trapping  parameters  in  a  linear  trap  is  very  different  from  that  in  a  conventional  Paul  trap.  For  many 
ions  in  a  Paul  trap  this  shift  is  given  by[3,10) 
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where  u;  is  the  secular  frequency  for  a  spherical  ion  cloud  containing  N  ions  each  with  hargc  to  mass 
ratio  q/m.  c  is  the  speed  of  light  and  to  is  the  permittivity  of  free  space.  Ions  in  a  linear  trap  show  a 
2nd  order  Doppler  shift  from  the  motion  generated  by  the  rf  confining  field  given  by[3] 
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where  L  is  the  length  of  the  ion  cloud. 


In  contrast  to  the  spherical  case  as  described  Eq.(3),  this  expression  contains  no  dependence  on 
trapping  field  strength,  as  characterized  by  to,  and  depends  only  on  the  linear  ion  density  N/L.  If 
for  example,  the  rf  confining  voltage  increases  and  consequently  the  micromution  at  a  given  point  In 
space  increases,  the  ion  cloud  radius  will  decrease  so  that  the  second-order  Doppler  shift  from  ion 
micromotipn  remains  constant.  Similar  statements  can  be  made  about  variations  in  any  parametci 
that  effects  the  radial  confinement  strength  [4]. 


The  sensitivity  of  the  finite  length  linear  trap  to  variations  in  radial  trapping  strength  (characterized 
by  w)  is  [4] 


Rt  6u} 
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and  to  variations  in  endcap  voltage  is 


(6) 


where  Rt  is  the  trap  radius.  The  Paul 
variations 


trap  shows  a  corresponding  sensitivity  to  trap  field  strength 


A  comparison  of  Eqs.  (5)  and  (7)  shows  the  linear  trap  based  frequency  standard  to  be  less  sensitive 
to  variations  in  trapping  field  strength  than  the  Paul  trap  by  a  factor  oiZRi/L.  For  the  trap  described 
in  the  next  section  this  factor  is  about  1/3. 


LINEAR  TRAP  DESCRIPTION 

Our  linear  trap  is  shown  in  Fig.  3.  The  operation  of  the  trap  as  a  frequency  standard  is  similar  to 
previous  work  [9,10].  The  ions  are  created  inside  the  trap  by  an  electron  pulse  along  the  trap  axis 
which  ionizes  a  neutral  vapor  of  '®®IIg.  A  helium  buffer  gas  (2  x  10”^  Pascal  or  1.5  x  10"^  ton) 
collisionally  cools  the  ions  to  near  room  temperature.  Resonance  radiation  (194  nm)  from  a  ^”^IIg 
discharge  lamp  optically  pumps  the  ions  into  the  F=0  hyperfine  level  of  the  ground  stale.  This  UV 
light  is  focused  onto  the  central  1/3  of  the  75  mm  long  ion  cloud.  The  thermal  motion  of  the  ions 
along  the  length  of  the  trap  will  carry  all  the  ions  through  the  light  field  so  that  pumping  is  complete 
in  about  1.5  seconds  for  typical  lamp  intensities. 

To  minimize  stray  light  entering  the  fluorescence  collection  system  this  state  selection  light  is  collected 
in  a  Pyrex  horn  as  shown  in  Fig.  3.  The  placement  of  the  LaBe  electron  filament  is  also  chosen 
to  prevent  light  from  the  white  hot  filament  from  entering  the  collection  system.  Its  placement  and 
rela'H-ely  cool  operating  temperature  together  with  good  filtering  of  the  state  selection/interrogation 
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UV  light  in  the  input  optical  system  have  allowed  frequency  standard  operation  without  the  use  of 
a  194  nm  optical  bandpass  filter  in  the  collection  arm.  This  triples  data  collection  rates  since  such 
filters  typically  have  about  30%  transmission  for  194  nm  light. 

Microwave  radiation  (40.5  GHz)  propagates  through  the  trap  perpendicular  to  the  trap  axis  thereby 
satisfying  the  Lamb-Dicke  requirement  that  the  spatial  extent  of  the  ion’s  motion  along  the  direction 
of  propagation  of  the  microwave  radiation  be  less  than  a  wavelength.  This  radiation  enters  the  trap 
region  through  the  Pyrex  horn  (see  Fig.  3)  and  propagates  in  the  opposite  direction  to  the  UV  state 
selection/interrogation  light.  This  allows  fluorescence  collection  in  both  directions  perpendicular  to 
the  plane  of  the  page  in  Fig.3.  For  the  resonance  and  stability  data  shown  below  fluorescence  was 
collected  in  only  one  of  these  two  directions. 

FREQUENCY  STANDARD  OPERATION 

We  have  used  Ramsey’s  technique  of  successive  oscillatory  fields  to  probe  the  approximately  .10.5  GHz 
clock  transition  in  ions  confined  to  the  linear  trap  described  above.  In  these  measurements 

the  40.5  GHz  signal  is  derived  from  an  active  Hydrogen  maser  frequency  source  as  shown  in  Fig. 
4.  A  representative  resonance  line  used  in  the  ^^^Hg"^  clock  transition  is  shown  in  Fig.  5.  State 
selection  and  interrogation  is  accomplished  during  the  1.5  seconds  following  the  lamp  turn  on.  It  is, 
of  course,  necessary  to  switch  the  light  level  to  near  zero  to  prevent  light  shifts  and  broadening  of  the 
clock  transition.  A  background  light  level  of  about  300,000  per  1.5  second  collection  period  has  been 
subtracted  to  generate  the  resonance  shown.  The  successive  oscillatory  field  pulses  consist  of  two  0.4 
second  microwave  pulses  separated  by  3.5  second  free  precession  period.  The  data  shown  is  an  average 
of  ten  4  Hz  wide  scans  with  a  15  mHz  frequency  step  size. 

To  determine  the  frequency  stability  of  the  overall  system  of  ions,  trap,  microwave  source,  etc.,  we 
have  locked  the  output  frequency  of  the  40.5  GHz  source  to  the  frequency  of  the  central  peak  of 
the  resonance  shown  in  Fig.  5  in  a  sequence  of  2018  measurements.  The  time  required  for  each 
iijeasurement  is  about  6.9  seconds  and  the  loop  response  time  was  5  measurement  cycles.  By  averaging 
the  frequencies  of  2^  adjacent  measurements  (N=.l,2,..,10)  we  form  the  modified  Allan  variance.  Two 
such  stability  measurements  are  shown  in  Fig.6.  The  frequency  stability  presented  here  has  been 
extended  to  longer  averaging  times  than  previously  reported  [8]  primarily  through  the  addition  of  a 
triple  layer  of  magnetic  shields.  Fig.  9  compares  the  present  stability  to  other  frequency  standards 
including  the  active  hydrogen  masers  used  in  JPL’s  Deep  Space  Network. 


LOCAL  OSCILLATOR  REQUIREMENTS 


One  of  the  factors  that  can  degrade  the  performance  of  passive  atomic  frequency  standards  is  frequencj 
fluctuations  in  the  local  oscillator  (L.O.).  The  limitation  due  to  this  effect  continues  to  the  longest 
times,  having  the  same  l/\/r  dependence  on  measuring  time  r  .vs  the  inherent  performance  of  the 
standard  itself.  The  cause  of  this  effect  is  lime  variation  of  the  sensitivity  to  L.O.  fluctuations  due 
to  the  interrogation  process.  This  limitation  was  evaluated  in  a  recent  calculation  for  sequentially 
interrogated  passive  standards[10j.  Since  our  trapped  ion  standard  is  of  this  type,  the  analysis  should 
be  directly  applicable. 

Additionally,  effects  inherent  in  operation  of  the  feedback  loop  introduce  a  l/r  limitation  to  standard 
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performance  which  depends  on  the  attack  time  ta  of  the  feedback  loop. 

Ilbughly  speaking,  the  analysis  shows  that  the  local  oscillator  must  have  frequency  stability  at  least  as 
good  ^  that  of  the  standard  itself,  foi  a  measuring  time  equal  to  the  interrogation  cycle  time  tc-  How¬ 
ever,  the  effect  may  be  reduced  by  use  of  a  short  dead  time  tj,  and  double-pulse  interrogation.  In  that 
cMe,  the  instability  induced  by  an  L.O.  with  constant  (flat)  variance  is  given  approximately 

by  [11,13] 

cTLoitc)  (8) 

This  instability  will  add  in  quadrature  to  that  inherent  in  the  standard  itself.  Thus,  our  trapped 
mercury  ion  frequency  source  with  a  performance  of  <7y(r)  =  1.7  •  10"^®/v/r,  a  cycle  time  of  <c  =  6.5 
seconds,  and  dead  time  of  =  3.5  seconds  requires  an  L.O.  with  performance  approximately  given 
by  (^lo(Q-5)  <  Q.513.5  •  1.7  •  10“^^/\/^  «  1.24  •  10”^^.  Longer  cycle  times  and  higher  performance 
would  place  a  more  stringent  burden  on  the  L.O. 

A  crystal  quartz  L.O.  with  stability  of  o'j,(r)  «  1  ■  10“^^  from  1  to  100  seconds  is  available  commercially 
and  could  be  combined  with  the  trapped  ion  standard.  Adding  the  instability  given  by  Eq.  8  for  this 
oscillator  in  quadrature  with  that  for  the  trapped  ion  source  itself  predicts  a  combined  stability  of 
(Ty  =  2.2*10“-^/\/r.  With  a  loop  attack  time  of  4  =  35  seconds,  this  performance  would  be  achievable 
for  times  f  >  (ta  - 1/1-7)^  =  425  seconds. 

While  operation  at  the  highest  performance  levels  may  place  unattainable  requirements  on  available 
crystal  quartz  local  oscillators,  application  with  a  hydrogen  maser,  or  other  ultra-high  stability  source 
such  as  a  high-Q  cryogenic  oscillator,  could  enable  long  term  performance  beyond  10“’^.  However,  in 
such  an  application,  the  hydrogen  maser’s  frequency  would  not  be  steered  to  that  of  an  independently 
operating  trapped  ion  source.  The  maser’s  output  signal  would  instead  be  used  itself  to  interrogate 
the  Hg+  transition.  Information  thus  gathered  would  be  used  to  compensate  for  long  term  variation 
in  the  maser  frequency. 


SOURCES  OF  FREQUENCY  INSTABILITY 

We  have  measured  the  second  order  Doppler  shift  induced  by  the  micromotion  in  the  trapping 
fields  in  two  ways — by  measuring  the  ion  cloud  radius  and  by  measuring  the  ion  frequency  as  the  ion 
number  decays.  Fig.  8  shows  fluorescence  from  the  ions  as  a  masked  PMT  is  swept  across  the  focal 
plane  of  the  imaging/collection  system.  Spatial  variations  in  background  light  has  been  eliminated  by 
subtracting  light  levels  measured  with  ions  in  the  trap  from  light  levels  with  no  ions  present.  Assuming 
a  cylindrical  ion  cloud,  a  ray  tracing  analysis  of  the  light  falling  on  the  PMT  aperture  shows  that  a 
1.5  mm  radius  ion  cloud  gives  a  good  fit  to  the  experimental  data  (see  Fig.8).  With  this  ion  cloud 
radius,  trap  operation  at  50  kHz  transverse  secular  frequency  will  yield  a  second  order  Doppler  shift 
fxcir.  the  trapping  field  of  6  •  10“^^  [8]. 

An  independent  measurement  of  this  frequency  shift  is  shown  in  Fig.  9.  This  figure  shows  the  time 
variation  of  the  output  frequency  of  the  40.5  GHz  source  when  servoed  to  the  ^^®Hg^  clock  transition. 
At  the  time  shown  by  the  arrow  the  electron  pulse  which  fires  at  each  measurement  cycle  is  stopped. 
From  that  point  on  the  number  of  ions  in  the  trap  is  diminishing  as  the  frequency  is  continuously 
tracked.  Near  the  end  of  the  run  there  are  very  few  ions  in  the  trap,  though,  enough  to  give  a  weak 
lock  and  a  determination  of  the  ion  resonance  frequency  in  the  limit  of  low  ion  number  where  trapping 
field  shifts  approach  ordinary  thermal  second  order  Doppler  shifts  [8].  The  approximately  2-3  mHz 
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frequency  shift  in  going  from  many  ions  to  few  ions  is  in  good  agreement  with  the  6  ■  10"^^  value 
obtained  from  the  ion  cloud  radius  measurement  described  above.  There  was  no  active  ion  number 
stabilization  used  in  any  of  the  measurements  described  here. 

The  fractional  sensitivity  of  the  clock  transition  to  magnetic  field  variations  is  nearly  1000 

times  less  than  that  of  hydrogen  at  the  same  operating  field.  For  the  present  measurements  the  field 
was  set  at  5/itT  (50  mG).  At  this  operating  field  the  unshielded  atomic  sensitivity  is  2.5  •  10”^^  per 
mG.  To  reach  5  •  10“^®  frequency  stability  the  current  in  the  Helmholtz  field  bias  coils  must  be  stable 
to  5  •  10~®.  To  prevent  ambient  field  disturbances  from  influencing  the  ion  fiequency  the  trap  region 
is  surrounded  by  a  triple  layer  magnetic  shield  of  shielding  factor  10,000. 


CONCLUSIONS 


We  have  demonstrated  the  increased  signal-to-noise  and  very  good  stability  inherent  in  a  linear  ion 
trap  based  frequency  standard.  Clock  operation  with  line  Q  —  2.3  ■  lO'*  has  achieved  performance  of 
2— 3-10“^®/\/r  for  r  =  10,000  seconds.  Line  Q’s  as  high  as  1.3T0'^  have  been  measured  [8],  indicating 
consequent  performance  for  this  trap  as  high  as  5-10“^‘*/n/7‘ for  r  >  150  seconds.  The  requirement  for 
local  oscillator  stability  required  to  achieve  this  performance  is  quite  stringent.  However,  controlling 
a  hydrogen  maser  or  cryogenic  oscillator  for  long  term  stability  improvements  seems  straightforward. 
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FIGURE  CAPTIONS 

Figure  1  A  conventional  hyperbolic  RF  ion  trap.  A  node  of  the  RF  and  DC  fields  is  pioduced  at  the 
origin  of  the  coordinate  system  shown. 

Figure  2  The  rf  electrodes  for  a  linear  ion  trap.  Ions  are  trapped  along  the  line  of  nodes  of  the  rf  field 
with  reduced  susceptibility  to  second-order  Doppler  frequency  shift. 

Figure  3  Linear  Ion  Trap  Assembly  View.  The  trap  is  housed  in  a  3.375”  vacuum  cube.  State  selection 
light  from  the  ^°^IIg  discharge  lamp  enters  from  the  right,  is  focused  onto  the  central  1/3  of  the 
trap  and  is  collected  in  the  horn.  Fluorescence  from  the  trapped  ions  is  collected  in  a  direction 
normal  to  the  page. 

Figure  4  Schematic  of  measurement  system  where  the  clock  frequcncj  is  compared  to  an  H-maser 

frequency. 

Figure  5  clock  transition  as  measured  with  successive  oscillatory  fields  method.  This  line  shape 

results  from  two  0.4  second  microwave  pulses  separated  by  a  3.5  second  free  precession  period. 
The  central  line  is  about  120  mllz  wide. 

Figure  6  Two  measurments  of  the  clock  transition  stability  for  the  120  mKz  resonance  line  of 

Figure  5.  Fractional  frequency  stability  is  2  ■  lO'^^/^r  for  35  <  r  <  10,000  sec. 

Figure  7  Comparison  of  the  currently  demonstrated  ’^^Ilg"''  stability  with  other  frequency  standards  used 
in  JPL’s  Frequency  Standards  Laboratory. 

Figure  8  The  ion  cloud  diameter  as  determined  by  sweeping  a  masked  photomultiplier  across  the  focal 
plane  of  the  UV  light  imaging/collection  system.  The  data  displayed  is  collected  light  vs.  detector 
position. 

Figure  9  direct  measure  of  2nd  order  Doppler  shift  due  to  ion  motion  in  the  rf  trapping  fields.  Is 
the  ion  number  (and  hence  ion  cloud  radius)  diminishes  the  clock  frequency  increases.  A  net 
frequency  shift  of  25  mllz  (6  •  10~^^)  is  shown. 
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Figure  1  A  conventional  hyperbolic  RF  ion  trap.  A  node  of  the  RF  and  DC  fields  is  produced  at  the 
origin  of  the  coordinate  system  shown. 


Figure  2  The  rf  electrodes  for  a  linear  ion  trap.  Ions  are  trapped  along  the  line  of  nodes  of  the  rf  field 
with  reduced  susceptibility  to  second-order  Doppler  frequency  shift. 


Figure  4  Schematic  of  measurement  system  where  the  ***IIg'*’  clock  frcQaenc3  ia  compared  to  an  IFmascr 
frequency. 
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Figure  6  Two  measurments  of  the  clock  transition  stability  for  the  120  mllz  resonance  line  of 

Figure  5.  Fractional  frequency  stability  is  2*  for  35  <  r  <  10,000  sec. 


Figure  7  Comparison  of  the  currently  demonstrated  stability  with  other  frequency  standards  used 

in  JPL’s  Frequency  Standards  Laboratory. 
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Figure  8  The  ion  cloud  diameter  as  determined  by  sweeping  a  masked  photomultiplier  across  the  focal 
plane  of  the  UV  light  imaging/collection  system.  The  data  displayed  is  collected  light  vs.  detector 
position. 
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MEASUREMENT  NUMBER 


9  A  direct  measure  of  2iid  order  Doppler  shift  due  to  ion  motion  in  the  rf  trapping  fields.  As 
the  ion  number  (and  hence  ion  cloud  radius)  diminishes  the  clock  frequency  increases.  A  net 
frequency  shift  of  25  mllz  (6  •  10"'^)  is  shown. 


QXJESTIONS  AND  ANSWERS 


Dr.  Thomanh',  Neuchatel  Observatory:  How  good  a  candidate  would  that  be  for  a  primary 
standard? 

■Dr.  Prestage:  As  we  run  it  the  second  order  doppler  shift  is  probably  the  limiting  effect.  Accuraccy 
of  1  X  10”^^  would  be  reasonable. 

Dr.  Thomann:  By  sacrificing  some  signal  to  noise  you  could  improve  the  second  order  doppler 
effect  significantly? 

Dr.  Prestage:  Yes,  we  could. 
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Abstract 

SottK  aspects  of  research  development  and  production  of  quantum  frequency  standards,  carried  out  in 
“QUARTZ**  Research  and  Production  Association  (RPA),  Gorky ,  USSR,  have  been  investigated  for  the  last 
25-30  ye^.  During  this  period  d  number  of  rubidium  and  hydrogen  frequency  standards,  based  on  the 
active  maser,  have  been  developed  and  put  into  production.  The  first  industrial  model  of  a  passive  hydrogen 
maser  has  been  designed  in  the  last  years. 

Besides  frequency  standards  for  a  wide  application  range,  RPA  “QUARTZ**  investigates  metrological 
frequency  standards — cesium  standards  with  cavity  length  1.9  m  and  hydrogen  masers  with  a fiexible  storage 
bulb. 


HYDROGEN  MASERS 

The  first  hydrogen  maser  industrial  model  CHl-44  was  developed  in  1968.  It  was  a  bulky  facility  with 
ipn^pumps  and  a  glass  ceramic  cavity.  This  maser  frequency  stability  was  better  than  5  x  10"^^  per 
day.  Thanks  to  these  early  instruments  the  company  has  got  an  experience  to  work  with  hydrogen 
masers,  it  has  investigated  their  behavior,  defined  the  requirements  to  maser  main  units  and  made 
technological  base  for  their  commercial  production.  Totally  10  units  of  this  type  were  produced. 

The  second  hydrogen  maser  model  CIIl-70  was  designed  in  1974.  Its  metrological  and  operating 
characteristics  were  significantly  improved:  it  decreased  dimensions  and  weight,  frequency  stability 
‘better  than  (2  to  3)  X  10“^'^  per  100  s  to  Ih  measurement  intervals.  The  maser  view  is  shown  in 
:Fig.  1,  and  its  schematic  structure  is  given  in  Fig.  2.  The  design  peculiarity  is  a  special  3-section 
ion  pump,  that  separately  evacuates  the  storage  bulb,  state  selector  magnet  and  cavity.  A  separate 
storage  bulb  and  cavity  vacuum  system  complicate  the  maser  design,  but  due  to  this  a  better  vacuum 
in  the  storage  bulb  is  achieved.  Our  experience  showed  that  the  wall  shift  stability  and  residual  gas 
level  in  the  storage  bulb  could  be  correlated.  The  maser  vacuum  system  uses  all-metal  seals. 

Cavity  mechanical  resistivity  to  shocks,  vibrations,  and  stress  relaxations  significantly  influence  the 
hydrogen  maser  parameters.  Our  investigations  allowed  us  to  solve  a  number  of  design  and  techno¬ 
logical  problems  that  reduced  these  factors  to  10“^®.  Particularly,  in  masers  of  this  type,  frequency 
dependence  on  external  pressure  was  1  x  10“^®  per  50  mm  Ilg. 

The  cavity  frequency  drift  is  the  most  critical  factor  in  long-term  measurements.  It  was  of  order 
(-1-1.5  10  -f  3)  X  10“^®  per  day  for  CIIl-44  model  and  had  a  tendency  to  continuous  decrease  with 
time.  It  proved  to  be  related  to  thermodynamic  equilibrium  achievement  in  cavity  material.  The 
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drift  value  in  masers  with  glass  ceramic  and  fused  quartz  cavities  largely  depends  on  oven  operating 
temperature  and  previous  cavity  thermal  processing.  The  special  thermal  processing  teclunclogj’  for 
the  GHl-TO  maser  cavities,  made  of  SO  115M  astroglass  ceramic,  allowed  us  to  minimize  the  frequency 
drift  down  to  <  1  X  10"^'*  per  day  in  the  majority  of  the  instruments. 

Storage  bulbs  are  coated  by  fluoroplastics  (teflon).  They  are  more  insensitive  to  atomic  hydrogen 
and  provide  a  less  spectral  line  shift  and  a  broadening.  For  this  purpose,  until  1975  in  the  USSR 
fluoroplastic  suspension  F-4(tetrafluoroethylene  homopolymer)  was  used,  providing  a  frequency  shift 
of  —0.034  Hz  for  bulbs  with  15.7  cm  in  diameter  at  temperature  +50  °C.  As  it  was  found,  the  wall  shift 
and  the  spectral  line  Q  factor  greatly  depend  on  smoothness  of  polymer  surface  structure.  Further 
progress  was  noted,  when  fusible  fluoroplastics  were  offered  for  bulb  coating.  The  best  results  were 
received  from  fluoroplastic  F-10,  that  provided  the  frequency  shift  -0.005  Hz  and  Q«  2.5  x  10^^*^. 

CHl-80  frequency  standard  represents  this  maser  modification;  it  has  improved  electronics  and  is 
produced  by  “QUARTZ”  RPA  up  to  now.  The  basic  instrument  characteristics  are  shown  in  Fig. 
3.  The  company  has  delivered  150  instruments  on  the  whole,  and  all  of  them  are  actually  operating, 
thanks  to  our  mruntenance  and  repair  service. 

These  instruments  are  actively  used  by  the  National  Time  and  Frequency  Service,  they  proved  to  be 
useful  in  Very  Long  Baseline  Interferometry,  etc.  Time  and  frequency  references,  located  in  European 
and  Asiatic  parts  of  the  USSR,  are  based  on  these  instruments^^!. 

Today  we  have  extensive  statistical  data,  confirming  maser  high  long  term  frequency  stability  in  auto¬ 
matic  cavity  tuning  mode — systematic  frequency  drifts  are  less  than  1  x  10“'^  per  1  year.  According 
to  National  Scientific  and  Research  Institute  for  Physical,  Technical  and  Radiotechnical  Measurements 
(VNIIFTRI),  the  measurement  data,  taken  in  January-May  interval  of  1990,  the  frequency  drift  of 
four  CHl-80  instruments  was  less  than  1  x  10"’*’  per  dayt^l. 

The  instruments  of  this  type,  operating  in  automatic  cavity  tuning  mode  with  digital  system,  have 
lifetimes  of  3  years  and  more.  In  this  mode  the  atomic  beam  intensity  is  modulated.  When  the 
automatic  cavity  tuning  system  is  switched  off,  the  beam  intensity  decreases  and  the  instrument 
lifetime  is  not  less  5  years.  The  main  limiting  factor  of  lifetime  is  the  ion  pump,  and  -  very  seldom -- 
the  discharge  bulb  of  atomic  hydrogen  source  made  of  quartz  glass.  The  ion  pump  lifetime  can  be 
increased  by  titanium  pump  plates  replacement. 

The  CHl-75  frequency  standaid  is  the  last  model  of  this  family,  released  in  1986.  Its  maser,  given  in 
fig.4,  has  480x550x680  mm  dimensions  and  weight  90  kg. 

The  sorption  pump  design  with  titanium  compact  chip  as  a  getter  allowed  the  increase  of  reliability 
and  lifetime  of  the  beam  forming  system  with  simultaneous  weight,  dimension  and  power  consumption 
decreasing.  The  use  of  titanium  chip  excludes  maser  vacuum  system  contamination  due  to  getter 
destruction  at  continuous  operation  foi  long  periods.  In  this  case  sufficiently  large  getter  particles 
form  a  fine  grid^.  The  sorption  pump  external  view  is  shown  in  Fig.  5.  The  sorption  pump  contains 
about  1  kg  of  getter,  that  provides  the  instrument  lifetime  for  over  5  years.  The  pump  is  equipped 
with  the  tungsten  heater.  The  chip  surface  is  activated  at  800  °C  temperature  and  vacuum  better 
than  10"’^  mm  Ilg.  Gases  not  absorbed  by  the  getter  can  be  pumped  out  by  a  small  ion  pump  with 
(1-2)  1/s  productivity.  The  similar  pump  provides  vacuum  in  the  microwave  cavity. 

The  small  distance  between  the  selective  magnet  and  the  storage  bulb  makes  the  task  of  creation 
an  effective  selective  system  more  difficult.  Quadrupole  and  hexapolc  magnet  efficiencies  were  also 
investigated.  As  a  result,  we  used  quadrupole  magnet  with  its  length  to  channel  diameter  ratio  10. 
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Thesmagnefehad  ah  extern^  diameter  of  30  mm,  a  channel  diameter  of  1.6  mm,  and  a  length  of  75  mm. 
Thejmagnetic  induction  on  tlie  pole  tips;is  1  T.  The  atomic  liydrogen  source  is  made  of  a  superpure 
quartz  glass.  Its  stfuctureds  given  in  Fig.  6.  Vacuum  seals  are-provided  by  indium  gaskets,  located 
directly  on  the  source  glass  flange  and  fixed  by  a  nut,  made  of  springy  bronze.  The  multichannel 
collimator  is  made  of  a  Pyrex  glass.  Channel  diameter  is  0.01  mm,  the  external  diameter  is  0.5  mm, 
and  ;the  length  is  0.8  mm.  The  compound  LaNisHx  is  used  for  keeping  molecular  hydrogen.  The 
LaHisHxdSiCharacterized-by  highdiydrogen  partiaf  pressure  (2  to  5  atm)  at  +(20-50)°  G.  250  grams  of 
thejcomppund  contmns  ISditers  of  hydrogen  at  normal  pressure.  It  is  sufficient  for  maser  continuous 
operationTor  moreithan  40  000  hours. 

The-multizone  twp^stage  oven  has  the  temperature  control  factor  10^.  The  instrument  temperature 
coeflicient  of  frequency  is  less  than  5  x  10“^®/°C. 

Magnetic  field  stabilization  in  the  storage  bulb  area  is  provided  by  a  five-layer  81  IIMA  permalloy 
shield  of  0.35  to  0.5  mm  thickness.  The  shielding  dynamic  factor  of  the  system  with  5  magnetic  shields 
is  ofiorder  3fX  10^.  Por  theTurther  increasing  of  a  shielding  factor  a  system  of  “active”  magnetic  field 
stabilization  was  developed^®^,  where  a  ferroprobe  is  used  as  a  sensitive  element.  With  the  help  of  this 
“active”  stabilization  system  the  shielding  factor  over  10®  is  achieved. 

Grysfal  oscillator  frequency  tuning  to  spectral  line  frequency  is  accomplished  in  the  automatic  fre¬ 
quency  control  unit,  having  an  ordinary  block-diagram.  The  large  multiplication  factor  for  the  first 
multiplier  stages  and  optimal  operating  modes  for  all  assemblies  allowed  us  to  minimize  the  common 
phase  temperature  coefficient  of  the  automatic  frequency  control  unit  to  0.01  ns/°G.  It  permits  the 
achievement  of  maser  frequency  stability  10”^°  without  temperature  control  of  the  AFG  unit. 

Thednstrument  has  a  built^n  frequency  comparator,  providing  frequency  and  phase  comparison,  and 
also  manual  and  automatic  cavity  tuning  when  a  reference  signal  with  characteristics  similar  to  a 
maser  is  used.  Gurrent  time  indication  and  assembly  diagnostics  are  performed  with  the  help  of  the 
control  unit,  containing  a  reversible  frequency  counter,  a  control  assembly,  and  a  digltal-to-analog 
converter. 

The  5  and  100  MIIz  output  signal  frequency  stability  of  CIIl-75  is  (2  to  3)  X  10"^^  per  s  and  lowers 
to  (1  to  2)  X  10“^®  per  10®  to  10‘*s  measurement  interval.  With  automatic  cavity  tuning  system  in 
operation,  the  frequency  stability  is  equal  to  (2  to  3)  x  10“^®  per  day.  Presently  this  instrument  is  in 
serialproduction. 


PASSIVE  HYDROGEN  MASER 

From  early  days  of  hydrogen  standards  and  up  to  now  much  attention  has  been  paid  to  problems 
of  improving  hydrogen  frequency  standard  characteristics,  concerning  their  weight  and  dimensions, 
operation  in  severe  conditions,  as  these  standards  can  be  used  in  modern  global  navigational  systems 
and  in  transportable  clocks  for  time  scale  synchronization  with  nanosecond  accuracy.  Due  to  new 
materials,  technical  decisions  and  vacuum  facilities  hydrogen  maser  dimensions  depend  on  microwave 
Iloii-mode  cavity  size  with  height  and  diameter  about  280  mm. 

The  major  decision  for  minimizing  dimensions  and  weight  of  a  hydrogen  frequency  standard  can  be 
found  in  decreasing  microwave  cavity  size.  However,  it  leads  to  lowering  its  Q-factor,  impossibility 
of  self-excitation,  and  as  a  result  the  maser  can  work  only  in  amplification  mode — tlnat  is,  the  quan¬ 
tum  discriminator  mode.  The  idea  of  spectral  line  indication  by  detecting  a  frequency-modulated 
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signal  passing  through  the  microwave  cavity,  promoted  the  creationof  small -sized  hydrogen  frequency 
stMdardst®J.  In  addition  to  minimizing  the  instrument  size,  hjdrogen  maser  passive  mode  of  operation 
improves  a  long-term  stability  andia  lifetime  due  to  atomic  beam  intensity  reduction. 

Thesquantum  hydrogen  discriminator  uses  two  types  of  small-sized  cavities  with  quasi -Hoii  modes: 
cavities  with  partial  dielectric  bUing^^l  and  the  so-called  special  axial  symmetric  (SAS)  cavity  with 
metaLplates  around  the  storage  bulb,  intended  for  use  in  hydrogen  masers^^’^J. 

Metal-dielectric  cavities  have  a  rigid  construction,  capable  of  resisting  extremely  high  levels  of  shock 
and  vibration,  but  the  lack  of  industrial  production  in  USSR,  high  cost  and  processing  difficulties 
limit  the  application  of  industrial  instruments.  This  was  the  reason  to  choose  a  SAS-cavity  for  the 
industritd  instrument,  that  is  more  simple  in  production  and  where  less  expensive  materials  can  be 
used. 

The  main  problem  at  SAS-cavity  development  was  to  design  a  rigid  construction  of  metal  plates, 
isolated  from  cavity  walls,  as  was  proposed  in  [8,9].  We  tested  different  methods  of  metal  evaporation, 
paste  burning-in  oh  a  quartz  storage  bulb,  fine  metal  strips  gluing  and  so  on.  But  these  techniques  did 
nptigive  good  results.  The  first  two  methods  showed  a  low  cavity  Q-factor  of  4  x  10^.  The  third  one 
didmot  provide  sufficient  construction  reliability,  due  to  different  thermal  coefficient  for  quartz  glass 
and  metal.  The  problem  wzis  solved  by  the  developing  of  the  original  cavity  constructionf'”^,  where 
plates  were  attached  to  the  cavity  face  walls  by  metal  non  isolated  jumpers.  The  cavity  structure 
is5manufactured  simultaneously  with  the  cavity  base  and  is  characterized  by  sufficient  rigidity,  high 
Q-^factor  and  good  producibility. 

The  offered  SAS-cavity  design  is  used  in  CHl-76  passive  hydrogen  maser  (Fig.7).  The  cavity  is  made 
of  D16  aluminum  alloy  with  silvered  walls  and  has  a  Q  factor  of  12  x  10^  and  internal  diameter  of  the 
cylinder  of  128  mm  and  of  the  plates  of  62  mm.  This  provides  amplification  over  8  dB.  The  storage 
bulb, .coated  by  fluoroplastic  F-10,  has  a  relatively  small  volume  0.15  1,  in  this  case  spectral  line  Q- 
factor  can  reach  1  x-10®.  The  cavity  is  surrounded  by  four  magnetic  shields.  The  three  internal  shields 
are-made  of  permalloy  8inMA  of  0.5  mm  thickness.  They  are  placed  in  vacuum,  and  additionally 
perform  the  function  of  heat  reflecting  screens. 

The  fourth  magnetic  shield  is  made  of  79HM  permalloy  of  1  mm  thickness.  It  shields  completely 
the  discriminator  and  represents  a  load  carrying  structure.  The  shielding  dynamic  factor  is  more 
than  8  x  lO"*.  The  atomic  hydrogen  source  located  in  the  fourth  magnetic  shield,  has  a  ring-shaped 
magnet,  providing  continuously  variable  magnetic  field  configuration  in  interdrift  space.  This  prevents 
a  Zeeman  sublevel  population  change.  Besides,the  magnet  improves  IlF  discharge  operating  mode. 
The  quantum  hydrogen  discriminator  oven  has  a  stage  with  two  independent  control  zones.  The  oven 
heater  windings  are  located  at  the  external  cavity  side.  Total  power  dissipated  by  the  ovens  is  equal 
to  1  W  at  normal  conditions  and  cavity  temperature  of  50°C.  The  quantum  hydrogen  discriminator 
is  made  in  the  form  of  tube  with  222  mm  in  diameter,  520  mm  in  length  and  19.5  kg  in  weight. 

The  construction  of  the  above  mentioned  cavity  with  relatively  thin  and  long  jumpers  is  not  enough 
resistant  to  shocks  and  vibrations.  This  disadvantage  is  eliminated  in  our  “magnetron”  construction 
of  the  SAS-cavity^”f  Here  metal  plates  are  fixed  to  the  lateral  surface  of  the  cavity,  manufactured 
from  a  monolithic  piece,  that  provides  its  high  mechanical  rigidity  and  reliability  (Fig.  8). 

The  short-term  frequency  stability  of  the  passive  hy  drogen  frequency  standard  depends  on  conversion 
transconductance  (figure  of  merit)  of  the  quantum  hy  drogen  discriminator,  and  its  long  term  stability 
is  determined  by  spectral  line  stability  and  AFC  system  accuracy.  The  limiting  factors  for  long  term 
spectral  line  stability  are  the  same  as  for  an  active  maser,  and  they  permit  the  achievement  of  high 
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metfblogicd  chafatteristics. 

The-6Hl-76  passive  hydrogen  standard  block-aiagram  (I;g.  9a)  was  designed  on  the  base  of  the 
blpck-diagfam  for  one  modulation  frequency,  offered  in  artici.  [12],  The  advantage  of  this  diagram  is 
in  use  of  “noise”  local  oscillator,;that  eliminates  the  influence  of  spurious  signal,  passing  from  20^405 
MHz  synthesizer  to  the  IF  amplifier  chahnelf*^!:  In  the  passive  hydrogen  standard  a  separate  crystal 
osciFator  with  90MHz  frequency,  multiplied  up?to  1440  MIIz,  is  usedsas  a  local  oscillator  of  this  type. 

Usually  theiCHl-^tS  frequency  stability  Is  determined  ly  the  expression  <r  =  1  x  at  1  < 

r  <  dO"*  s.  Frequency  stability  is  equal  to  1  x  10“*'*  per  day  and  is  limited  by  transients  in  electronic 
assemblies.  ^Further improvement lof  electronic  assemllies  give,  us  a  hope  toireach  frequencj  stabilit} 
for  the  specified  quantum  hydrogen  discriminator  of  (3  to  5)  x  10“^®  per  day.  The  temperature 
coefficient  Of  frequency  isless  than  2  x  i0~*^/°C.  Frequency  shift  at  magnetic  field  variation  in  the 
range  of  ±2;x  10“'*  T  is  less  than  (3  to  5)  x  lO"*"*.  The  CHl-76  frequency  standard  is  characterized 
by  atgood  long-term  frequency  stability.  For  measurement  intervals  of  several  months  the  frequenej 
drift-is  (1  to  3)  x  10”^®  per  day  (Fig.  10)^*'’^. 

The  CH 1-76  frequency  standard  has  a  satisfactory  mechanical  rigidity  and  maintains  high  metrological 
characteristics  under  severe  mechanical  conditions.  It  was  proved  by  its  tests  as  transportable  clocks. 
The^standard  dirhensions-  are  280x480x555  mm  (height,  width,  depth),  a  weight  of  53  kg,  power 
consumption  of:70iW  from  +27  V  power  supply  (Fig.  9b). 


HYDR0GEN  MASER  WITH  FLEXIBLE  STORAGE  BULB 

The^absolute  frequency  of  the  hydrogen  ru.  is  generally  determined  by  a  wall-shift  measurement 
accuracy,  Npnreproducibility  of  coating  char,  eristics  in  the  traditional  method  of  wall  shift  measure¬ 
ment  gives  ah  accuracy  pfi(l  tp:2)'X  10“*^.  x'lie  further  improvement  of  the  wall  shift  measurerhent 
accuracy  can:  be  achieved' by  the  design,  of  a  hydrogen  maser  with  a  flexible  storage  bulb.  Its  use 
elimihates  basic-liriiitatioris  in  accuracy  measurement,  as  the  same  bulb  surface  is  present  dmlng.thc 
measurements  ai  bulb  volume  change.  The  use  of  a  flexible  storage  bulb  allows  us  to  control  a  wall 
shift^duringiits  operation^  In  its  turn  it  permits  the  increase  in  long  term  frequency  stability  of  a 
hydrogen  maser.  Many  authors  attempted  to  develop  a  hydrogen  maser  with  a  flaxible  sturage  bulb, 
but-because  of  great  manufacturing  problems  tliey  failed. 

A?  a,' result  of  our  tests  we  came  to  the  conclusion,  that  the  construction  with  the  flexible  storage 
bulb*paft  outside  the  microwave  cavity  is  preferable.  The  optimization  of  the  storage  bulb  shape  and 
size  allowed  us  to  achieve  the  characteristics  of  the  hydrogen  maser  with  a  flexible  bulb  similar  to 
GHr-70  standard  specifications.  The  problem  of  the  bulb  volume  reproduction  with  high  accuracy 
was  splved  by  reinforcing  its  fle,xible  part  with  a  quartz  or  alumosilicate  glass  clothf*  ’I.  The  hydrogen 
maser  design  with  a  fle.xible  bulb,  developed  in  1985,  is  shown  in  Fig.  1.1. 

Starting  from  1986  continuous  measurements  arc  taken.  During  this  period  the  quantum  hydrogen 
maser  with  a  flexible  bulb  showed  a  high  reliability.  The  bulb  volume  was  changed  more  than  one 
huiidred  times  and  no  changes  were  noticed  in  the  fle.\ible  part.  The  frequency  measurement  of  the 
hydrogen  inaser  with  the  flexible  storage  bulb  and  its  volume  change  gave  us  the  opportunity  to 
deterinine  a.hydrogen  atom  nondisturbed  transition  frequency  with  high  precision. 

The -test  results  are  summarized  in  Table  1. 
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Table  1. 

Coating 

material 

Wall  shift, 

Hz  at  50°C 
D=15.7  mm 

Bulb 

number 

f=  1420405751 

IIz 

Data 

reference, 

year 

F-4DU 

-0.0242  ±  0.0014 

10 

,,,.7682  ±0.0014 

[  18],  1976 

F-4D 

-0.034  ±  0.004 

6 

, , ,  .77  ±  0.005 

(  19],  1977 

TPE-42 

-0.0337  ±  0.001 

11 

,,,.768  ±0.002 

[  20],  1970 

FEP-120 

F-10 

-0.022  ±  0.001 

6 

flexi¬ 

ble 

bulb 

,,,.77  ±0.003 

,,,.709  ±0.0005 

[21],  1971 

1988 

The  received  frequenc>  value  /o  =  1420105751.7709 +  0.0005  llz  is  in  good  agreement  with  /o  measure¬ 
ment  results,  receiv.ed  bj  bulb  replacing  method.  We  hope  to  improve  a  wall  shift  and  /  measurement 
accuracy  to  better  than  1  x  10“'^  by  the  further  fle.\ible  bulb  modification,  a  better  bulb  volume 
control,  a  mors  pure  and  uniform  bulb  coating  and  the  test  accuracy  of  order  10“’®. 

RUBIDIUM  FREQUENCY  STANDAPcDS 

The  concept  of  rubidium  standard  design  was  adopted  in  the  1970’s  and  includes  two  trends: 

0  rubidium  frequency  standards, 

9  measuring  rubidium  frequency  and  time  standards. 

The  first  trend  represents  the  commercial  rubidium  standards  CIIl  T)(19G8),  Clll  50(1971),  CIIl 
72(1981),  0111-77(1987).  The  second  trend  includes  the  instruments,  wliich  are  used  by  metrological 
services  of  industrial  plants.  The  instruments  of  this  type  are  CHI  18(1971),  0111  69(1976),  CIIl 
78(1987).  At  present  time  three  models  of  rubidium  frequency  standards  are  produced:  CIIl  78, 
SCHV-74  and  RSCII-77  (Fig.  12  ).  The  instruments  have  traditional  block  diagrain.3,  but  the  design 
and  manufacturing  technology  of  the  rubidiuui  quantum  discriminator  arc  original  and  asserted  by 
certificates  of  authorship.  It  refers  to  optical  pump  source  design  with  a  cylindrical  gas  discharge 
tube,  located  in  an  evacuated  bulb  (Fig.  13  ). 

This  design  decision  provides  low  power  consumption  (700  800  mW),  and  allows  placement  of  the 
quantum  elements  (absorption  cells,  fillers,  pump  source)  in  one  temperature  controlled  volume.  It 
provides  low  temperature  coefficient  of  frequency  for  the  instruments. 

The  tests  showed,  that  the  basic  aging  procevss  of  the  gas  discharge  tube  ran  be  c.xplaincd  by  surface 
conductance,  caused  bv  the  influence  of  HF  discharge  plasma  on  glass  surf.vce  when  alkali  metal 
vapor  is  used.  In  its  turn  it  crcatc.s  a  .svsteinatic  frequcnc.v  drift  due  to  a  light  beam  shift  and 
shortens  the  lifetime  of  the  g.is  discharge  tube.  To  decrease  the  influcncs  of  these  factors,  the  rubidium 
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standard  utilizes  the  reduction  mode.  When  the  instrument  is  turned  on,  the  ga.->-dibchar{;c  tube  is 
warmed  up  in  a  short  time  up  to  the  temperature  (200-2.50)°C.  The  conductive  film,  formed  on  the 
internal  tube  surface,  is  broken  and  gas  discharge  is  ignited  in  the  normal  \vd>.  The  reduction  mode 
allowed  us  to  increase  a  gas  discharge  tube  lifetime  and  improve  the  metrological  parameters  of  the 
rubidium  standard.  The  original  manufacturing  technolog>  of  quantum  elements  is  characterized  b} 
the  absorption  element  material  (rubidium  8i  and  potassium  alIo>,  filled  with  argon  under  I  mm 
Hg  pressure),  by  buffer  gas  pressure  cedibration  technique  in  an  absorption  cell  according  to  signal 
frequency  offset  of  atomic  resonance  (calibration  accuracy  (3  to  -1)  x  10“”  and  some  other  technical 
decisions.  All  of  them  provided  sufficiently  high  metrological  characteristics  of  the  rubidium  standard 
and  its  stability  under  hard  environmental  and  mechanical  conditions. 

The  rubidium  standard  production  is  prov  ided  by  complete  special  technological  equipment,  developed 
and  manufactured  by  domestic  plants. 

The  main  specifications  of  CIIl-78  standard  are  given  in  Table  2. 

METROLOGICAL  CESIUM  FREQUENCY  STANDARD 


In  1980  RPA  “QU.ARTZ”  developed  the  MC  3  cesium  frequency  standard  for  National  time  and 
frequency  state  service^*'!. 

The  cesium  atomic  beam  tube  (Fig.  1.5)  consists  of  Ramsey  microwave  cavity  with  drift  space  length 
194  cm  and  interaction  area  length  of  1  ent  each,  transverse  field  He,  fur>ned  by  four  bars,  a  three-layer 
magnetic  shield  (inter'’.al  rectangle),  two  mobile  source  detector  units  (one  at  each  side  of  the  atomic 
beam  tube),  and  two  pole  selective  magnets.  All  of  them  are  enclosed  in  a  vacuum  sy  stem,  evacuated 
by  two  250  1  ion  pumps  (vacuum  5  X  lO"*'  Pa). 

The  beam  is  of  ribbon  type,  formed  by  multichannel  collimator  with  transversiil  dimensions  9x0.5 
mm.  The  beam  optics  uses  selective  magnets  with  a  center  slot  and  valves,  placed  across  the  beam 
center.  The  center  beam  frequency  of  Ramsey  resonance  can  reach  (-18-65)  Hz  depending  on  the  light 
source  and  the  detector  position.  The  field  strength  is  of  the  order  Hc%  5.25  .*V/m.  The  maximum 
field  nonuniformity  is  0.5%,  it  is  tested  by  eight  Zeeman  coils,  located  along  the  beam  axis.  The  used 
signal  makes  up  80%  of  full  current  beam  on  the  detector:  figure  of  merit  is  Fs;30. 

The  nonexcluded  systematic  error  is  of  the  order  i  X  The  basic  investment  to  this  value  is  made 

by  a  distributed  phase  shift  in  microwave  cavity,  magnetic  field  gradients  at  the  atoms  flying  into  and 
out  of  ll-field,  and  the  presence  of  dissipated  microwave  power. 

The  latter  can  be  found  out  in  the  limits  1  x  10"’^  as  a  function  of  ll-field  direction  and  microwave 
power  level.  The  cesium  frequency  standard  uses  the  digital  system  of  output  signal  automatic  fre¬ 
quency  control  according  to  the  cesium  transient  frequency.  Square  pulse  modulation  frequency  with 
modulation  interval  1  s  is  used,  that  is  achieved  by  the  sy  nthesizer  frequency  change.  .*\t  the  moment 
of  synthesizer  frequency  changing  the  digital  voltmeter  is  disabled  and  doesn't  |)crform  readouts  to 
e.xclude  transient  process  influence  on  tuning  frequency. 

In  the  control  unit  the  error  signal  from  atomic  beam  tube  out|>ut  is  summed  and  averaged  foi 
the  specified  modulation  period  number.  This  .signal  is  used  for  shaping  the  frequency  correction 
signal  of  the  hydrogen  maser  synthesizer.  The  time  of  error  signal  averaging  and  compensating  and 
correspondingly  the  interval  between  corrections  can  be  changed  from  10  s  to  1  hour.  Figure  16  shows 
the  results  of  MCs  3  standard  frequency  comparison  with  the  group  hydrogen  keeper  specifications 
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received  bj  VNIIFTRI.  Tlie  frequency  reproducibility  is  5  x  10  ’  ’  for  the  measurement  interval  up  to 
16  liours^*®!. 

At  present  the  lime  intensive  research  on  cesium  atomic  beam  tube  modification,  providing  minimum 
nonexcluded  systematic  error,  is  being  in  process.  The  main  tasks  of  this  modification  arc  the  use 
of  ring-shaped  microwave  cavity,  the  creation  of  II  longitudinal  field,  elimination  of  microwave  power 
scattering,  and  minimizing  average  speed  of  beam  atoms. 
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Fig.l6.  Table  2. 


CHl-78  measuring  rubidium  frequency  time  standard 
specifications. 


Specifications  CIIl-78a  CIIl-78b 


1.  Output  frequency  values,  5;  1;  0.1  5:  i;  0.1 


2.  Drift  per  1  month 


3.  .411an  rariance  per: 


6  X  10-^2  3  X  10"“ 


7  X  10"*® 

7x1 

3  X  10"*® 

3x1 

7  X  10"*® 

2x1 

4,  Frequency  reproducibility  5  x  10~*'  5  X  10”*“ 

fc  relative  accuracy 


5.  Mean  temperature  coefficient  8  X  10"*®  8  x  10"*® 

of  frequency 


6.  Measurement  accuracy  per: 


1.4  X  10"**  1.4  X  10"** 

1.4  X  10"*®  1.4  X  10"*® 

1.4  X  10"*®  1.4  X  10"*® 


7.  Operating  temperature 
range,  °C 


8.  Power  consumption,  VA 

220  V  (50  Hz) 

27  V 


9.  Weight,  Kg 
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Quartz  discharge  bulb  of  hydrogen  masers  CHl-75,  CHl-76 
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Fig.  12.  CHl-78  rubidium  fi-equency  standard. 


Fig. 13.  The  g^s-discharge  lamp  of  optical  pumping  source  for 
rubidium  frequency  standards: 

1)  gas-discharge  lamp  2)  getting  reflector 
3,5)  heater  contact  4)  vacuum  envelope  6)  heater 
7)  starting  electrode  8)  Rubidium-87 
9)  high  f.>-equency  electrode. 
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Fig. 14.  MCs-3  -  metrology  cesium  frequency  standard; 

a)  block-diagram; 

b)  the  Cs  atomic  beam  tube  schematic  design. 

1)  beam  source  and  detector  2)  state  selecting 
magnets  3)  magnetic  shields  4)  microwave  cavity 
5)  LF-coils  6)  graphite  7)  vacuum  envelope 
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Table  1. 


Coating 

material 

Wall  shift, 

Hz  at  50" C 
D=15.7  mm 

Bulb 

number 

f=1420405751 

Hz 

Data 

reference , 
year 

F-4DU 

-0,0242  ±0,0014 

10 

. . ,7682  ±0,0014 

(  18], 

1976 

F-4D 

-0,034  ±0,004 

6 

.  . ,77  ±0,005 

[  19]  , 

1977 

TFE-42 

-0,0337  ±0,001 

11 

. . ,768  ±0,002 

[  20]  , 

1970 

FEP-120 

-0,022  ±0,001 

6 

.  . ,77  ±0,003 

[  21]  , 

1971 

F-10 

1 _ 

flexi¬ 

ble 

bulb 

. . ,7709  ±0,0005 

1988 

The  received  frequency  value  =1420405751.7709+0.0005  Hz  is 


p 
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QUESTIONS  AND  ANSWERS 


Albert  Kirk,  Jet  Propulsion  Laboratory:  The  Allan  variance  data  that  you  showed -  was 
that  taken  while  the  maser  was  autotuning? 

Dr.  Demidov:  Yes 
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LONG-TERM  MICROWAVE  POWER 
DRIFT  OF  A  CESIUM  FREQUENCY 
STANDARD  AND  ITS  EFFECT  ON 
OUTPUT  FREQUENCY 


W.  A.  johnson, 

S.  K.  Karuza,  and  F.  J.  Voit 
Electronics  Research  Laboratory 
The  Aerospace  Corporation 
P.O.  Box  92957 
Los  Angeles,  CA  90009 


Abstract 

It  has  been  shown  previously  that  the  long-term  frequency  stability  of  a  cesium  (Cs)  fre¬ 
quency  standard  is  affected  by  variations  in  the  standard’s  internal  microwave  power 
source  [1,2].  Studies  were  performed  on  a  commercial  Cs  frequency  standard for  a  period 
of  20  days,  to  determine  the  stability  of  its  microwave  power  source.  The  results  were  then 
analyzed  statistically,  and  the  effects  of microwave  power  drift  on  the  standard’s  frequency 
stability  were  calculated. 


INTRODUCTION 


Studies  were  performed  in  our  laboratory  on  cesium  (Cs)  frequency  standards  (clocks)  made  by  differ¬ 
ent  manufacturers,  to  determine  the  effect  of  microwave  power  variations  on  the  output  frequena  of 
the  standard  at  different  settings  of  the  C-field  current.  Figure  1  is  a  block  diagram  of  the  lest  set-up. 
Tire  results  were  reported  in  [3,4].  In  one  particular  Cs  frequency  standard,  we  wanted  to  determine 
the  stability  of  its  own  internal  microwave  power  source  and  the  effect  of  this  stability  on  the  frequency 
stability  of  the  standard. 

During  the  last  20  days  of  the  experiment  the  zero  offset  of  the  microwave  power  meter  was  recorded 
mar  ually.  These  data  were  then  used  to  correct  the  actual  measured  microwave  power  values  by  enab¬ 
ling  power  meter  drift  to  be  eliminated.  These  results  arc  reported  herein.  We  note  that  because  we 
have  many  components  in  series  with  the  clock  electronics,  wc  cannot  say  that  the  power  variations  we 
measured  arc  completely  attributable  to  the  clock  itself.  It  is  likely  that  the  resulting  power  variations 
are  somewhat  worse  than  would  be  the  case  for  a  normal  clock  configuration. 
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MEASUREMENTS 


During  the  20-day  measurement  period  there  were  three  separated  data  runs  lasting  approximately  3, 
6,  and  10  days.  At  the  beginning  of  each  run  the  power  meter  was  zeroed.  Because  we  could  not  zero 
the  meter  during  a  run  without  stopping  the  program,  we  periodically  increased  the  microwave  attenu¬ 
ator  setting  by  ^  dB  and  read  the  meter’s  output  in  microwatts.  During  the  data  taking,  the  power  level 
into  the  meter  was  on  the  order  of  50  fiW.  Sixty  dB  below  this  is  thus  50  x  50“^  (iW,  which  is  very  much 
less  than  the  smallest  nonzero  power  (0.01  ^jlW)  that  the  system  can  read.  Thus,  increasing  the  attenua¬ 
tion  by  60  dB  was  equivalent  to  terminating  the  meter  with  a  load,  indeed,  it  was  probably  better,  be¬ 
cause  no  microwave  connections  were  changed.  The  measured  power  offsets  are  plotted  in  Figure  2. 

Each  of  the  three  data  runs  consisted  of  the  following  steps: 

1.  Set  the  C-field  at  a  low  value  (6  to  8  mA)  and  the  power  at  the  optimum  value  (i.e.,  for  maximum 
beam  current)  of  -12.5  dBm. 

2.  Measure  the  beat  frequency  over  some  long  averaging  time  T. 

3.  Increase  the  power  level  by  1  dB  to  -11.5  dBm. 

4.  Measure  the  beat  frequency  over  T  again. 

5.  Increase  the  C-field  current  by  some  prescribed  amount  (typically  1  mA  in  our  data  sequence). 

6.  Measure  the  beat  frequency  over  T  again. 

7.  Change  the  power  back  to  -12.5  dBm. 

8.  Measure  the  beat  frequency  over  T  again. 

9.  Increase  the  current  again. 

10.  And  so  on. 

The  last  C-field  current  is  typically  22  mA. 

Each  time  either  the  C-field  current  or  the  microwave  power  is  changed,  there  is  a  waiting  period  of 
approximately  5  minutes  before  data  taking  begins.  This  wait  ensures  that  if  the  clock  loop  goes  out  of 
lock,  it  will  have  more  than  adequate  time  to  relock.  For  the  particular  clock  measured,  the  maximum 
time  to  acquire  relock  is  about  2  minutes.  It  is  during  these  5-minute  waits  that  the  power  meter’s  zero 
offset  is  read.  Figure  2  is  a  plot  of  these  zero  offsets  as  a  function  of  time.  Note  that  the  offsets  are  all 
either  zero  or  negative.  A  negative  value  for  the  offset  means  that  all  powers  measured  are  actually 
larger  by  the  amount  of  the  offset. 

Figure  3  is  a  plot  versus  time  of  the  two  measured  power  levels.  The .  )rrected  power  data  were  fit  with 
a  secor  d-order  function,  i.e.,  oq + oif  +  Figure  4  is  a  plot  versus  time  of  the  high  and  low  power- 
level  fits,  and  Figure  5  is  a  plot,  versus  time,  of  the  difference  between  the  two  fits.  Figures  6  and  7  are 
plots  of  the  residuals  that  are  left  after  the  fit  curve  is  subtracted  from  the  corrected  power  data. 

To  determine  the  contribution  of  the  power  measurement  equipment,  the  stability  of  the  actual  power 
meter  used  to  obtain  the  data  was  measured.  Figure  8  is  a  block  diagram  of  the  measurement  system. 
Figures  9  and  10  show  the  results  of  two  long  data  runs,  one  for  about  10  days  and  the  other  for  about  16 
days.  Each  data  point  is  for  an  averaging  time  of  about  2.8  hr.  Note  that  the  standard  deviation  of  each 
data  set  is  much  less  than  the  standard  deviations  in  Figures  6  and  7.  The  data-point  separation  in  time 
for  Figures  6  and  7  varies,  but  it  is  close  as  0.14  days  (3.36  hr)  and  this  is  comparable  to  that  in  Figures  9 
and  10.  The  conclusion  is  that  drifts  in  the  power  meter,  in  its  calibrator,  and  in  the  power  measure¬ 
ment  head  contribute  negligibly  to  the  measurements  plotted  in  Figures  6  and  7. 
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DATA  STATISTICS 


Because  of  the  very  regular  manner  in  which  th*’  Ja  were  taken,  there  occurred  systematic  time  sepa¬ 
rations  in  the  data  of  0.14  and  0.41  days.  The  dai.  ould  also  be  averaged  to  give  results  for  0.82  and  2.5 
days.  These  data  were  then  analyzed  statistical!}.  The  results  are  summarized  in  Table  I.  Column  1  is 
the  time  t  between  measurements.  Column  3  is  the  Allan  standard  deviation  of  the  power  as  a  function 
of  T.  Column  2  is  the  number  of  data  points  used  to  calculate  the  results  in  Column  3.  Figure  11  is  a  plot 
of  the  change  in  clock  output  frequency  for  a  1-dB  change  in  microwave  power  as  a  function  of  the 
C-field  setting.  The  factor  8  x  10“^^  comes  from  Figure  11  and  represents  about  the  worst  C-field- 
setting  coefficient  of  frequency  change  per  dB  of  power  change  over  the  Zeeman  frequency  range  25  to 
51.5  kHz.  Column  4  is  approximately  the  maximum  Allan  standard  deviation  that  would  be  caused  by 
the  power  changes  in  column  3.  Column  5  has  calculated  values  of  3.55  x  10"^V\/t;  this  equation  is 
derived  from  Figure  12,  which  is  a  plot  of  the  Allan  standard  deviation  of  the  Cs  clock  as  measured 
against  our  HP-50613-004  standard. 


CONCLUSIONS 


One  can  conclude  from  the  data  in  Table  I,  as  plotted  in  Figure  13,  that  even  if  the  C-field  is  set  far  away 
from  an  optimum  setting,  the  effect  of  changes  in  microwave  power  on  the  Allan  standard  frequency 
deviation  will  be  small  for  periods  of  less  than  2.5  days.  Even  at  2.5  days,  the  Allan  standard  frequency 
deviation  that  results  from  beam  tube  noise  is  still  about  twice  what  would  result  from  microwave  pow¬ 
er  changes  in  this  particular  standard.  Thus,  if  the  Allan  standard  deviation  of  the  power  remained 
about  constant,  the  Allan  standard  frequency  deviation  due  to  beam  tube  noise  and  that  due  to  micro- 
wave  power  variations  would  be  about  equal  at  10  days. 
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Figure  1.  Block  Diagram  of  the  C-fiel(i  Measurement  System  for  a  Cs  Frequency  StandariJ 


Figure  2.  Plot  of  the  Power  Meter  Zero  Offset  as  a  Function  of  Time 
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Figure  3,  Plot  of  the  Two  Measured  Power  Levels  as  a  Function  of  Time 
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Figure  4.  Plot  of  the  Curve  Fits  of  the  Two  Meaaaxed  Power  Levels  as  a  Function  of  Time 
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Figure  5.  Plo^  as  Function  of  Time,  of  the  Difference  of  the  TWo  Fits  to  the  Power  Data 
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Figure  6,  Plot,  as  a  Function  of  Time,  of  the  High-Power 
Residuals  that  Remain  after  the  Fit  Curve  is  Subtracted 


215 


0.2 


E  0.1 
m 


cc 

u 

5 

o 

Q. 


0.0 


<~0.1 

Q 

vi 

LU 

cc-0.2 


-0.3 


•  • 


< 

* 


•• 


••  • 


• - m - »« »-♦« • — M - »• - e — •- 


•  ••• 
•  • 


••••  • 


MEAN  =  0.00  dBm 
STD  DEV  =  0.075  dBm 


J _ L_J _ L 


10  15 

TIME,  days 


20 


25 


Figure  7.  Plot,  as  a  Function  of  Time,  of  the  Low-Power 
Residuals  that  Remain  after  the  Fit  Curve  is  Subtracted 


Figure  8.  Block  Diagram  of  the  Power  Meter  Measurement  System 
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Figure  9.  Plot  of  the  Stability  of  the  Power  Meter  for  a  10-Day  Run 
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Figure  10.  Plot  of  the  Stability  of  the  Power  Meter  for  a  16-Day  Run 
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Figure  12.  Plot,  as  a  Function  of  Sampling  Time,  of  the  Allan  Standard 
Frequency  Deviation  of  the  Cs  Frequency  Standard 


Figure  13.  Plot  of  the  Calculated  Contribution  of  Microwave  Power  Changes  to 
the  Allan  Standard  Frequency  Deviation  of  the  Cs  Frequency  Standard 


Table  1  Measurement  Data 


POWER  DATA 

FREQUENCY  DATA 

TIME 
(T),  days 

No.  OF 
POINTS 

ALLAN  STD  DEV 

WI, 

dBm 

ALLAN  STD  DEV 

[ay(T)  ac  (rp(T)  X  8  X  10"^^] 

3.55  X  10"” 

0.14 

128 

0.04390 

0.3512  X  10~^® 

3.228  X  10"’® 

0.41 

64 

0.05794 

0.4635  X  10"’® 

1.886  X  10"’® 

0.82 

26 

0.03719 

0.2975  X  10"’® 

1.334  X  10"’® 

2.50 

12 

0.04807 

0.3846  X  10"’® 

0.7638  X  10"’® 
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RUBIDIUM  ATOMIC  FREQUENCY  STANDARDS 

FOR  GPS  BLOCK  HR 


W.  J.  Riley 

EG&G  Frequency  Products 
Salem,  MA  01970 


Abstract 

EG&G,  Inc.  has  been  selected  to  provide  the  Rubidium  Atomic  Frequency  Standards  (RAFS)  for  the 
GPS  Block  IIRNAVSTAR  satellites.  These  satellites  will  replenish  and  upgrade  the  space  segment  of  the 
Global  Positioning  System  in  the  mid  1990s.  The  EG&G  GPS  RAFS  Rb  clocks  are  the  latest  generation  of 
the  high-performance  rubidium  frequency  standards  described  at  this  conference  in  1981, 1983, 1985,  and 
1987.  they  offer  an  aging  rate  in  the  bw  pplO^'^tday  range  and  a  drift-corrected  1-day  stability  in  the  low 
ppld^'^  range.  The  Bbck  HR  version  of  these  devices  wilt  have  improved  performance,  higher  reliability, 
smaller  size,  and  greater  radiation  hardness. 

The  GPS  Block  IIR  atomic  clocks  have  a  “natural frequency”  configuration  whereby  they  output  a  fre¬ 
quency  of  about  13.4  MHz  that  is  a  submultipk  of  the  atomic  resonance  of  Rb  (or  Cs).  The  RAFS  operates 
at  a  bw,  fixed  C-fieldfor  increased  stability.  The  unit  has  been  repackaged  into  a  smaller  4.6"  x  8.5"  x 
5.8"  outline,  bid  is  somewhat  heavier  (12  lbs.)  because  of  additional  radiation  shielding.  Elimination  of  the 
ground  tuning  bgic  and  the  secondary  bop  synthesizjer  (with  its  ovenized  crystal  oscillator)  Iws  reduced  the 
RAFS  complexity  and  improved  its  reliability  to  0.80 for  the  7.5-year  mission.  The  RAFS  power  consumption 
is  only  13  Wat  +20°Cin  vacuum. 

This  paper  describes  the  GPS  Bbck  HR  RAFS  design,  including  the  clmnges  and  improvements  made, 
and  the  test  results  obtained,  since  the  last  report  at  this  conference  in  1987. 


INTRODUCTION 

The  GPS  Block  IIR  NAVSTAR  satellites  will  replenish  the  Rockwell  Block  II  satellites  currently  being 
deployed.  General  Electric  Astro  Space  Division  is  the  prime  USAF  contractor  for  this  program,  ITT 
A’erospace/Communications  Division  is  the  navigation  payload  subcontractor,  and  EG&G  has  been 
selected  to  supply  the  rubidium  atomic  frequency  standards.  A  major  new  feature  of  the  Block  IIR 
satellites  is  crosslink  ranging  that  can  be  used  to  exchange  clock  correction  data  between  satellites 
without  ground  segment  control,  thus  providing  a  high  degree  of  autonomy.  Information  regarding  the 
EG&G  GPS  RES  design  and  performance  has  been  previously  presented  at  this  meeting!^’  ^  '*J. 
This  paper  updates  that  information  with  the  Block  IIR  changes  and  recent  test  results. 

REQUIREMENTS 

The  requirements  for  the  GPS  Block  IIR  Atomic  Frequency  Standards  are  given  in  the  USAF  Space 
Division  Technical  Requirements  Documentf*’!  and  the  ITT  Specification^®).  A  summary  of  those 
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requirements  is  shown  in  Taule  1.  The  navigation  performance  of  the  GPS  system  depends  critically 
on  the  stability  of  the  atomic  clocks  on  board  the  NAVSTAR  satellites.  The  rubidium  frequency 
standard  chosen  for  the  GPS  Block  HR  application  is  the  high  performance  unit  developed  at  EG&:G 
especially  for  this  application.  This  clock  has  the  highest  stability  of  any  available  device,  while  also 
having  the  practical  size,  weight,  power,  reliability,  and  life  advantages  of  an  RFS. 

The  stability  requirements  for  the  Block  HR  atomic  clocks  are  shown  in  Table  2,  along  with  the  range 
error  predicted  from  the  measured  frequency  stability  of  the  EG&G  GPS  RFS.  This  high  performance 
rubidium  clock  is  able  to  meet  the  stringent  1-  and  14-day  autonomous  timing  requirements. 


BLOCK  DIAGRAM 

The  most  important  new  design  feature  of  the  Block  HR  RAFS  is  the  “natural  frequency”  approach 
to  integrating  the  clock  and  secondary  loop  synthesizer  into  a  Total  Navigation  Package.  The  same 
synthesis  hardware  that  provides  frequency  adjustments  and  selective  availability  also  converts  the 
Cs  or  Rb  AFS  frequency  to  10.23  MHz  for  the  navigation  payload.  This  concept  eliminates  the 
RFS  secondary  loop  and  ground  tuning  sections,  reducing  size,  weight,  power,  and  complexity,  while 
improving  performance,  radiation  hardness,  and  reliability. 

A  block  diagram  of  the  RAFS  is  shown  in  Figure  1.  A  voltage  controlled  crystal  oscillator  (VCXO) 
provides  the  output  via  an  amplifier  and  crystal  filter.  The  VCXO  also  excites  the  Rb  physics  package 
via  an  rf  multiplier  chain.  A  servo  amplifier  processes  the  discriminator  signal  from  the  physics  package 
to  lock  the  VCXO  to  the  Rb  resonance.  A  lamp  exciter,  C-field  source,  and  temperature  controllers 
support  the  physics  package  operation.  A  power  supply  operates  the  unit  under  telemetry  control, 
while  monitor  signals  indicate  the  RAFS  status.  This  arrangement  is  a  simplified  “natural  frequency” 
configuration  that  eliminates  the  secondary  loop  synthesizer  and  ground  tuning  interface  by  operating 
the  unit  at  fixed,  low  C-field  and  outputting  an  exact  submultiple  of  the  Rb  atomic  frequency. 


PHYSICS  PACKAGE 

The  GPS  Block  HR  RAFS  physics  package  design  is  based  on  classical  rubidium  gas  cell  frequenej 
standard  principles.  This  approach  gives  the  highest  performance  consistent  with  allowable  size.  The 
discrete  isotopic  filter  cell  gives  zero  light  shift  (ZLS)  over  a  range  of  light  intensity  and  a  high  S/N 
ratio.  This  permits  operation  at  a  relatively  low  light  level,  thus  reducing  temperature  and  rf  power 
dependencies.  The  characteristics  of  the  lamp,  filter,  and  absorption  cells  are  described  in  Reference 
1.  The  lamp  operates  in  the  Kr-Rb  mi.xed  mode  and  is  excited  with  0.45  W  of  rf  power  at  105  MIIz. 
The  lamp  output  is  free  from  self  reversal.  Lamp  life  is  assured  by  tight  heat  sinking,  alkali  resistant 
glass,  high  vacuum  processing,  small  envelope  surface  area,  and  calorimetric  measurement  of  rubidium 
fill. 

The  filter  cell  operates  in  a  separate  oven  whose  temperature  is  adjusted  for  ZLS.  The  filter  cell  bulTci 
gas  and  pressure  are  chosen  to  give  optimum  signal  and  lowest  TC  under  ZLS  conditions. 

The  absorption  cell  buffer  gases  are  chosen  for  narrow  linewidth  and  low  TC.  The  mix  ratio  is  adjusted 
for  a  slightly  positive  TC  to  partially  compensate  for  the  filter  cell  TC.  The  nominal  fill  pressure  is 
determined  by  the  13.40134393  MIIz  output  frequency  and  is  sufficient  to  reduce  the  wall  relaxation 
rate  without  excessive  buffer  gas  collisional  broadening.  The  absorption  cell  length  is  optimized  for 
maximum  signal  at  the  chosen  light  intensity  and  temperature,  the  latter  being  the  coolest  practical 
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for  operation  at  an  upper  baseplate  temperature  of  +50“C. 

A  cross-sectional  view  of  the  GPS  Block  HR  RAFS  physics  package  is  shown  in  Figure  2.  The  three 
ovens  are  supported  by  a  fiberglass  structure  that  makes  effective  use  of  the  vacuum  environment 
for  thermal  insulation.  The  low  thermal  conductivity  mounting  and  leads,  and  low  emi&sivity  ovens, 
reduce  heat  losses  so  that  the  entire  physics  package  requires  only  1.8  W  of  oven  power  under  normal 
operating  conditions. 

A  lens  is  used  to  collimate  the  lamp  output  and  provide  a  uniform  light  distribution.  A  two-section 
C-field  coil  configuration  is  used  to  provide  a  uniform  magnetic  bias  field.  The  absorption  cell  i» 
well-bonded  to  its  oven  to  avoid  temperature  gradients,  and  sapphire  oven  windows  are  used  foi 
high  thermal  conductivity.  These  features  help  to  ensure  a  homogeneous  absorption  line.  Precisely' 
registered,  thin,  double-layer  foil  oven  heaters  are  used  to  provide  a  low  residual  magnetic  field. 

The  microwave  cavity  is  excited  with  an  E-probe  and  has  slotted  end  covers  that  support  the  de¬ 
sired  TEiii  mode  while  allowing  light  transmission  without  significant  microwave  leakage.  The  SRD 
multiplier  ic  '’lounted  against  the  cavity  and  shares  its  stabilized  thermal  environment.  The  physics 
package  includes  two  0.025  inch  Ilipernom  cylindrical  magnetic  shields. 


ELECTRONICS 

The  RAFS  electronic  circuits  determine,  to  a  large  e.xtent,  the  overall  frequency  stability  that  is 
achieved. 

Temperature  Controllers:  The  temperature  controllers  are  dc  thermistor  bridges  and  dissipative 
regulators,  with  static  thermal  gains  of  about  2000.  The  oven  demand  power  is  determined  by  the  1- 
hour  warmup  requirement.  Vacuum  conditions  not  only  reduce  oven  losses,  but  also  raise  the  thermal 
gains  and  servo  stability  margins. 

Lamp  Exciter:  The  lamp  exciter  is  a  Clapp  rf  power  oscillator  with  the  Rb  lamp  located  inside  the 
series-tuned  coil.  The  lamp  network  presents  a  range  of  loads  as  a  function  of  lamp  mode,  and  the 
circuit  has  been  characterized  under  these  various  conditions  to  ensure  proper  operation.  Starting 
may  require  the  e-xciter  to  redistribute  condensed  rubidium  inside  the  lamp  by  rf  induction  heating. 
Ignition  takes  place  when  sufficient  voltage  exists  across  the  lamp  coil.  The  running  condition  is 
stabilized  against  environmental  changes  and  supply  ripple  by  a  current  regulator  circuit. 

Preamplifier:  The  photodetector  preamplifier  is  a  one-stage  configuration  with  dc  and  ac  trans- 
impedances  of  100  kSI  and  5  Mft,  respectively.  The  ac  gain  is  broadly  peaked  at  the  fundamental 
modulation  frequency.  The  signal  to  noise  ratio  (S/N)  and  stability  of  the  R.‘VFS  are  determined 
primarily  by  the  strength  of  the  Rb  discriminator  signal  and  the  level  of  white  frequency  noise.  The 
latter  is  predominately  due  to  shot  noise  at  the  photodetector.  The  dominant  source  of  preamplifier 
noise  is  op  amp  input  voltage  noise  flowing  through  the  shunt  resistance  of  the  photodetcctor,  and, 
because  of  the  low  leakage  of  the  EG&G  photodiode,  tins  noise  contribution  is  small.  S/N  data  for 
the  GPS  Block  HR  R-A.FS  are  as  follows: 


DC  Photocurrent 
Shot  Noise 
Preamplifier  Noise 
Total  Noise 


100  /rA 

5.7  p.4/\/Hz 
0.9  pA/v/fiz 

5.8  pA/v/if^ 


Discriminator  Signal 
White  Freq  Noise  PSD 
Predicted  Stability 
Measured  Stability 


240  p.4  per  1x10"*° 
5.8x10-2*IIz-* 

1.7xlO"*V"*^^ 
2.8xl0"*V"‘/^  (inc  ref  noise) 


I 

! 

I 

1 

I 
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Magnetic  Bias  Supply:  The  magnetic  bias  suppl>  is  an  active  current  source  that  operates  the  Rb 
physics  package  at  alow,  fixed  C-field  to  mitkitnize  its  magnetic  dependence.  The  reference  voltage 
for  the  C-field  supply  is  derived  from  a  precision  low  TC,  rad  hard  Zener  diode.  The  C  field  current 
is  boosted  during  lock  acquisition  to  avoid  the  possibility  of  lockup  on  a  Zeeman  response. 

RF  Chain:  The  rf  multiplier  chain  consists  of  a  1.3.1013-1393  MHz  VCXO,  a  phase  modulator,  a 
diode  tripler,  a  push-push  doubler,  and  a  .\85  step  recovery  diode  (SRD)  multiplier.  The  low  noise 
of  the  Rb  reference  permits  a  tight  lock  loop  that  allows  the  use  of  a  low  complexity,  nonovenized 
crystal  oscillator.  An  ALC  loop  is  used  to  maintain  constant  drive  to  the  SRD  multiplier.  This 
approach  gives  high  stability  and  spectral  purity  with  minimum  complc.\it>.  Particular  care  is  taken 
to  avoid  frequency  ofisets  caused  by  AM  and  PM  modulation  distortion.  A  pure  ukodulation  waveform 
is  generated  by  passive  integration  of  a  precision  squarewave,  and  highly  linear  phase  modulation  is 
obtained  by  applying  small  excursions  to  a  hy  perabrupt  varactor  diode  in  an  all  pass  phase  modulator 
configuration. 

.A  new  feature  of  the  Blc  -k  HR  design  is  the  inclusion  of  a  high  Q  helical  resonator  rf  bandpass 
filter  ahead  of  the  SRD  multiplier.  This  greatly  improves  the  spectral  purity  and  helps  to  avoid 
frequency  ofisets  due  to  spurious  components  on  the  microwave  spectrum.  The  SRD  multiplier  uses 
a  low  capacitance  diode  in  a  shunt  mode  with  an  external  dc  bias  resistor  that  is  used  to  adjust  the 
microwave  power  level  to  the  optimum  value. 

RF  Output  Amplifier:  The  rf  output  amplifier  must  not  only  piovidc  the  i  IS  dBm.  low  distortion 
RAFS  output,  but  must  also  maintain  a  phase  continuous  output  under  transient  radiation.  During 
transient  radiation,  the  active  devices  of  the  VCXO  and  output  amplifier  are  subject  to  upset.  Short 
term  (<1  /rscc)  flywheeling  is  provided  by  the  LC  output  tank.  Medium  term  (<100  /rsec)  flyvvheeling 
is  provided  by  a  crystal  bandpass  filter  ahead  of  the  output  stage.  The  output  stage  recovers  before 
the  energy  in  its  tank  is  dissipated.  The  VCXO  crystal  resonator  itself  keeps  vibrating  during  the 
radiation,  and  the  VCXO  circuit  recovers  within  the  ringing  interval  of  the  crystal  filter. 

Power  Supply:  The  power  supply  consists  of  an  input  filter,  a  dc/dc  converter,  and  three  linear 
regulators.  The  dc/dc  converter  uses  a  single  ended  flyoack  configuration  that  provides  both  dc 
isolation  and  regulation.  The  -f2S  V  output  is  used  directly  as  the  heater  supply  while  the  i5  and 
±15  V  supplies  are  further  stabilized  by  precision  linear  regulators  before  supplying  the  logic  ami 
analog  circuits.  Under  normal  operating  conditions  in  vacuum,  the  R.\FS  circuits  consume  under  10 
W.  The  total  dc  input  is  33  \V  demand  during  warmup  and  13  W  steady  state  at  ■j-20“C  baseplate. 


MECHANICAL  PACKAGING 

The  RAFS  outline  is  shown  in  Figure  3.  The  height  was  reduced  by  about  one  inch  by  eliminating 
the  secondary  loop  and  ground  tuning  circuitry,  and  particularly  by  the  removal  of  the  large  ovenized 
secondary  loop  crystal  oscillator.  The  length  and  width  were  increased  slightly  because  of  the  .additiuh 
of  tantalum  covers  on  the  four  sides  for  radiation  shielding.  The  number  of  mounting  feel  was  increased 
from  four  to  eight,  and  the  command/monitor  connector  was  changed  to  a  smaller  size. 

Packaging  Layout:  The  R.-\FS  packaging  is  shown  in  Figure  I.  The  outer  magnetic  enclosure  and 
the  side  and  top  covers  ha,ve  been  removed  in  the  right  photograph  to  expose  the  electronic  boards 
and  other  subassemblies  in  cavities  of  the  chassis.  The  primary  objectives  in  this  packaging  design  arc 
ruggedness,  thermal  transfer,  access  fur  assembly  and  inspection.  EMI  shielding,  radiation  shielding, 
and  light  weight. 


The  main  chassis  provides  the  thermal  and  structural  interface  for  the  various  assemblies  and  printed 
circuit  boards  (PCBs).  It  is  a  one-piece,  machined  aluminum  box-like  structure  with  a  solid  baseplate 
and  four  vertical  walls.  The  walls  have  integral  stiffening  ribs/partitions  that  form  compartments  on 
the  outer  surfaces.  There  are  ten  PCBs  mounted  in  these  compartments.  The  boards  are  located 
around  the  structure  to  minimize  the  length  of  wiring  runs  and  crosstalk.  The  partitions  between 
the  compartments  stiffen  the  wall,  provide  EMI  shielding  between  the  PCBs  and  provide  a  mounting 
surface  for  heat  sinks  for  components  with  high  power  dissipation. 

The  four  walls  of  the  chassis  form  a  central  cavity  that  contains  several  assemblies.  The  physics 
package  is  mounted  at  the  bottom  on  the  baseplate  of  the  structure.  The  lamp  exciter  and  helical 
resonator  assemblies  are  attached  to  the  physics  package  before  installation  into  the  structure.  The 
electrical  connections  are  made  with  nonmagnetic  semi-rigid  coaxial  cables.  The  rf  output  connectoi 
is  located  on  the  structure  wall  so  that  it  protrudes  directly  into  the  output  amplifier  compartment. 

Filter  boxes  are  mounted  at  the  power  and  monitor  connectors  to  eliminate  radiation  to  or  from  exposed 
leads.  EMI  gaskets  are  used  under  the  connector  flanges.  All  leads  pass  through  feedthrough  filtei 
capacitors,  and  the  assembly  is  located  near  the  power  supply  to  minimize  exposed  lead  length.  Theie 
are  also  feedthrough  filter  capacitors  in  partitions  in  the  chassis  where  needed  for  EMI  suppression. 
The  electronic  compartments  have  aluminum  covers  fastened  against  the  chassis  with  closely  spaced 
screws  for  containment  of  EM  radiation.  The  four  sides  and  the  top  also  have  covers  of  tantalum 
for  nuclear  radiation  shielding.  An  outer  magnetic  enclosure  is  used  to  provide  additional  magnetic 
shielding. 


RADIATION  HARDENING 

Radiation- hardening  is  a  critical  aspect  of  the  GPS  Block  IIR  RAFS  requirements,  and  one  that  has 
received  much  attention  during  the  design  effort.  The  RAFS  design  has  undergone  detailed  radiation 
hardening  analysis  by  GE,  with  the  assistance  of  EG&G,  GE,  ITT,  and  JAYCOR.  Critical  parts  and 
subassemblies  have  also  been  subjected  to  radiation  testing.  In  particular,  the  Rb  physics  package  has 
been  subjected  to  total  gamma  dosc  testing,  and  the  VCXO  and  RF  output  chain  has  been  subjected 
to  transient  radiation  testing.  This  analysis  and  test  have  shown  that  the  design  can  meet  the  stringent 
clock  performance  requirements  under  both  the  natural  and  manmade  radiation  environments. 


RELIABILITY 

The  predicted  MTBF  of  the  overall  GPS  Block  IIR  RAFS  is  298,000  hours,  and  3-18,000  hours  excluding 
those  components  (such  as  monitors)  that  do  not  contribute  to  a  mission  failure.  This  corresponds  to 
reliability  values  of  0.80  and  0.83,  respectively,  for  a  single  Rb  clock  over  the  7.5  year  mission  duration. 
Each  satellite  is  expected  to  have  one  active  and  one  hot -standby  rubidium  clock,  and  one  cesium 
clock  as  a  cold-standby  unit. 


TEST  RESULTS 

Two  additional  GPS  RFS  prototype  units  (S/Ns  3  and  4)  were  built  as  part  of  the  GE  proposal 
effort.  These  units  have  the  original  mechanical  configuration,  but  incorporate  the  changes  associated 
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with  the  13.4  MHz  “natural  frequency”  approach.  Test  data  for  all  the  EG&G  GPS  RFS  units  show 
excellent  performance  that  exceeds  the  Block  HR  requirements. 

Stability:  All  of  these  RFS  units  have  consistently  shown  drift -corrected  Allan  variance  stabilities 
at  or  below  (Ty(r)  =  3xl0“^^r“^/^  +  1.5x10"''’  when  measured  against  the  NRL  hydrogen  maser. 
One-day  stabilities  in  the  high  10"’®  range  are  typical.  An  example  of  a  recent  NRL  107-day  stability 
run  at  constant  temperature  for  S/N  4  is  shown  in  Figures  5  and  6.  The  otability  is  about  10"’  ’ 
between  10®  and  10®  seconds.  The  higher  level  of  white  FM  at  shorter  averaging  times  is  due  to  the 
measuring  system. 

Aging:  The  GPS  RFS  units  have  shown  aging  <  5xl0"’‘’/day.  The  aging  is  always  negative,  tends  to 
decrease  graduallj  rtith  uiMisturbed  operating  time,  and  is  consistently  smooth  and  highly  modelable. 

Temperature  Stability:  The  average  PCs  of  S/Ns  3  and  4  were  measured  at  EG&G  to  be  about 
-0.7xl0"’®/°C  and  +0.4xl0~’^/°C,  respectively,  over  a  baseplate  temperature  range  from  +20°C  to 
+45°C.  S/N  4  was  then  re-optimized  for  operation  from  +15°C  to  +20°C,  where  it  displayed  an 
average  TC  of  about  +0.6xl0"’®/°C.  The  steady-state  TC  is  always  smooth,  hysteresis-free,  and 
quite  modelable. 

A  test  was  conducted  to  measure  the  clock  error  caused  by  orbital  temperature  variations.  S/N  4  was 
subjected  to  a  +15°C  to  +20°C  triangular  temperature  profile  having  a  12-hour  period.  The  resulting 
time  error  was  about  ±2  nsec,  well  within  the  operational  requirements. 

Power:  The  steady-state  power  versus  temperature  characteristic  of  EG&G  GPS  RFS  S/N  4  was 
measured  as  a  function  of  baseplate  temperature  from  -15°C  to  +35°C.  The  power  was  12.6  W  at 
+20°C  and  varied  by  about  -50  mW/°C. 

Retrace:  A  series  of  power  on/off  retrace  tests  were  conducted  on  S/N  1  at  NRL.  This  58-day  test 
included  4  retrace  cycles,  with  off  periods  from  about  2  to  10  days.  This  retrace  record  is  unique 
because  it  is  the  only  such  record  known  for  an  RFS  of  such  high  stability  against  such  a  high  stability 
reference.  The  measurement  noise  is  therefore  very  low,  even  in  relation  to  the  low  retrace  values. 
The  retrace  record  is  also  interesting  in  that  the  RFS  frequency  seems  to  “freeze”  during  the  off 
period  (with  a  slight  tendency  for  the  frequency  to  reverse).  This  indicates  that  the  dominant  aging 
mechanism  depends  on  elevated  internal  operating  temperature.  The  most  likely  such  mechanism  is 
redistribution  of  rubidium  within  the  lamp.  This  process  would  indeed  literally  “freeze”  while  the  unit 
was  off.  The  overall  record  shows  gradual  settling,  and  seems  to  be  the  same  ais  it  would  have  been 
without  the  off-periods  (if  they  were  simply  cut  out  of  the  record). 

The  retrace  behavior  of  the  unit  was  excellent,  ranging  from  essentially  zero  (for  2  days  off)  to  about 
3x10"’®  (for  10  days  off).  These  results  are  consistent  with  similar  retraces  conducted  on  GPS  RFS 
S/N  2  as  part  of  a  total  gamma  dose  physics  package  radiation  test  (see  below).  This  RAFS  design 
easily  complies  with  the  5x10"’^  retrace  requirement,  and  tlie  warm  up  time  required  to  achieve  this 
retrace  is  less  than  the  3  days  specified. 

Radiation:  A  total  gamma  dose  radiation  test  whs  conducted  on  the  RAFS  physics  package.  The 
objective  of  the  test,  conducted  jointly  by  EG&G  Frequency  Products  and  GE  Astro  Space,  was  to 
determine  the  effects  of  total  dose  gamma  radiation  on  the  frequenej,  photodetector  current,  and  other 
characteristics  of  the  high  performance  Rb  physics  package.  Most  of  all,  the  test  was  run  to  rule  out 
any  unexpected  effects.  Measurements  were  made  before  and  after  doses  of  7,  21,  and  70  krads(Si) 
of  gamma  radiation  from  a  Co®®  cell.  No  significant  frequency  shifts  or  other  changes  in  performance 
were  observed  within  the  limit  of  about  1x10"”  set  by  the  drift  and  retrace  effects  (primarily  due  to 
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the  disassembly  and  reassembly  of  the  RAFS  before  and  after  each  irradiation).  Since  these  exposures 
represent  xl,  x3,  and  xlO  of  the  total  dose  expected  from  natural  radiation  during  the  7.5-year  life  of 
the  GES  satellite,  during  which  the  RAFS  can  be  .expected  to  have  a  total  frequency  shift  of  about 
lxlO~^°,  this  test  has  confirmed  that  the  effect  of  the  radiation  on  the  Rb  physics  package  is  negligible. 

PROGRAM  STATUS 

The  development  phase  of  the  GPS  Block  IIR  RAFS  program  is  nearly  complete.  Critical  Design  and 
Manufacturing  Readiness  Reviews  have  been  held,  and  most  data  items  are  complete.  A  brassboard 
unit  of  the  new  design  configuration  has  been  built  and  is  undergoing  acceptance  testing.  After  the 
production  go-ahead.  Block  IIR  Rb  clock  deliveries  are  scheduled  to  begin  in  June  1992. 
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Figure  1.  Block  Diagram  of  GPS  Block  HR  RAFS. 
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Figure  2.  Physics  Package  Cross-Section. 
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Figure  5.  S/N  4  Frequency  Record. 
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Figure  6.  S/N  4  Stability. 
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PRECISE  FREQUENCY  CALIBRATION  USING 
TELEVISION  VIDEO  CARRIERS 
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P.O.  Box  1411 
Glen  Allen,  Virginia  23060 


Abstract 

The  availability  of  inexpensive  and  quick  precise  frequency  calibration  methods  is  limited.  VLF  and 
GPS  do  offer  precise  calibration.  However,  antenna  placement,  cost  of equipment,  and  calibration  time  place 
many  restrictions  on  the  user. 

The  USNO  maintained  lineAO  television  Time  of  Coincidence  (TOC)  of  station  WTTG,  channels,  Wash- 
in^on,  DC  requires  a  frequency  stable  video  carrier.  This  video  carrier,  77.24MHz,  is  controlled  by  the  same 
cesium  beam  standard  controlling  the  TOC  of  line-1 0. 

Excellent  frequency  comparisons  against  this  video  carrier  have  been  accomplished  at  95  miles  (153  km). 
With  stable  propagation  and  a  three  foot  wire  antenna,  a  part  in  lo®  can  be  determined  in  a  few  minutes. 

Inexpensive  field  equipment  with  a  synthesized  1  kHz  offset  from  the  video  carrier  offers  parts  i«  io“ 
calibrations  in  a  few  minutes  using  an  oscilloscope  as  a  phase  comparator. 


INTRODUCTION 


The  accuracy  of  precise  time  and  time  interval  (frequency)  has  increased  at  a  phenomenal  rate  over  the 
years.  Atomic  standards  and  modern  means  of  communications  now  provide  us  values  not  dreamed  of 
a  few  decades  ago.  The  scientific  and  military  worlds  are  tied  together  to  within  a  few  nanoseconds. 
While  those  of  us  involved  in  the  PTTI  arena  apply  precise  accuracies  to  our  everyday  work,  a  large 
segment  of  the  general  population  that  needs  PTTI  has  been  left  behind.  This  lag  has  left  thousands 
of  daily  users  where  they  were  thirty  years  ago  at  a  part  in  10^  using  WWV  on  shortwave.  Low 
frequency  phase  tracking,  Loran-C,  GPS/GLONASS  and  the  like  are  not  easily  accessible  tools  for 
many  in  the  general  communications  fields. 


METHODS  AND  LIMITS 

The  following  means  of  dissemination,  while  able  to  provide  PTTI  results,  have  limiting  factors  to  the 
general  user.  The  following  factors  are  typical  for  general  communications  personnel: 

VLF  (3-30  kHz),  10"^^  or  better,  requires  expensive  receivers  and  special  antenncis.  Calibration 
time  is  in  hours,  full  knowledge  of  diurnal  phase  changes  is  necessary. 
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LF  (30-300  kHz),  10  to  10  requires  expensive  receivers  and  timing  equipment.  European 
users  can  use  stabilized  broadcast  carriers  (90-200  kHz). 

MF  (300  kHz-3  MHz),  limited  to  lO”’^  unless  daytime  groundwave  signals  are  available,  low  cost 
receivers.  While  phase  stable  standard  broadcast  stations  (0.54-1.6  MHz)  could  be  used,  none  are 
currently  in  operation  (North  America). 

HF  (3-30  MHz),  limited  to  10~^  unless  groundwave  signals  are  available,  low  cost  receivers. 

VHF  (30-300  MHz),  10“^^  (see  below),  low  cost  receivers. 

UHF  (300  MHz-3  GHz),  10~^^,  low  to  high  cost  receivers,  generally  line  of  sight  range  and  subject 
to  phase  jitter  proportional  to  frequency  increase.  Satellite  signals  subject  to  orbital  changes,  GPS  is 
too  expensive. 

SHF  (3-30  GHz),  10“^^,  medium  to  high  cost  receivers,  generally  limited  to  line  of  sight  and  subject 
to  phase  jitter  proportional  to  frequency  increase.  Satellite  signals  subject  to  orbital  changes. 

LINE-10  (TELEVISION),  10“^^,  medium  to  high  cost  receivers,  currently  avmlable  only  on  WTTG, 
channel  5,  Washington,  DC.  Requires  clock  comparison  of  specific  line  10  television  pulse  that  occurs 
every  1,001  seconds.  Meaningful  calibrations  require  an  hour  or  longer  under  stable  propagation 
conditions. 

COLOR  SUBCARRIER,  10“^^,  medium  cost  receivers,  now  generally  unieliable  due  to  network 
routing  changes,  satellite  orbital  changes,  and  the  mode  of  station  operation. 

NIST  AUTOMATED  COMPUTER  TIME  SERVICE,  lO'®  to  10"®,  low  cost,  but  requires 
computer,  modem,  and  several  long  distance  telephone  calls.  Time  period  for  calibration  is  20  minutes 
to  24  hours  depending  on  needs. 


USAGE  DEMANDS 

While  timing  demands  to  a  millisecond  can  be  met  by  many  of  the  above  discussed  methods,  by  far  the 
greatest  need  of  the  general  communications  worker  is  frequency  calibration.  The  workhorses  of  the 
communications  industry  are  the  digital  counter  and  digital  synthesizer  (service  monitor).  Affordable 
test  equipment  capable  of  parts  in  10®  or  better  are  generally  found  in  use.  The  demand  of  setting 
operating  frequency  to  a  few  parts  in  10®  has  become  commonplace  in  industry.  Unfortunately,  field 
verification  of  test  equipment  time  bases  can  not  be  accomplished  in  an  easy  and  affordable  manner. 
These  general  users  are  in  need  of  a  low  cost,  propagation  stable,  and  quick  and  easy  to  use  precise 
frequency  source. 


PRECISE  TELEVISION  VIDEO  CARRIERS 

At  the  present  time  USNO  operates  a  phase  stable  video  carrier  on  station  WTTG,  channel  5,  Wash¬ 
ington,  DC.  This  station’s  100  kW  transmitter  can  be  used  up  to  150  miles  (240  km)  with  a  short  wire 
antenna  as  a  reliable  precise  frequency  source  at  its  operating  frequency  of  77.24  MHz.  With  the  addi¬ 
tion  of  other  select  television  stations  throughout  the  United  States  operating  precise  controlled  video 
carriers,  large  percentages  of  the  general  population  can  be  supplied  with  the  needed  precise  frequency 
calibration  source.  Precise  operation  by  a  single  station  in  each  of  the  top  10  television  markets  of: 
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New  York  City,  Los  Angles,  Chicago,  Philadelphia,  San  Francisco,  Boston,  Detroit,  Dallas-Ft.  Worth, 
Washington,  DC,  and  Houston  will  provide  service  to  better  than  one-third  the  country’s  population. 
The  addition  of  markets  11-20:  Cleveland,  Atlanta,  Minneapolis-St.  Paul,  Miami,  Seattle- Tacoma, 
Pittsburgh,  Tampa-St.  Petersburg,  St.  Louis,  Denver,  and  Phoenix  will  include  better  than  45  percent 
of  the  general  population. 


CONSIDERATIONS  AND  OBSERVATIONS 

The  selection  of  the  lower  numbered  television  channels  (2-6)  operating  55.25  through  83.26  MHz 
is  preferred  due  to  their  longer  signal  range  and  better  propagation  phase  stability,  just  to  name  a 
few  factors.  Identification  that  the  system  is  operating  precisely  can  be  accomplished  by  a  carrier 
phase  change  lasting  a  few  seconds  occurring  every  five  minutes.  Such  an  identification  phase  change 
would  not  affect  the  received  picture  if  this  phase  change  transition  is  on  the  order  of  50  ms.  Such 
identification  phase  changes  may  be  accomplished  with  reactance  phase  changes  in  the  transmitter  far 
isolated  from  the  primary  frequency  source.  Video  carriers  controlled  by  in-house  cesium  or  rubidium 
standards  can  be  directly  compared  by  normal  methods  such  as  VLF  and  GPS. 

The  WTTG  phase  stable  carrier  has  been  observed  for  a  number  of  years  at  a  location  95  miles  away. 
A  higfcstability  quartz  frequency  standard  is  continuously  phase  compared  against  WWVB  operating 
at  60  kHz.  This  quartz  oscillator  drives  a  synthesizer  with  an  output  1  kHz  removed  from  the  WTTG 
video  carrier  (77.239  vs.  77.24  MHz).  A  communications  receiver  supplies  the  detected  1  kHz  beat 
note  to  a  dual  trace  oscilloscope.  The  secci.d  oscilloscope  input  also  has  a  1  kHz  input  derived  from  a 
divided- output  of  the  quartz  osciiiator.  Frequency  differences  between  the  WTTG  carrier  and  the  local 
quartz  oscillator  are  noted  as  drift  displays  on  the  dual  trace  oscilloscope.  At  WTTG’s  frequency  of 
77.24  MHz  a  1 X  10“^  difference  results  in  a  cycle  beat  once  per  12.94  seconds.  Careful  expanded-scale 
oscilloscope  observations  provide  parts  in  10”  in  10  minutes.  Short-term  propagation  phase  changes 
are  easily  recognized  and  can  be  ignored.  The  video  carrier  can  also  be  compared  using  the  zero  beat 
method,  but  accuracy  errors  become  a  factor  during  .signal  level  fades  and  propagation  phase  changes. 

Low  cost  VHF  receivers  and  easily  constructed  video  carrier  offset  phase  lock  loop  generators  operating 
from  the  user’s  time  bases  can  make  this  precise  frequency  calibration  method  ideal  for  those  within 
range  of  any  television  station  operating  with  a  precise  video  carrier. 


233/234 


Geodetic  Positioning  of  the  Aerospace  Electronics 
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(TTR)  using  the  GPS  NAVSTAR  Block  I  Satellites 
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Abstract 

Aerospace  has  routinely  processed  the  Osborne  Time  Ti’ansfer  Receiver  (TTR)  data 
for  the  purpose  of  monitoring  the  performance  of  ground  and  GPS  atomic  clocks  in 
near  real-time  with  on-line  residual  displays  and  characterizing  clock  stability  with 
Allan  Variance  calculations.  Recently,  Aerospace  added  the  ability  to  estimate  the 
TTR’s  location  by  differentially  correcting  the  TTR’s  location  in  the  WGS84  reference 
system.  We  exercised  this  new  feature  on  a  set  of  TTR  clock  phase  data  and  obtained 
sub-meter  accurate  station  location  estimates  of  the  TTR  at  the  Aerospace  Electronic 
Research  Lab  (ERL). 


BACKGROUND 

The  Osborne  Time  Transfer  Receiver’s  (TTR)  primary  function  is  to  provide  a  means  to  monitor  a 
local  laboratory  frequency  standard  by  comparing  this  standard  to  GPS  system  time  using  the  GPS 
Navstar  satellites.  In  order  to  accomplish  this  task,  it  is  necessary  to  set  up  initially,  the  local  receiver 
coordinates  into  the  receiver’s  memory.  This  initialization  is  assisted  by  using  the  built-in  positioning 
capabilities  of  the  receiver  whereby  real-time  location  estimates  are  obtained  during  user  specified 
tracks.  The  TTR  is  a  single  channel  Clear  Acquisition  (CA)  receiver,  thus  the  real  time  estimates  of 
location  are  obtained  sequentially  in  time  from  each  satellite.  This  operation  is  in  contrast  to  position 
receivers  designed  to  receive  signals  from  four  or  more  satellites  simultaneously  using  the  Precise  (P) 
Code,  which  is  an  order  of  magnitude  more  accurate  than  the  CA  code.  The  lack  of  simultaneity  of  the 
measurements  further  degrades  the  position  estimates  from  the  TTR.  Therefore  the  initially  entered 
station  coordinates  are  only  first  estimates  and  subject  to  error. 

These  deficiencies  are  unessential  to  the  receiver’s  operation  as  a  time  transfer  device,  and  consequently 
the  TTR  has  been  most  useful  and  helpful  in  quickly  detecting  atomic  clock  anomalies  not  only  in  the 
laboratory  standard,  but  also,  satellite  atomic  clocks  themselves.  This  latter  ability  is  due  to  the  high 
precision  and  stability  of  the  laboratory  clock. 

The  initially  entered  receiver  locations  were  obtained  by  observing  the  TTR's  solution  on  a  daily  basis 
for  several  days.  Since  no  consistent  daily  solution  could  be  obtained,  the  locations  were  finally  selected 
and  entered  by  a  trial  and  error  method.  The  receiver’s  initial  position  errors  are  clearly  manifested 
in  the  clock  phase  difference  measurements  as  pronounced  systematic  diurnal  signatures  in  some  the 
satellites,  (Satellites  ID  PRN  9  and  PRN  3)  as  seen  in  figure  1.  The  long  non-diurnal  systematic  effects 
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observed  for  each  satellite  seen  in  this  figure  is  the  effect  of  clock  steering  (confirmed  by  independent 
data  from  USNO)  performed  by  the  GPS  control  segment.  The  clock  steering  is  necessary  to  keep 
GPS  system  time  to  within  a  microsecond  of  USNO  time. 

The  program  which  was  used  to  monitor  atomic  clock  performance  and  characterize  clock  stability 
by  computing  the  Allan  Variance  was  modified  with  additional  code  for  an  iterative  least  squares 
procedure.  The  initial  estimate  is  refined  by  inputting  the  time  difference  measurements  from  the 
receiver  as  data  into  this  least  squares  program  and  thus  derive  a  better  estimate  for  the  station  coor¬ 
dinates.  Since  the  original  station  entries  are  referenced  to  the  WGS84  geodetic  coordinates  as  given 
by  the  TTR,  and  the  broadcasted  ephemerides  are  also  based  on  the  WGS84  system,  the  resulting 
least  squares  corrections  will  be  referenced  to  the  WGS84  coordinates. 


ANALYSIS 

We  note  that  the  Ar,  the  range  difference  (i.e.time  difference  measurement  error  times  the  speed  of 
light)  is  merely  the  negative  sum  of  the  projections  of  the  South,  East  and  height  components  of  the 
station  error  into  the  line  of  sight  from  the  station  to  the  satellite.  A  derivation  of  this  is  given  in  the 
Appendix  section. 


Ar  =  —  cos  AZ  cos  e/(  South  error)  -  sin  AZ  cos  el{  East  error)  —  sin  e/(  Height  error)  (1) 

where  (el)  and  (AZ)  are  the  observe  elevation  and  azimuth  angles.  Azimuth  is  defined  as  measured 
from  North  round  by  Ecist.  or: 


Ar  =  -  cos/12^cose/(i2A^)  -  sin/i^cose/(.Rcos0AA)  -  sine/(A/i)  (2) 

where  A/i,  A<p  and  AA  are  the  respective  height  correction  above  a  reference  geoid,  and  corrections 
in  latitude  and  longitude  of  the  TTR.  The  system  of  normal  equations  necessary  for  a  least  squares 
solution  is  given  by  equation  (3),  where  the  left  hand  side  contains  the  data,  and  the  right  hand  side 
consists  of  the  station’s  South,  East  and  height  errors  to  be  determined  from  the  data.  Each  row 
of  the  matrix  of  normal  equations  1|/1|1  is  formed  from  the  coefficients  of  equation  (2).  A  vector  of 
measurements,  lAfj,  is  formed  from  the  dataset,  Ar.  The  solution  proceeds  in  an  iterative  two  step 
procedure.  The  data  are  first  fitted  to  a  polynomial  up  to  sixth  degree  in  time  to  remove  the  clock 
phase  wander  and  other  systematic  effects.  The  remaining  difference,  Ar,  is  used  in  a  standard  least 
squares  solution  for  the  station  off-sets  in  the  South,  East,  and  height  directions,  as  follows: 


^  (South  error)  ^ 
(East  error) 

^  (Height  error)  y 


(3) 


As  many  as  15  iterations  are  necessary  to  converge  the  final  solution.  Each  iteration  includes  a 
reestimation  of  the  polynomial  to  separate  out  the  clock  wander  and  steering  effects  from  the  station 
location  estimation. 
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DATA  DESCRIPTION  AND  RESULTS 


A  span  of  clock  phase  difference  data  between  2/8/90  to  4/19/90  from  the  TTR5  was  selected  for 
the  receiver  coordinate  adjustment.  This  data  also  cuntained  the  elevation  and  azimuth  angles  as 
computed  by  the  TTR5,  which  are  needed  in  equation  (2).  The  iterative  least  squares  correction  for 
the  coordinates  is  obtain  by  computing  the  weighted  correction  from  each  NAVSTAR.  At  the  end  of 
each  iteration,  the  sum  of  the  average  data  residual  (standard  deviation  or  s.d.)  from  each  NAVSTAR 
is  computed,  and  the  iteration  ceases  when  this  sum  reaches  a  minimum.  The  result  and  solution  from 
this  procedure  are  summarized  in  Table  1. 

As  seen  in  this  table,  the  final  post-fit  data  s.d.  from  each  NAVSTAR  are  substantially  reduced  from 
the  initial  pre-fit  data  s.d.  The  columns  labelled  “corrections”  are  the  final  corrections  determined 
from  data  from  each  NAVSTAR,  and  show  considerable  scatter  from  NAVSTAR  to  NAVSTAR  (e.g. 
-11.726  meters  of  West  error  for  NAVSTAR  9).  The  individual  s.d.  for  each  NAVSTAR  for  each  coor¬ 
dinate  component  are  listed  under  the  column  labelled  “sig”.  The  final  solution  for  the  South,  East, 
height  correction  components  and  the  associated  composite  s.d  from  all  the  NAVSTARs  are  listed 
under  the  columns  labelled  “weighted  mean”  and  “composite  sigma”  respectively.  The  corrections  are 
7.366m  South,  5.612m  West  and  16.12m  low. 

These  formal  s.d.  need  to  be  multiplied  by  a  factor  of  about  6  to  7  corresponding  to  the  postfit  average 
data  residual  as  described  by  the  data  s.d.  The  covariance  implicit  in  equation  (3)  assumes  a  data 
sigma  of  one  meter,  whereas  it  is  more  appropriate  to  use  the  actual  data  sigma  of  about  7  meters. 
Consequently,  the  more  realistic  uncertainties  are  0.60  meters,  0.39  meters  and  0.36  meters  in  the 
respective  coordinates.  Finally,  when  the  linear  corrections  are  converted  to  arc  second  measure,  the 
corrections  are  0.2382”  South  in  latitude  and  0.2187”  West  in  longitude. 

When  these  corrections  are  used  in  equation  (2)  to  compensate  the  data  for  station  error,  a  marked 
improvement  is  seen  when  Figure  2  is  compared  to  Figure  1.  The  most  noticeable  effect  is  the  reduc¬ 
tion  in  the  diurnal  phase  errors  for  NAVSTAR  PRN  9  and  3  as  well  as  moderate  error  reduction  for 
the  other  NAVSTAR  PRNs. 

For  further  confirmation  of  the  validity  of  these  results,  we  performed  a  “blind  test"  verification  by 
using  the  corrective  factors  derived  from  data  between  2/8/90  to  4/19/90  into  a  data  span  not  used 
in  the  solution.  We  selected  a  earlier  set  between  10/3/89  to  11/12/89.  The  result  of  this  test  is 
shown  in  Figures  3  and  4.  Figure  3  shows  the  errors  when  the  station  correction  is  left  out.  As  can  be 
seen,  sizable  errors  for  PRNs9  and  3  are  there  and  of  the  same  magnitude  as  seen  in  Figure  1,  where 
the  station  corrections  are  also  left  out.  In  Figure  4,  where  the  corrections  are  applied,  significant 
reductions  in  the  diurnal  errors  especially  for  PRNs  9  and  3  are  achieved.  As  an  additional  note,  the 
data  selected  were  time  differenced  measurements  between  the  Aeros])ace  laboratory  standard  and 
each  of  the  NAVSTAR  clocks.  Hence,  as  can  been  seen  in  Figures  3, and  4,  the  individual  satellite 
clock  behavior  is  exhibited.  A  summary  of  each  of  the  clock’s  frequency  labeled  as  FRQ  and  aging 
labeled  as  DFQ  between  each  satellite  and  the  laboratory  is  shown  in  the  upper  right  hand  corner  of 
the  figure.  The  units  for  frequency  difference  between  laboratory  standard  and  satellite  clock  are  in 
picoseconds/second  and  the  aging  factor  arc  in  nanoscconds/days^. 
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SUMMARY  AND  CONCLUSION 

A  few  meters  of  TTR  location  input  error  will  result  in  noticeable  effects  in  the  data.  Significant  im¬ 
provements  resulted  when  station  corrections  of  0.2382”  South  in  latitude,  0.2187”  West  in  longitude 
and  -16.12  meters  in  receiver  height  are  applied.  The  results  here  show  that  the  TTR  with  CA  coded 
data  provides  sufficient  precision  for  the  receiver  to  act  as  a  WGS84  position  locator  with  sub-meter 
accuracy  as  well  as  a  time-transfer  device. 

APPENDIX 

For  the  purpose  of  differentially  correcting  the  station  coordinates,  we  formulate  the  rectangular  station 
components  for  a  spherically  shaped  earth, 

X  =  (R+  h)  cos  4>  cos  A 
Y  =  (R  + /i)cos^sin  A 
Z  =  (ii  +  /i)  sin  4) 

where  R,  h,  4>  and  A  are  the  respective  radius,  height  above  a  reference  geoid,  geocentric  latitude  and 
longitude  of  the  TTR. 

We  define  a  set  of  unit  vectors  L,  A,  D  as: 

Lx  =  cos<{>cosX  yir  =  — sinA  Dx  =  -  cos  Asino 

Ty  =  cos^sinA  Aj,  =  cosA  Dy  =  -  sin  A  sin  ^  (1) 

Lz  =  sin^  A-  =  0  Dz  =  cos  4 

so  that  errors  in  the  rectangular  components  arc  related  to  errors  in  the  spherical  components  through 
the  matrix  equation  as: 
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(  Ah  \ 

AY 

Ity  /\y  Dy  I 

il  cos  4>A\ 

\az) 
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\  R^4>  / 

In  order  to  obtain  the  errors  XXh,  Al/i,  and  AZ/,  in  a  local  horizon  tangent  plane,  with  the  normal 
to  the  plane  in  the  local  zenith  direction,  we  need  to  rotate  AX,  AY,  AZ  by  a  rotation  matrix: 
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Substituting  AX,  AY,  AZ  from  equation  (2)  into  (3),  we  obtain: 
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which  reduces  simply  to: 
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The  topocehtric  rectangular  measurement  error  vector,  Ap,  with  components,  Au,  Av,  Aw,  is  the 
negative  of  the  station  error  vector  AR,  (assuming  no  errors  for  the  NAVSTARs’  position). 

Ap{Au,  Av,  Aw)  =  -ARiAXh,  AYh,  AZh)  (6) 

A  triad  of  unit  vectors  in  the  topocentric  system  is  defined  for  the  observed  elevation  (e/)  and  azimuth 
(AZ)  angles  as  follows: 

Lxh  =  —  cos  el  cos  AZ  A^h  =  sin  AZ  Dxh  =  cos  sin  el 

L,jh  =  cos  el  sin  AZ  Ayi,  =  cos  AZ  Dyh  =  -  sin  AZ  sin  el 

Lxh  =  sine/  A-h  =  0  D~h  =  cose/ 

so  that: 

I  Au\  /  Lxh  A~h  Dxh  \  f  Ar  \ 

Au  =  I,j,A  Ayh  Dyh  r  cos  el  A  AZ  (7) 

\  Aw  j  y  L.h  A:h  D:h  J  \  rAel  } 

The  inverse  is  then: 

^  At  \  f  Lxh  Lyh  L:h  \ 

T  cos  el  A  AZ  j  =  Axh  Ayh  Azh  j  j  1  (^) 

^  rAel  j  ^  Dxh  Dyh  D-h  )  \  Aw  j 

Noting  the  relationship  between  Ap  and  AR  in  equation  (6),  and  substituting  (5)  into  (8)  we  get  for 
first  component,  the  range  e.xpression,  Ar  as: 

Ar  =  -  cos  AZ  cos  el(RA^)  —  sin  AZ  cos  el(Rcos  ^AA)  -  sin  e/(AA)  (9) 


Ar  =  -  cos  AZ  cos  c/(  South  error)  -  sin  cos  c/(  East  error)  -  sin  e/(  Height  error)  (10) 
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AEROSPACE  ELECTRC.,iC  LAB  TTR 
LEAST  SQUARES  STATION  ADJUSTMENT 
(meters) 


ITERATIVE  SOLUTIONS  FOR  EACH  NAVSTAR  PRN 
stnd  deviation 


pre-fit 

post-fit 

final  South 

final  East 

final  Heigus, 

residual 

residual 

correction 

correction 

correction 

PRN 

correction 

sig 

correction 

sig 

correcton 

sig 

6 

6.809 

6.415 

-2.776 

1.115 

-  1.013 

0.971 

1.667 

0.568 

9 

9.298 

7.350 

-0.215 

0.116 

-11.726 

0.801 

-0.624 

0.083 

11 

7.146 

6.557 

-6.023 

0.430 

5.883 

0.410 

1.002 

0.150 

12 

6.044 

5.888 

1.054 

0.203 

-2.926 

0.209 

-0.768 

0.108 

13 

4.640 

3.691 

-2.125 

0.33i 

-0.064 

0.081 

1.285 

0.206 

3 

7.690 

6.570 

1.857 

0.179 

0.234 

0.081 

-0.661 

0.102 

WEIGHTED  SOLUTION 


South  Correction 

East  Correction 

Height 

Correction 

weighted 

composite 

weighted 

composite 

'"lighted 

composite 

mean 

sig 

mean 

sig 

mean 

sig 

-7.366 

0.600 

-5.612 

0.387 

-16.122 

0.360 

AEROSPACE  ELECTRONIC  LAB  TTR 

STATION  LOCATION 

Latitude 

Longitude 

Height 

Old  value: 

*}“33dGg 

54min  54.5778sec 

241deg  37min  13.5410sec 

25.00  me'.ers 

Correction; 

-0.2382sec 

-0.2i87sec 

-16.12  meters 

New  value: 

+33d6g 

54min  54.3396sec 

241deg  37min  13.3223sec 

8.78  meters 

TABLE  1. 

Summary  of  solutions  and  estimates  of  TTR5 
station  location  in  WGS84  reference  system 
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REnoSPnCE  CESIUH  -  GPS  TIME  INGNOSEO  NO  .STATION  ADJlISTMl*  NT 


<I79JS.  1M<n.  «H1S.  179)0.  179)&.  1f96lt.  i;*6S  lltM.  1/97&.  l71ftU.  17309  17190.  17999.  11000,  16009. 

0.  OOTE  00  2  0  nriT  or  Yinn  n  hjd  ii793u 

'llix  111  <lAyt  front  Mil)  479)0 

Figure  1.  Clock  phase  residuals  between  ground  cesium  and  GPS  system  time 
via  each  NAVSTAR  PRN.  Same  systematic  effect  for  satellite  is  due  to  GPS  time 
steering.  Diurnal  “scatter”  is  due  to  station  location  error. 


flEROSPnCE  CESniH  -  GPS  HUE  IliP.NOSEC)  COnnECTEO 


173)0.  173)9.  17910.  l79lS.  173)0.  17399.  179Cn.  17999. 

0.  onTE  90  2  0  nor  nr  rcnn  so  hjo  117930 


Figure  2.  Clock  phase  residuals  between  ground  cesium  and  GPS  system  time 
via  each.  NAVSTAR  PRN.  Diurnal  “scatter”  considerably  reduced  from  Figure  1. 
Reduction  is  due  to  corrected  station  location. 
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47*12.  47««7.  47<12.  47*17.  47*22,  47*27.  47*12,  47*17.  47*42.  47*47,  47112,  47*17 

DATE  a?  10  3  PAY  OF  YEAR  276  HJtJ  7i7802 

ill  ,1*7*  rroiii  MJIl  ITNI} 


Figure  4.  Clock  phase  residuals  between  ground  cesium  and  each  NAVSTAR 
PRN.  The  table  on  the  upper  right  corner  of  figure  lists  the  frequency  offset  (FRQ) 
in  units  of  p;cosec/sec.  and  ageing  (DFQ)  in  units  of  nanosec/days^.  Diurnai  “scat¬ 
ter”  considerably  reduced  by  using  same  station  locations  values  as  used  in  Figure 
2.  and  listed  in  Table  1. 
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PRECISE  MEASUREMENT  METHOD  FOR  IONOSPHERIC 
TOTAL  ELECTRON  CONTENT  USING  SIGNALS 
FROM  GPS  SATELLITES 


Michito  IMAE,  Hitoshi  KIUCHI,  Akihiro  KANEKO  Shin’ichi  HAMA  and  Chihiro  MIKI 

Kashi la  Space  Research  Center 
Coiiunications  Research  Laboratory 
898-1,  Hirai,  Kashiia-iachi,  Ibaraki,  314  Japan 


ABSTRACT 


Cominunications  Research  Laboratory  (CRL)  has  developed  a  GPS  codeless 
receiver  called  ”GTR-2”  for  measuring  total  electron  content  (TEC)  along 
the  line  of  si^Kt.  to  the  GPS  satellite  by  using  the  cross  correlation 
amplitude  of  the  received  P-code  signals  carried  by  Ll(1575.42MHz)  and  L2 
(1227. 6HHz).  This  equipment  has  the  performance  of  uncertainty  in  the 
measurement  of  TEC  of  about  2  x  10^*  electrons/m^  when  a  10  dBi  gain 
antenna  was  used. 

To  increase  the  measurement  performance,  CRL  is  planning  an  upper  version 
of  GTR-2  called  GTR-3  which  uses  the  phase  information  of  the  continuous 
signals  obtained  by  making  a  cross  correlation  or  multiplication  of  the 
received  LI  and  L2  P-code  signals. 

By  using  the  difference  of  these  measured  phase  values,  we  can  estimate 
the  ionospheric  delay  with  the  ambiguities  of  the  periods  of  L1+L2  and  LI 
-L2  signals.  As  the  periods  of  these  signals  are  about  3  ns  and  0.3  ns 
respectively,  then  this  method  has  the  possibility  of  TEC  measurement 
with  the  uncertainty  of  1  or  2  times  of  10^^  electrons/m^  of  TEC. 
Additionally  to  the  precise  measurement  of  TEC,  this  method  has  the 
ability  of  the  precise  measurement  of  the  pseudo-range  between  the  GPS 
satellite  and  the  receiver  for  the  precise  positioning. 

1.  INTRODUCTION 


Several  kinds  of  GPS  codeless  receiving  systems  for  the  precise  relative  positioning 
are  developed  and  they  use  the  dual  frequency  signals  transmitted  from  GPS  for 
the  calibration  or  correction  of  the  ionospheric  propagation  delay.  To  make  this 
correction  of  ionospheric  delay,  they  must  make  the  measurements  of  the  pseudo-range 
for  Ll  and  L2  signals  individually. 

CRL  has  developed  a  TEC  measurement  system  using  the  amplitude  of  cross  correlation 
of  the  received  Ll  and  L2  P-code  signals'-®^.  This  method  is  very  simple,  but  its 
precision  is  principally  based  on  the  duration  of  P-code  signal,  so  it  is  difficult 
to  obtain  sub-ns  level  of  ionospheric  delay  correction.  To  realize  more  precise 
ionospheric  delay  correction,  CRL  is  planning  to  build  a  ionospheric  TEC  measurement 
equipment  by  using  the  method  described  in  this  paper. 


2 .  IONOSPHERIC  GROUP  DELAY  AND  PHASE  DELAY 

In  the  meaning  of  first  order  approximation,  the  ionospheric  group  delay  Atijon(fc) 
and  phase  delay  Atpion(fc)  caused  on  the  electro-magnetic  waves  which  transverse  the 


243 


ionosphere  are  expressed  by  the  following  equations  (1)  and  (2)  respectively. 

At«,on(fc)  =  134-N,/fc''  (ns).  (1) 

Atp,on(fc)  =-134*N,/fc2  (ns).  (2) 

Where  Ne  is  ionospheric  total  electron  content  for  the  line  of  site  to  the  satellite 
in  electrons/ra^,  and  f^  is  the  carrier  frequency  of  signal  in  Hz.  Namely  the  group 
delay  and  the  phase  delay  hav  same  magnitude,  but  the  group  delay  has  a  positive 
value  while  the  phase  delay  has  a  negative  value. 

Ne  for  the  vertical  path  changes  from  about  1  x  10^®  to  1  x  10^^  [electrons/ra^]  at 
the  day  time  of  solar  maximum  and  at  the  night  time  of  solar  minimum,  and  it  changes 
compl icatedly  from  time  to  time.  Therefore  we  can  say  that  the  ionospheric  delay  is 
one  of  the  largest  error  sources  for  the  precise  positioning  and  the  time  transfer 
by  using  space  techniques. 

3  .  IONOSPHERIC  TOTAL  ELECTRON  CONTENT  MEASUREMENT  USING  GPS  SATELLITE 
8.1  Convent inal  measurement  methods 

As  the  ionospheric  delay  depends  on  the  carrier  frequency  mentioned  in  the  previous 
section,  so  the  conventional  calibration  or  correction  methods  used  in  the  precise 
relative  positioning  by  GPS  satellite  are  using  the  relative  delay  time  between  the 
LI  and  L2  signals.  To  get  the  relative  delay  time,  especially  in  the  case  of  the 
GPS  codeless  receivers,  one  makes  the  reconstruction  of  the  clock  signal  of  P-code 
and/or  carrier  signal  of  LI  and  L2  signal  individually.  Namely  one  must  have  the 
pseudo-range  measurement  circuits  for  LI  and  L2  signals  individually.  In  addition, 
in  the  case  of  carrier  reconstruction  method,  the  measurement  precision  is  very  high 
but  the  ambiguity  resolution  is  difficult  because  the  wave  length  of  the  carrier 
signal  is  very  short. 

One  of  the  other  methods  by  using  the  GPS  signals  for  the  TEC  measurement  is  the  GTR 
-2  method  which  Is  developed  at  CRL  and  BIPM.  It  uses  the  cross-correlation  or 
multiplication  amplitude  of  LI  and  L2  P-code  signals.  As  the  measurement  precision 
of  GTR-2  method  is  proposed  to  duration  of  the  P-code  clock  signal  and  inversely 
proposed  to  the  square  root  of  slgnal-to-noise  ratio  (S/N),  one  must  use  a  high  gain 
antenna  to  improve  the  precision. 

3.2  Principle  of  GTR-3 

As  the  LI  and  L2  P-code  signals  transmitted  from  the  GPS  satellite  have  a  same  code 
pattern  for  each  GPS  satellite  and  all  of  the  carrier  frequencies  and  the  code  clock 
frequencies  are  synthesized  from  same  onboard  frequency  reference,  then  we  can 
express  the  LI  and  L2  P-code  signals  by  the  following  equations  when  they  are  trans¬ 
mitted  from  the  satellite; 

Xpi(t)  =  P(t)cos(2rfLit),  (3) 

Xp2(t)  =  P(t)cos(2rfLzt),  (3’) 

where  P(t)  is  a  binary  pseudo-randora-noise  sequence  which  has  an  amplitude  of  i.\, 
and  fn  and  fL2  are  the  carrier  frequencies  of  LI  and  L2  signals. 

The  received  P-code  signals  referred  to  receiver  clock  are  denoted  by  the 
following  equations  (4)  and  (4’),  and  figure  I  shows  the  schematic  description  of 
them. 
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(9) 

(9’) 


ti  =  $1/ (2tFi) 

=  Atc-134N,/(fLifL2)-NiTo-(l/4+ni)Ti, 

t2  “  $2/(2)lfF2) 

=  Ate"*"  134Ne/(f  Llf  L2)“N2To“(1/  4+n2)T2* 

where 


Ti  =  1/Fi  -  0.357ns, 

T2  =  I/F2  2.875ns. 

Fi  =  fLi+fL2  =  10.23HHZ  X  274  =  Fo  x  137, 

F2  =  fLi-fL2  =  10.23HHZ  X  34  =  Fo  x  17, 

Fo  =  20.46MHz  :naxinuii  cominon  frequency  for  Fi  and  F2, 

To  =  1/Fo  ~  48.88ns, 

Ni,N2.ni,n2  Jpositive  integer  numbers  (ambiguities), 

0  ^  ni  <  137,  and  0  ^  n2  <  17. 

From  (9), (9’),  we  can  estimate  TEC  and  psudo-range, 

Ke  =  {(t2-ti)+(N2-Ni)To+(l/4+n2)T2~(l/4+ni)Ti}f[.ifL2/268  (10) 

Ate  =  {ti+t2+(Ni+N2)To+(l/4+ni)Ti+(l/4+n2)T2)/2,  (11) 

with  the  ambiguities  of  nl,  n2,  Nl,  N2. 

Generally,  the  ambiguity  resolution  is  difficult  because  durations  of  L1+L2  signal 
and  L1-L2  signal  are  very  short,  but  in  the  case  of  GTR-3,  we  can  use  the  rough 
estimation  of  TEC  obtained  by  the  GTR-2  method  and  also  use  the  frequency  relation 
between  FI  and  F2,  the  maximum  common  frequency  of  them  is  20.46  MHz,  so  we  can 
solve  the  ambiguities  easily. 

3.3  ESTIMATION  OF  MEASUREMENT  PRECISION  AND  EXAMPLE  OF  RECEIVER  DESIGN 

Table  1  shows  the  estimated  precisions  of  TEC  and  pseudo-range  measurement  using 
6TR-3  method.  The  received  powers  of  the  LI  and  L2  P-code  signals  are  assumed  the 
minimum  values  of  the  GPS  specifications.  And  an  omni-directional  antenna  which 
has  a  gain  of  +3  dBi  is  assumed  for  the  receiving  antenna.  In  this  case,  the 
estimated  measurement  precisions  are  expected  to  be  about  1.2  x  10^®  for  TEC  and  2.5 
cm  for  pseudo-range  measurement  respectively.  These  values  of  precision  are  not 
including  the  stabilities  of  the  satellite  reference  clock  and  the  receiver  clock. 
Figure  4  shows  the  block  diagram  based  of  the  GTR-3  method.  It  has  a  very  simple 
construction  and  similar  to  the  GTR-2,  but  to  keep  the  phase  information  of  the 
received  signals,  all  of  the  local  signals  for  frequency  conversion  in  the  receiver 
are  synchronized  to  the  receiver  reference  clock.  The  received  LI  and  L2  signals 
are  frequency  converted  to  the  IF  signals  and  made  a  multiplication  by  using  an 
analogue  multiplier.  The  output  signal  of  the  multiplier  have  the  continuous 
signals  corresponding  to  the  L1+L2  signal  and  the  LI-L2  signal  described  in  previous 
section.  As  they  have  about  i  9kHz  for  the  L1+L2  signal  and  ±  IkHz  for  the  L1-L2 
signal  of  doppler  frequency  shift  due  to  the  satellite  motion,  then  they  are  finally 
frequency  converted  to  the  signals  which  have  the  center  frequencies  of  10  kHz  to  be 
read  by  the  analogue-to-digital  converters  which  have  the  clock  rate  of  40kHz.  The 
obtained  digital  signals  are  signal-processed  by  micro-computer  to  calculate  the 
phases  or  the  zero-crossing  timing. 

The  receiving  system  based  on  this  concept  is  now  under  development  at  CRL,  and 
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VpiCt)  =  P(t-itii)cos(2xfLi(t-Atpi)}, 

yp2(t)  =  P(t-it<2)c0s{2)rfL2(t-Atp2)}. 


(4) 

(4’) 


where, 

AtsCfc^n)  =  Ats+p/c+Attrop+AtsionCfLn)  ^ pseudo-de 1  ay  for  modulation  tern, 
AtpCfun)  =  At,+p/c+Attrop+Atpton(fLn)  ^ pseudo-de 1  ay  for  carrier  term. 

At,  :time  diference  between  satellite  clock  and  receiver  reference  clock, 
Attrop  Uropospheric  propagation  delay, 
for  n=l  and  2. 

By  Baking  the  multiplication  of  ypi  and  yp2  using  a  multiplier  which  is  illustrated 
in  figure  2,  we  get  continuous  signals  or  de-spread  signals  at  the  output  port  of 
the  multiplier.  Equation  (5)  denotes  the  formula  expression  of  this  multiplication 
of  ypi  and  yp2,  and  figure  8  shows  the  spectrum  diagram  of  the  received  LI  and  L2  P- 
code  signals  and  the  result  of  their  multiplication. 

z(t)  =  ypi(t)yp2(t) 

=  P(t-At,i)P(t-At*2)cos{2rfLi(t-Atpi)}cos(2rfL2(t-Atp2)} 

=  A(t)[{cos(2tFit-$i)+cos(2<F2t-$2))]  (5) 


where 

A(t)  =  PCt-At,i)P(t-Atg2), 

Fl  =  fLl+fL2. 

F2  =  fLl“fL2» 

4l  =  2*f LlAtpl+2tfL2Atp2.  $2  =  2tfLlAtpl“2jfL2Atp2. 

At(-  “  A t B '^p/C'^At t rop • 

The  A(t)  in  the  equation  (5)  is  expressed  by  equation  (6)^^^. 

A(t)  =  B(At,i-At<2)+{compornents  of  P-code  clock) 

+{un  de-spread  part)  (6) 

The  first  term  represents  the  dc  compornent  which  is  proporsed  to  the  relative  delay 
between  the  Ll  and  L2  P-codes  due  to  the  ionosphere,  the  second  terra  denotes  the 
P-code  clock  and  its  higher  order  compornents,  and  the  third  terra  denotes  the 
compornent  which  can  not  be  de-spread. 

From  equation  (5)  and  (6),  we  can  obtain  the  continuous  signals  at  the  outputs  of 
the  band-pass  filters  in  the  figure  2  and  they  are  expressed  by 

zi(t)  =  B(At*i-Atg2)cos(2xFit-$i),  (7) 

ZaCt)  =  B(At,i-At,2)cos(2*F2t-$2).  (7’) 

The  phase  tesrms  in  equation  (7)  and  (7’)  are  discribed  as  the  followings; 

=  2irFiAtc-134Nc2*Fi/(fLifL2),  (8) 

^2  =  2xF2Atc+134N,2*F2/(fcifL2).  (8’) 

Finally  we  get  the  epocks  of  the  zero-crossing  point  of  zi(t)  and  Z2(t),  ti  and  t2, 
and  they  are  denoted  by 
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being  Made  the  prelininary  receiving  tests,  and  the  results  will  be  shown  in  the 
other  occasion. 


4.  CONCLUTIONS 

In  this  paper  the  principle  of  the  lethod  for  precise  TEC  leasurement  by  using  the 
signal  phase  inforfflations  of  continuous  signal  of  L1+L2  and  L1-L2  obtained  by  making 
aultiplication  of  received  LI  and  L2  P-code  signal  from  GPS  satellite.  As  the  hard- 
wear  construction  is  very  sinple  and  it  also  has  the  possibility  of  cm  level  of  the 
pseudo-range  measurenent,  then  it  is  expected  to  be  used  not  only  for  the  precise 
TEC  measurement  but  also  for  the  precise  relative  positioning  receiver.  And  the 
ambiguity  resolution  in  the  measurement  of  TEC  and  pseudo-range  will  be  made  compara¬ 
tively  easily  by  using  rough  estimation  of  TEC  obtained  by  the  GTR-2  method  and 
also  the  frequency  relatlonbetween  L1+L2  and  L1-L2  frequencies. 
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Figure  L  Scheiatic  expression  of  psudo-range4 
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Figure  2.  Principle  of  leasureient  lethod. 
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Figure  3.  Scheiatic  speertui  diagrai  of  received  signals  and  results 

of  their  lultiplication. 
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reference 

clock 


Figure  4.  Block  diagrai  of  receiving  systei  which  is  under  developient  at  CRL. 


Table  1.  Estiiation  of  perforiance  of  TEC  and  psudo-range  leasureients. 


LI  P  code 

L2  P  code 

received  power 

>-133  dBM 

>-136  dBM 

antenna  gain  (oini-directional) 

+3  dBi 

+3  dBi 

systei  noise  (No) 

-174  dBw/Hz 

-174  dBM/Hz 

carrier-to-noise  ratio  (C/No) 
at  input  of  Multiplier 

>+44  dBHz 

>+41  dBHz 

carrier-to-noise  ratio.  (C/No) 
at  output  of  Multiplier 

>+12  dB-Hz 

bandwidth  of  zero-crossing  detection 
for  ti  and  t2 

2  Hz 

MeasureMent  precision  of  ti 

~0.02  ns 

Measurewent  precision  of  ta 

~0. 16  ns 

estiMation  precision  of  TEC 

^1.2  X  10^®  electrons/M^ 

estiMation  precision  of  psudo-range 

•^2.5  CM 
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APPLICATION  OF  HIGH  STABILITY 
OSCILLATORS 

TO  RADIO  SCIENCE  EXPERIMENTS  USING 
DEEP  SPACE  PROBES 


E.  R.  Kursinski 
Jet  Propulsion  Laboratory 
California  Institute  of  Technology 
Pasadena,  California  91109 


Abstract 

The  microwave  telecommunication  links  between  the  earth  and  deep  space  probes  have  long  been  used 
to  conduct  radio  science  experiments  which  take  advantage  of  the  plmse  coherency  and  stability  of  these 
links.  These  experiments  measure  clmnges  in  the  plmse  delay  of  the  signals  to  infer  electrical,  magnetic  and 
gravitational  properties  of  the  solar  system  environment  and  beyond  through  which  the  spacecraft  and  radio 
signals  pass.  The  precision  oscillators,  from  which  the  plmse  of  the  microwave  signals  are  derived,  play  a  key 
role  in  the  stability  of  these  links  and  therefore  the  sensitivity  of  these  measurements.  These  experiments  have 
become  a  driving  force  behind  recent  and  future  improvements  in  the  Deep  Space  Network  and  spacecraft 
oscillators  and  frequency  and  time  distribution  systems. 

Three  such  experiments  which  are  key  to  these  improvements  are  briefly  discussed  here  and  the  rela¬ 
tionship  between  their  sensitivity  and  the  signal  plmse  stability  is  described.  The first  is  the  remote  sensing  of 
planetary  atmospheres  by  occultation  in  which  the  radio  signal passes  through  the  atmosphere  and  is  refracted 
causing  the  signal  pathlength  to  change  from  which  the  pressure  and  the  temperature  of  the  atmosphere  can 
be  derived.  The  second  experiment  is  determination  of  the  opacity  of  planetary  rings  by  passage  of  the  radio 
signal  through  the  rittgs.  Because  the  signal  is  coherent,  the  diffraction  effects  can  be  removed  resulting  in 
resolutions  oflO’stolOO’sof meters  in  the  radial  direction  depending  on  a  number  of  factors  including  the  co¬ 
herencetime  of the  microwave  signal  The  third  experiment  is  the  search  for  very  low  frequency  gravitational 
radiation.  The  fractional frequency  variation  of  the  signal  is  comparable  to  the  spatial  strain  amplitude  the 
.system  is  capable  of  detecting.  A  summary  of  past  results  and  future  possibilities  for  these  experiments  are 
presented. 


INTRODUCTION 

Microwave  telecommunication  links  between  the  earth  and  deep  space  probes  have  been  used  since  tlic 
beginning  of  space  travel  for  communication  and  navigation.  The  pliase  stability  required  for  these 
functions  provided  the  opportunity  for  radio  science  experiments  measuring  changes  in  the  signal 
phase  and  group  delay  to  infer  electrical,  magnetic  and  gravitational  properties  of  the  solar  system 
and  beyond.  The  sensitivity  of  these  measurements  is  ultimately  limited  by  the  precision  oscillators 
from  which  the  phase  of  the  microwave  signal  is  derived.  These  experiments  liavc  become  a  driving 
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force  behind  recent  and  future  improvements  in  the  reference  oscillators  and  frecpieric^  distribution 
systems  in  NASA’s  Deep  Space  Network  (DSN)  and  planetary  space  probes.  The  purpose  of  this 
paper  is  provide  some  insight  into  the  source  of  these  and  future  requirements. 

Three  experiments  have  been  chosen  for  this  discussion  which  collectively  push  spacecraft  and  ground 
oscillator  performance.  The  first  is  the  remote  sensing  of  planetar}  atmospheres  by  occultation  tcch 
nique  where  the  radio  signal  passes  through  a  planet's  atmosphere  and  is  refracted  causing  !  he  optical 
path  length  of  the  signal  to  change  from  which  the  pressure  and  temperature  of  the  atmosphere  can 
be  estimated.  The  second  e.\periment  is  the  determination  of  the  microwave  opacity  of  planetar} 
rings  through  the  changes  in  the  signal  an’.plitudc  and  phase  induced  during  the  signal’s  passage 
through  the  rings.  The  third  experiment  is  the  search  for  ver}  low  frequency  gravitational  radiation. 
The  fractional  frequenc}  variation  of  the  signal  is  comparable  to  the  spatial  strain  amplitude  of  the 
gravitational  waves  which  the  system  is  capable  of  detecting. 

The  instrument  consists  of  the  combined  radio  s} stems  of  the  spacecraft  and  ground  tracking  stations 
and  is  operated  in  one  of  two  configurations.  The  first  is  referred  to  as  the  “oneway”  or  noncoherent 
doppler  (or  bi-static  radar)  mode  where  independent  reference  oscillators  arc  used  at  the  earth  and 
the  spacecraft.  In  the  “two-vvay”  or  coherent  doppler  mode,  only  an  earth-based  reference  oscillator 
is  used.  A  coherent  signal  is  transmitted  from  the  earth,  received  at  the  spacecraft  by  a  transponder 
and  then  retransmitted  to  the  earth.  Upon  reception  at  the  earth,  the  signal's  frequency  is  essentially 
differenced  with  an  estimate  of  the  original  transmitted  frequency  derived  from  the  same  reference 
oscillator.  The  two-way  mode  provides  the  more  sensitive  measure  of  signal  phase  owing  to  the 
stability  of  the  hydrogen  masers  at  each  DSN  tracking  complex.  However,  for  the  two-way  mode  to 
function  properly,  the  transponder  must  acquire  and  maintain  phase  lock  on  the  uplink  signal  which 
is  difiicult  when  rapid  signal  dynamics  exist  making  the  one-way  mode  preferable  for  occultation 
measurements.  This  mode  places  tight  requirements  on  the  phase  stability  of  the  oscillator  on  board 
the  spacecraft. 


ATMOSPHERIC  OCCULTATIONS 

The  atmospheric  occultation  technique  was  first  conceived  in  the  early  lOGO's  and  first  used  to  sue 
ccssfully  characterize  a  planetary  atmosphere  with  Mariner  IV  at  Mars  [1,2].  It  has  characterized 
the  pressure  and  temperature  of  the  atmospheres  of  all  the  major  bodies  in  the  solar  system  with  the 
e,\ception  of  Pluto.  This  technique  is  an  optics  experiment  where  the  atmosphere  acts  as  a  lensc  whose 
properties  are  inferred  from  the  perturbations  induced  in  the  light  passing  through  it.  As  viewed  from 
the  earth,  the  spacecraft  passes  behind  the  planetary  atmosphere  and  the  refraction  generated  incrc.vsc 
in  the  signal’s  optical  path  length  is  measured  via  the  signal  phase  (see  Figures  1  and  2). 

Given  the  atmospherically  induced  phase  shift  versus  time,  as  well  as  an  accurate  knowledge  of  the 
trajectory  and  gravity  field  of  the  planet,  the  recovery  of  the  ivtinospheric  pressure  and  temperature 
proceeds  as  follows  [3]: 

1.  The  asymptotic  paths  of  the  signal  into  and  out  of  the  atmosphere  arc  computed  based  on  the 
bending  angle  required  to  generate  the  measured  atmospheric  frequency  shift. 

2.  The  bending  as  a  function  of  altitude  is  transformed  into  refra^tivity  v&  altitude  via  an  Abel 
transform. 
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3.  The  number  density  profiu.  is  recovered  from  tiie  refractivity  profile  using  the  fact  that  the  mea¬ 
sured  refractivity  is  proportional  to  the  refractivity  per  molecule  times  the  number  of  molecules 
along  the  signal’s  path. 

4.  The  pressure  is  determined  by  integrating  the  weight  in  the  column  of  atmosphere  above  each 
altitude  and  setting  the  pressure  such  that  it  supports  this  weight  (condition  for  hydrostatic 
equilibrium). 

5.  The  temperature  profile  is  computed  from  tlr  equation  of  state  (ideal  gas  law  in  the  simplest 
case)  using  the  number  density  auu  pressure  profiles  derived  in  steps  3  and  4. 

Steps  3  and  4  require  some  knowlc'’ *e  of  the  average  atmospheric  constituents  which  is  provided  by 
other  instrumentation  on  the  spac<...iaft  and  the  earth.  From  these  steps  it  is  clear  that  errors  in  phase 
map  sequentially  into  errors  in  bending  angle,  refractivity,  number  density,  pressure  and  temperature. 
A  direct  analytical  solution  of  this  error  propagation  does  not  exist  although  the  author  is  presently 
pursuing  this  task.  Simulations  have  generally  been  used  instead  to  estimate  the  effects  of  the  oscillator 
noise. 

The  minimum  det'’'’table  bending  angle  provides  an  indication  of  the  sensitivity  ol  the  technique.  For 
small  bending  angles,  the  doppler  shift  due  to  bending  is  approximately: 

■^clopplcr  —  FqQvJc  (1) 

where  Fq  is  the  nominal  microwave  frequency,  0  is  the  bending  angle  in  radians,  v  is  the  component 
of  the  spacecraft  velocity  in  the  plane  of  the  sky  and  c  is  the  velocity  of  light  in  a  vacuum.  The 
minimum  detectable  bending  angle  occurs  when  this  doppler  shift  exceeds  the  uncertainty  in  the 
signal  frequency.  Given  a  10“^^  oscillator  and  a  10  km/sec  plane  of  the  sky  velocity  (typical  numbers 
for  Voyager),  bending  angles  as  small  as  30  microradians  can  bo  detected. 

In  high  altitudes,  the  technique  is  limited  by  <^lie  presense  of  sufficient  material  to  cause  measurable 
bending  and  phase  shift.  In  the  Voyager  case,  a  typical  upper  altitude  limit  is  0.1  to  1  millibar 
with  temperature  uncertainties  estimated  to  be  around  10  Kelvin.  Figure  3  contains  the  vertical 
temperature  vs  pressure  profiles  for  the  Inbound  and  outbound  occultations  of  Uranus  [4].  One 
noteworthy  exception  to  this  upper  limit  was  the  occultatlon  of  Triton,  the  large  moon  of  Neptune, 
in  which  the  sensitivity  waf  pushed  another  order  of  magnitude  by  least  squares  fitting  the  entire 
measured  phase  profile  to  tli«  phase  shift  due  to  an  isothermal  atmosphere.  The  recovered  surface 
pressure  and  isothermal  temperature  of  Triton  wore  1C  Jb3  microbars  and  48  Kelvin  ±5  respectively 
dominated  by  the  uncertainty  in  the  oscillator  phase  over  the  ten  second  occiiltation  [5]. 

-In  lower  altitudes  the  trajectory  often  limits  the  maximum  bending  angle  where  the  deepest  penetration 
into  the  atmosphere  occurs.  For  the  Pioneer  Venus  orbiter,  the  maximum  depth  is  limited  to  40  km 
above  the  surface  where  tiic  bending  angle  exceeds  a  critical  refraction  angle  b>  'ow  which  the  ray  does 
not  reemerge  from  the  atmosphere.  Absorption  by  atmospheric  constituents  sucli  as  ammonia  can 
also  limit  the  penetration  depth.  Maximum  pressure  levels  of  a  few  bars  were  typically  achieved  by 
Voyager. 

To  first  order  the  pressure  and  number  density  (and  therefore  lefractivity)  of  an  atmosphere  increase 
exponentially  with  decreasing  altitude  and  the  dependence  is  exactly  exponential  in  a  region  where  the 
temperature  is  constant  (isothermal).  This  dependence  is  characterized  by  a  scale  height,  the  change 
in  altitude  over  which  the  parameter  of  interest  changes  by  a  factor  of  e,  the  base  of  the  natural 
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logarithm.  The  sensitivity  of  the  measurements  to  the  oscillator  phase  uncertainty  primarily  depends 
on  the  refractivity  scale  height  of  the  atmosphere  and  the  geometry  of  the  occultation.  In  order  to 
make  a  useful  measurement,  the  exponential  increase  in  refractivity  and  therefore  signal  phase  delaj 
as  the  ray  descends  through  the  atmosphere  must  grow  faster  than  the  increase  in  uncertainty  in  the 
estimated  oscillator  phase.  A  relevant  ligure  of  merit  is  the  stability  of  the  oscillator  over  the  time 
required  for  the  raypath  to  descend  a  scale  height  in  the  atmosphere.  In  the  upper  atmosphere,  this 
time  typically  ranges  from  one  to  10  seconds.  Deeper  in  the  atmosphere,  as  the  bending  increases, 
the  vertical  descent  of  the  ray  slows  significantly.  However,  the  phase  delay  through  this  region  of  the 
atmosphere  is  large  relative  to  the  oscillator  uncertainty  and  the  greatest  errors  are  typically  in  the 
upper  tenuous  regions  of  the  atmosphere  as  indicated  in  Figure  3. 

Another  relevant  vertical  dimension  is  the  radius  of  the  first  Fresnel  zone  of  the  occulted  ray.  This  is 
used  as  an  estimate  of  the  diffraction  limited  cross  section  of  the  geometric  ray  and  sets  the  vcitical 
resolution  of  the  recovered  profiles.  In  reality,  the  diffraction  can  be  modeled  to  some  degree  and  finei 
vertical  structure  can  be  inferred.  This  sets  the  maximum  signal  detection  integration  time  which  is 
typically  on  the  order  of  0.1  seconds.  Generally  both  oscillator  stability  and  SNR,  are  limiting  factors 
on  this  time  scale. 

The  occultation  length  is  also  Important  because  it  represents  the  total  span  over  which  the  signal's 
phase  must  be  estimated.  Shorter,  faster  occultations  aie  desirable  simp'y  because  the  oscillator  phase 
has  less  time  to  wander.  Occultation  lengths  have  ranged  from  10  seconds  for  Triton  to  a  few  thousand 
seconds  for  the  large  outer  planets. 

To  gain  further  insight,  it  is  useful  to  consider  the  effect  of  the  oscillator  phase  uncertainty  on  the 
altitude  at  which  a  certain  temperature  accuracy  can  be  achieved.  The  phase  uncertainty  due  to  the 
oscillator  must  be  some  small  fraction  of  the  phase  shift  caused  by  the  atmosphere.  For  each  factor 
of  c  of  improvement  in  the  oscillator's  stability,  the  altitude  at  which  the  same  phase  ratio  would  be 
achieved  would  increase  by  a  scale  height.  In  comparison  with  the  1  x  10“^^  class  Voyager  oscillator, 
use  of  the  currently  available  1  x  10“^^  crystal  oscillators  [6]  would  result  in  an  altitude  increase  of  2.3 
(=  In(lO))  scale  heights  assuming  a  common  occultation  geometry  and  spectral  shape  for  the  noise. 
This  assumption  of  similar  spectral  shape  is  valid  because  both  oscillator  types  exhibit  flicker  frequency 
•^.oise  over  the  relevant  time  scales  [6].  Given  a  Voyager-like  range  of  pressure  sensitivity  from  tenths  of 
millbars  to  a  few  bars  9  scale  heights),  this  stability  would  increase  the  sensitivity  to  low  pressures 
by  an  order  of  magnitude  and  the  total  range  of  altitudes  covered  by  ~25%.  For  a  tenuous  atmospheie 
like  Mars  the  increase  in  altitude  range  covered  would  be  even  more  dramatic.  Given  a  10  km  scale 
height  and  the  expected  altitude  sensitivity  range  of  GO  km  with  the  10"*^  Mars  Observer  oscillatoi 
(Dave  Hinson  personal  communication),  a  Voyager  class  oscillator  would  have  reduced  this  to  37  km 
indicating  the  improved  performance  will  result  in  a  60%  increase  in  the  altitudes  covered. 

Using  these  same  assumptions  of  common  geometry  and  spectral  shape,  a  similar  argument  can  be 
made  concerning  the  pressure  and  temperature  uncertainty  at  any  altitude.  Assuming  that  the  5  step 
process  of  atmospheric  temperature  recovery  can  be  represented  by  an  equivalent  linear  filter,  which 
appears  to  be  the  case  based  on  preliminary  results  by  the  author,  the  pressuie  and  ternperatuie 
uncertainty  as  a  function  of  altitude  will  be  identical  except  for  the  constant  scale  factor  between  the 
noise  levels  of  the  two  oscillators.  Therefore,  an  improvement  of  an  older  of  magnitude  in  the  Allan 
deviatio>i  of  an  oscillator  would  result  in  an  improvement  by  this  same  factor  in  the  accuracy  of  the 
recovered  pressure  and  temperature  accuracy  at  all  altitudes. 
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RING  OCCULTATIONS 


Radio  occultations  of  the  ring  systems  of  Jupiter,  Saturn,  Uranus  and  Neptune  were  performed  with 
Voyager  of  which  the  Saturnian  and  Uranian  rings  provided  positive,  detailed  results.  The  rings 
act  as  huge  diffraction  gratings  whose  complex  microwave  opacities  as  well  as  particle  densities  and 
size  distributions  are  characterized  by  the  occultation  measurcmeuco.  The  opacity  measurements  are 
complex  in  that  they  provide  information  on  both  signal  amplitude  and  phase  changes  caused  by  the 
ring  material. 

This  instrument  has  a  large  dynamic  range  due  to  the  signal  to  noise  ratio  (SNR)  at  the  receiver 
which  places  limits  on  sensitivity  range  and  accuracy  of  the  detected  opacity  profiles  [7].  In  order  tu 
avoid  degrading  this  performance,  the  signal  and  receiver  local  oscillator  phase  noise  spectral  densities 
due  to  the  reference  oscillators  from  which  they  are  generated  must  be  kept  below  the  thermal  noise 
associated  with  the  SNR  where  possible.  The  range  of  Fourier  frequencies  of  interest  for  Voyager  was 
typically  within  ±3  kHz  of  the  carrier  frequency  covering  the  angular  extent  of  signal  reception  by  the 
main  lobe  of  the  spacecraft  antenna  pattern  [8]. 

Concerning  diffraction  limitations,  the  uncorrccted  radial  resolution  of  a  radio  opacity  profile  is  coarser 
by  factors  of  hundreds  than  an  optical  stellar  occultation  measurement  made  with  a  common  viewing 
geometry  due  to  the  relatively  long  microwave  wavelengths.  However,  the  occulted  radio  signal  is 
coherent  allowing  the  diffraction  to  be  dramatically  reduced  resulting  in  resolutions  comparable  to  the 
optica]  measurements.  Figure  4  shows  a  near-classic  example  of  a  diffraction  pattern  observed  in  a 
ring  occultation  profile  near  a  sharp  edge.  Figure  5  provides  an  excellent  example  of  the  effectiveness 
of  the  diffraction  removal  process  for  Saturn’s  F-ring.  This  process  has  been  thoroughly  analyzed  in 
[7]  and  most  of  what  follows  is  a  summary  of  those  results. 

This  process  can  be  thought  of  as  an  inverse  transform  where  the  actual  opacity  of  the  rings  is  recovered 
from  the  diffraction  limited  measurements  of  the  opacity.  As  in  the  case  of  a  Fourier  transform,  the 
finite  transform  length  of  the  data  segment  limits  the  resolution,  spatial  resolution  in  this  case,  of 
the  inversion.  A  number  of  factors  such  as  trajectory  knowledge  and  finite  antenna  pattern  footprint 
on  the  ring  plane  can  limit  the  ultimately  achievable  radial  resolution.  The  achievable  resolution  is 
approximately 


Ai?w  =  2FVIV  (2) 

vvhere  AR^,  is  the  radial  resolution,  F  is  the  Fresnel  “scale”  and  W  is  the  spatial  length  of  the  data 
segment  to  be  inverted.  F  is  radius  of  the  first  Fresnel  zone  in  the  ring  plane  divided  by  square  root 
of  2  and  is  the  characteristic  length  of  a  spatial  cycle  of  the  diffraction  oscillations  apparent  in  the 
uncorrected  occultation  results  such  as  those  in  Figures  4  and  5. 

In  order  for  this  inversion  process  to  reduce  the  effects  of  diffraction,  the  phase  of  the  unperturbed 
signal  must  be  known  to  a  fraction  of  a  cycle  across  the  data  segment  to  be  inverted.  As  in  the  case  of 
an  atmospheric  occultation,  this  phase  is  not  precisely  known  and  must  be  estimated  during  periods 
where  the  direct  signal  is  not  visible  through  the  rings.  The  actual  signal  phase  will  gradually  wandei 
away  from  the  estimate  and  at  some  point  the  criterion  of  phase  knowledge  to  a  fraction  of  a  cycle 
can  not  be  maintained.  The  radial  resolution  at  this  point  is  the  resolution  ultimately  available  using 
this  oscillator,  essentially  by  limiting  the  data  segment  length  in  the  inversion  process. 

Having  said  this,  it  is  important  to  note  that  the  Saturn  and  Uranus  ring  systems  are  very  different 
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in  terms  of  the  radial  extent  of  their  individual  rings.  Saturn  has  the  only  ring  system  in  the  solar 
system  with  microwave  opacities  over  large  radial  segments  such  that  the  direct  signal  is  not  be  visible 
for  lO’s  to  lOO’s  of  seconds  during  an  occultation.  In  contrast,  the  Uranian  rings  are  relatively  narrow 
in  radial  extent  separated  by  large  gaps  of  free  space.  Typical  values  range  from  2  to  10  km  for  rings 
other  than  the  epsilon  ring  which  had  a  75  km  radial  width  measured  by  the  egress  occultation  [9]. 
These  occultations  last  from  a  fraction  of  a  second  up  to  a  few  seconds  requiring  only  that  the  signal 
phase  be  coherent  over  these  relatively  short  periods. 

To  provide  insight  to  the  relationship  between  stability  and  radial  resolution,  consider  the  following 
approximate  analysis.  An  approximate  expression  relating  the  coherent  integration  time,  T,  and  the 
Allan  variance  of  a  reference  frequency  standard  is  given  by  [10] 


T=l/[u;ocr,(r)]  (3) 

where  (Ty{T)  is  the  Allan  variance  and  uJq  is  the  link  frequency  in  radians  per  second.  The  equivalent 
data  segment  length  corresponds  to  the  radial  distance  which  the  raypath  moves  in  the  ring  plane 
over  this  time.  Once  this  width  is  known,  equation  2  can  be  used  to  estimate  the  achievable  radial 
resolution.  Figure  6  contains  a  chart  of  Allan  deviation  vs  integration  time,  on  which  four  curves 
are  drawn,  the  Allan  deviation  performance  curves  of  three  oscillators  and  a  line  representing  phcise 
coherence  vs  integration  time  for  X  band.  The  radial  resolution  axis  under  the  integration  time  axis 
has  been  converted  from  coherence  time  to  effective  data  segment  length  and  then  radial  resolution 
for  the  Voyager-1  Saturn  F-ring  occultation  geometry.  The  radial  resolution  at  the  intersection  of 
an  oscillator  performance  curve  with  the  coherence  curve  indicates  the  oscillator  limited  resolution 
providing  a  simple  method  for  compaiing  the  relative  merits  of  different  standards  for  this  application. 

A  more  precise  analysis  of  the  effects  of  oscillator  phase  noise  must  consider  each  noise  type  (white 
frequency,  flicker  frequency  etc.)  explicitly  and  must  take  into  account  whatever  detrending  of  the 
phase  wander  is  done  in  the  diffraction  removal  process.  Because  it  is  analytically  tractable,  the  effect 
of  a  white  frequency  noise  process  on  the  diffraction  removal  inversion  has  been  characterized  using 
the  phase  structure  function  [7].  The  resulting  phase  limited  resolution  is: 


=  AR„ 


6V2 

<>->>  + b-1 


(4) 


where  b  =  u}lapV/2po,  =  27r/o,  <7^(1)  is  the  one  second  Allan  variance,  U  e//  is  the  effective  physical 
width  of  the  data  segment  to  be  inverted,  and  po  is  the  radial  velocity  in  the  ring  plane.  Figure  7  is 
a  plot  of  equation  4  for  different  ring  occultation  geometries  at  Saturn  and  Uranus  and  indicates  how 
the  finite  oscillator  stability  degrades  the  potential  radial  resolution.  The  dashed  lines  in  the  figure 
indicate  where  data  processing  requirements  become  prohibitive.  The  approximate  result  in  ligure  G 
provides  results  within  50%  of  the  white  frequency  noise  estimates  in  [7]. 


GRAVITATIONAL  WAVE  SEARCH 

The  experiments  attempting  to  detect  signatures  of  very  lov  '  'quency  gravitational  radiation  in  the 
spacecraft  Doppler  records  place  the  tightest  performance  •  ..s  on  the  ground  based  frequency  stan¬ 

dards.  Theory  predicts  the  presence  of  distinctive  thr^  ise  signatures  in  the  received  frequency  of 
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the  spacecraft  signal  produced  by  the  gravitational  radiation  propagating  through  the  solar  system 
[11].  The  instrument  is  configured  in  the  two-way  doppler  mode  to  take  advantage  of  the  phase  sta¬ 
bility  of  the  hydrogen  maser  frequency  standards  residing  at  each  DSN  tracking  complex.  It  functions 
essentially  as  one  arm  of  an  interferometer  stretched  across  the  solar  system.  The  earth  based  tracking 
system  at  one  end  is  both  the  transmitting  and  receiving  node  of  the  interferometer  and  the  spacecraft 
at  the  other  end  acts  as  a  reflector.  The  difference  between  the  frequenci  s  of  the  transmitted  and 
received  signals  is  generated  at  the  tracking  station  providing  a  data  set  in  which  to  search  for  3-pulse 
signatures. 

The  instrument’s  sensitivity  is  ultimately  limited  by  the  stability  of  the  frequency  standard  over  the 
signal  integration  time  as  well  as  the  round  trip  light  time  (RTLT)  of  the  signal's  passage  to  and  from 
the  spacecraft.  The  characteristic  stability  of  the  hydrogen  masers  causes  the  most  sensitive  region  of 
the  instrument  to  run  from  approximately  0.0001  to  0.01  Hz  where  the  high  freqs.cncy  limit  is  set  by 
the  thermal  noise  of  the  earth-spacecraft  microwave  link  and  the  1  rwest  det<:ctable  frequency  by  the 
response  function  to  gravitational  radiation  (approximately  3/RTLT)  [12].  These  limits  are  both  tied 
to  the  RTLT.  A  more  distant  spacecraft  such  as  Pioneer  10  with  a  12.25  hour  RTLT  will  have  a  very 
low  frequency  cutoff  but  also  a  relatively  small  high  frequency  cutoff  due  to  a  low  SNR. 

In  terms  of  detection  of  gravitational  radiation  bursts,  the  Allan  deviation  of  the  detrended  received 
signal  frequency  residuals  provides  a  useful  figure  of  merit  indicating  the  burst  strain  amplitude  sen¬ 
sitivity  of  the  instrument.  For  sinusoidal  sources,  the  normalized  frequency  power  spectral  density 
provides  a  relevant  figure  of  merit.  A  key  sensitivity  factor  is  the  resolution  of  the  frequency  spectrum 
which  can  be  microhertz  or  less  for  data  sets  acquired  continuously  over  weeks  improving  the  sensitiv¬ 
ity  to  periodic  sources  over  bursts  by  a  factor  of  10  or  more.  The  span  of  continuous  data  acquisition 
is  typically  limited  to  a  few  weeks  when  spacecraft  are  near  solar  opposition  because  the  signal  phase 
scintillations  due  to  the  interplanetary  plasma  are  minimal  [13]. 

The  present  system  utilizes  S-band  signals  to  and  from  the  spacecraft  at  2.1  and  2.3  GHz  respectively. 
Measurements  made  in  this  configuration  in  December  of  1988  with  Pioneer  10  indicate  an  instrument 
sensitivity  of  2.8  X  10”^®  for  bursts  and  a  90%  probability  of  detection  for  periodic  sources  of  4  x  10"^'* 
presumably  limited  by  variations  in  the  solar  wind  [12].  Future  measurements  will  be  conducted 
with  higher  frequency  links  to  reduce  plasma  effects.  The  first  measurements  will  be  made  using  an 
X-band  uplink  and  downlink  (7.1  and  8.1  GHz  respectively)  system  with  the  Galileo  spacecraft  in 
May  of  1991.  These  X-band  frequencies  should  reduce  the  plasma  effects  by  more  than  an  order  of 
magnitude  relative  to  the  S-band  system.  This  first  test  occurs  only  6  months  after  Galileo’s  first 
flyby  of  the  earth.  While  the  relatively  short  RTLT  of  this  geometry  will  severely  limit  the  low  Fourier 
frequency  sensitivity  of  the  instrument,  the  SNR  will  be  very  high  maximizing  the  high  frequency 
sensitivity.  The  total  contribution  of  the  transmitting  and  receiving  equipment  of  the  DSN  in  this 
X-band  configuration  should  be  no  more  than  5x  10“^'’  for  time  scales  of  1000  to  3C00  seconds  with  the 
hydrogen  masers  contributing  no  more  than  2  x  10“’^  [14].  It  is  also  important  to  realize  that  stable 
distribution  of  the  reference  frequency  over  a  kilometer  or  more  from  a  maser  to  the  antenna  is  not 
trivial  and  has  led  to  a  research  and  implementation  effort  utilizing  near-zero  temperature  coefficient 
fiber  optic  cable  [15]. 

A  proposal  has  been  written  to  conduct  a  Ka-band  uplink  and  downlink  experiment  (34  and  32  GHz 
respectively)  near  the  end  of  the  century  using  the  Cassini  spacecraft  while  en  route  to  Saturn.  These 
higher  frequencies  would  reduce  the  interplanetary  plasma  instabilities  at  X-band  by  another  order 
of  magnitude.  The  potential  instrument  stability  has  been  estimated  as  approximately  1  x  lO”*'’  at 
1000  seconds  [16]  with  the  hydrogen  maser  performance  contribution  estimated  to  be  4  x  10“ based 
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on  assumed  improvements  in  spin  rate  selection  and  magnetic  screening  as  well  as  phase  locking  the 
maser  to  a  trapped  ion  frequency  standard. 


OSCILLATOR  REQUIREMENTS 

These  three  experiments  have  been  discussed  together  to  provide  a  sense  of  the  wide  range  of  scales 
the  spacecraft  and  DSN  oscillators  must  cover.  For  the  two  occultation  experiments,  the  spacecraft 
oscillator  must  provide  stability  over  time  scales  covering  approximately  7  orders  of  magnitude  from 
±3  kHz  on  either  side  of  the  carrier  frequency  to  durations  of  more  than  1000  seconds.  The  frequency 
standards  at  the  DSN  tracking  complexes  must  provide  stable  references  over  this  range  as  well  as  still 
longer  spans  covering  the  round  trip  passage  of  the  signals  across  the  solar  sjstem.  These  time  scales 
are  summarized  in  Figure  8. 


FLIGHT  OSCILLATORS 

The  goal  for  the  performance  of  flight  oscillators  is  really  open-ended,  the  more  stable  the  oscillator, 
the  better  the  measurements  will  be.  In  reality,  one  must  take  into  account  present  oscillator  technol¬ 
ogy  capabilities  in  specifying  oscillator  performance  for  these  experiments.  The  choice  of  spacecraft 
oscillators  is  very  constrained  by  size,  weight,  power,  reliability  and  cost  considerations  which,  when 
combined  with  the  time  scales  of  interest,  have  thus  far  made  high  performance  crystal  oscillators  the 
references  of  choice. 

In  looking  to  the  future,  it  is  interesting  to  note  that  with  the  completion  of  the  Voyager  grand  tour  all 
planets  except  Pluto  have  been  visited  by  spacecraft.  Therefore  one  can  expect  that  most  planetary 
spacecraft  will  remain  at  a  planet  to  provide  a  more  in  depth  characterization  of  the  planet.  Orbiting 
spacecraft  must  have  lower  velocities  relative  to  the  planets  under  observation  than  the  Voyagers  in 
order  to  remain  in  orbit,  implying  that  future  outer  planet  atmospheric  and  ring  occultations  will 
generally  be  slow'er  and  therefore  more  sensitive  to  oscillator  phase  instability.  The  Galileo  orbiter 
which  will  begin  orbiting  Jupiter  in  December  of  1995  provides  an  excellent  example.  The  oscillator 
on  board  is  a  spare  Voyager  oscillator  with  10"’^  performance  causing  only  the  first  Jovian  occultation 
to  rival  the  Voyager  accuracies  because  the  subsequent  occultations  will  be  longer  and  slower. 

The  Cassini  orbiter  will  characterize  the  atmospheres  of  Saturn  and  Titan  and  the  rings  with  occul¬ 
tation  measurements  while  in  orbit  around  Saturn.  To  improve  upon  the  Voyager  results,  the  desire 
for  more  accurate  atmosphere  and  ring  measurements  will  of  course  lead  to  placing  a  more  stable 
oscillator  on-board.  It  does  appear  that  this  need  will  be  met  simply  because  the  Cassini  oscillator 
will  presumably  have  at  least  the  performance  of  the  Mars  Observer  oscillator.  In  addition,  a  stable 
oscillator  will  also  be  placed  on  the  Huygens’  probe  to  provide  a  stable  radio  link  frequency  to  mea¬ 
sure  the  velocity  of  descent  of  the  probe  into  the  Titan  atmosphere  to  characterize  winds  in  the  Titan 
atmosphere. 

There  are  some  applications  for  still  longer  time  scales  which  haven't  been  discussed  here.  Recovery  of 
a  planet’s  gravity  field  can  be  accomplished  with  one-way  doppler  measurements  if  the  flight  oscillator 
is  sufficiently  stable.  This  can  be  desirable  in  situations  where  gravity  field  and  occultation  measure¬ 
ments  are  simultaneous  creating  a  conflict  between  the  desire  for  the  one  way  versus  two  way  doppler 
configuration.  4  related  application  is  the  proposed  Solar  Probe  mission  which  would  pass  within 


260 


a  few  solar  radii  of  the  sun  over  a  14  hour  period  making  a  series  of  gravity  related  measurements. 
The  proposed  configuration  would  utilize  a  flight  hydrogen  maser  to  provide  the  necessary  stability. 
This  could  also  provide  an  application  for  a  flight  trapped  ion  standard  whose  performance  could 
conceivably  rival  that  of  the  maser  over  this  time  scale. 

GROUND  OSCILLATORS 

In  creating  the  ground  oscillator  requirements,  it  is  important  to  realize  that  the  ground  based  oscil¬ 
lators  can  be  expected  to  provide  better  overall  performance  than  the  flight  oscillators  because  they 
are  not  limited  by  the  same  constraints  imposed  on  the  spacecraft  equipment.  In  addition,  because 
of  long  flight  times  to  the  outer  planets  (such  as  the  seven  year  trip  for  Cassini  to  reach  Saturn), 
ground  oscillators  can  potentially  take  advantage  of  more  current  technology  not  available  when  the 
flight  instrumentation  was  designed  and  implemented.  Therefore  the  goal  of  the  noise  power  of  ground 
oscillators  in  the  DSN  has  been  set  at  10  dB  below  that  of  the  downlink  signal  which  is  limited  by 
a  combination  of  the  flight  oscillator,  the  downlink  SNR  and  any  uncalibrated  propagation  effects. 
This  was  achieved  for  the  Voyager  Neptune  encounter  due  to  the  relatively  low  received  signal  SNR 
and  the  10“^^  performance  of  the  15  year  old  Voyager  oscillator.  For  Mars  Observer  (MO),  however, 
the  exceptional  performance  of  the  flight  oscillator  will  be  comparable  to  that  of  the  hydrogen  maser 
(possibly  even  exceeding  it)  for  time  scales  near  1  second  making  it  difficult  to  achieve  this  10  dB  goal 
as  indicated  in  Figures  9  and  10. 

TROPOSPHERE 

In  discussing  these  requirements  it  is  important  to  consider  other  noise  sources  which  can  mask  the 
stability  of  the  frequency  standards.  One  particular  source  worthy  of  mention  here  is  the  phase 
instability  caused  by  the  passage  of  signals  through  the  earth’s  troposphere.  A  simple  model  of 
the  troposphere  indicates  a  level  of  instability  that,  without  calibration,  will  significantly  exceed  the 
hydrogen  maser  stability  over  time  scales  less  than  about  a  day  [17].  A  particular  case  of  relevance  is 
the  previously  mentioned  Ka-band  gravitational  wave  search  sensitivity  estimate  which  assumes  95% 
calibration  of  the  troposphere.  Present  crystal  oscillator  performance  is  also  becoming  comparable 
to  these  phase  instabilities  and  will  require  partial  calibration  of  the  earth’s  troposphere  to  take  full 
advantage  of  the  oscillator’s  performance.  An  interesting  application  of  a  very  stable  flight  oscillator 
has  been  proposed  where  the  troposphere  effects  can  be  removed  using  simultaneous  one  and  two-way 
up  and  downlinks  when  the  flight  oscillator  stability  exceeds  the  instabilities  due  to  the  troposphere 
[18].  This  technique  could  potentially  be  applied  to  all  three  experiments  described  here  although 
maintaining  the  two-way  links  during  the  occultations  might  pose  significant  technical  difficulties.  The 
DSN  is  presently  studying  the  possibility  of  deep  space  tracking  stations  in  orbit  around  the  earth 
which  would  potentially  eliminate  the  troposphere  from  the  signal  path  but  would  introduce  gravity 
induced  orbital  perturbations  into  the  signal  phase  data. 

CONCLUSION 

In  conclusion,  I  hope  that  this  has  provided  some  insight  into  these  scientific  ai  plications  and  how  they 
utilize  phase  stability.  With  the  tremendous  success  of  the  Voyager  radio  science  experiments  which 
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have  proven  themselves  as  powerful  tools  for  characterizion  of  planetary  systems  and  the  tantalizing 
prospect  of  gravitational  radiation  detection,  these  experiments  should  continue  to  be  a  part  of  future 
planetary  space  probes  and  their  symbiontic  relationship  with  the  developers  of  frequency  standards 
should  also  continue  to  provide  a  unique  set  of  applications  for  future  frequency  standard  research  and 
development. 
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spacecraft 


Figure  1:  Atmosphere  occultation  geometry 


Figure  2:  Atmosphere  induced  phase  shift 
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Figure  3:  Vertical  temperature  vs  pressure  profile  for  Uranus  recovered  from 

radio  occultation  measurements  (Figure  from  [4]) 


0  50  100  ISO  200  2S0 

Relative  distance  (km) 


Figure  4:  Diffraction  effects  in  radio  occultation  data  caused  by  the  edge  of  Saturn's 

Encke  gap.  Smooth  curve  shows  theoretical  diffraction  from  abrupt  edge 
fitted  to  irregular  curve  of  measured  signal  intensity.  (Figure  from  [19j) 
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Allan  Deviation 


Figure  7:  Comparison  of  the  limitation  of  oscillator  phase  instability  on  the  radial 

resolution  of  recovered  ring  opacity  profiles  for  the  cases  of  Voyager  1  at  Saturn  and 

Voyager  2  at  Uranus  assuming  white  frequency  noise  with  ay(l)=4xl0-12.  At  Saturn, 
the  phase  instability  limiting  resolution  is  about  200  m.  At  Uranus,  this  limit  is  about 
30  and  45  m  at  occultation  entry  and  exit  of  the  epsilon  ring.  The  difference  is  due  to 
the  different  occultation  geometries  for  the  two  planets.  (Figure  from  [7]) 
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ZERO-CRObSING  DETECTOR 
WITH  SUB-MICROSECOND 
JITTER  AND  CROSSTALK* 


G.  J.  Dick;  P.  F.  Kuhnle;  R.  jL.  Sydnor 
Califcvnia  Institute  of  Technology 
Jet  Propulsion  Laboratory 
4800  Oak  Grove  Drive 
Pasadena,  California  91109 


Abstract 

A  zero-crossing  de^.ctor  (ZCD)  has  been  built  and  tested  with  a  new  circuit  design  which  gives  reduced 
time jitter  compared  to  previous  designs.  With  the  new  design,  time Jitter  is  reduced for  the first  time  to  a  value 
(4:2  X  10“®  seconds  for  al  Hz  input  signal  and  a  1  second  measuring  time)  which  approaciws  that  due  to 
noise  in  the  input  amplifying  stage.  Additionally,  with  fiber-optic  transmission  of  the  output  signal,  crosstalk 
between  units  has  been  eliminated.  Incorporation  of  commercially  available . '•ble-balanced  mixers  allowed 
two  «  100  MHz  signals  differing  by  1  Hz  to  be  compared,  giving  an  Allan  Deviation  ofl.ll  X  10~^®  at 
a  1  second  measuring  time.  The  measured  values  are  in  good  agreement  with  circuit  noise  calculations 
and  approximately  ten  times  lower  than  tlmt  for  ICD's  presently  installed  in  tlieJPL  test  facility.  Crosstalk 
between  adjacent  units  was  reduced  even  more  than  the  jitter.  Where  the  old  units  showed  crosstalk  of>  10"* 
seconds  between  units,  no  crosstalk  could  be  detected  between  the  new  ZCD’s,  even  when  operating  from  tlw 
same  power  supply. 


BACKGROUND 


A  limitation  on  the  present  Ct^pabilily  to  ciiaracterize  frequency  sources  with  ultra-high  stability 
is  the  performance  of  the  zero  crossing  detector  (ZCD)  './hicli  is  used  to  measure  the  frequency 
difFer^nce  between  two  such  standardsJ*^’  The  ZCD  functions  to  transform  a  w  1  Hz  sine- 
wave  beat  frequency  between  the  sources  into  i.  square  wave  or  train  of  pulses  that  can  be  characterized 
by  a  conventional  counter.  While  the  capability  of  the  presently  available  system  was  sufficient  to 
characterize  sources  until  now,  ne  v  standards  are  now  available  with  much  higher  stability  at  short 
.'reasur'ng  times.  These  new  standards  cannot  be  characterized  using  the  present  performance  of  the 
ZCD. 


Present  ZCD’r  show  a  time  jitter  of  approximately  10"®  seconds.  Noise  in  the  mixers  used  to  generate 
the  beat  freqtitiicy  between  the  oscillators  is  much  smaller  (<  lO"’^  seconds)  than  the  ZCD  jitter, 
while  the  stability  of  available  counters  is  very  high,  with  jitter  of  the  order  of  10"®  seconds. [4j 

'This  work  vinr  carried  out  at  the  Jet  Propulshm  Laboratory,  California  Institute  of  Technology,  under  a  contract 
with  (he  National  Aeronautics  and  Space  Administration. 
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The  present  ZCD's  also  suffer  from  severe  crosstalk  problems,  so  that  the  output  signal  from  one  unit 
can  induce  a  time  offset  in  an  adjacent  unit  by  as  much  as  10“''  seconds.  If  the  time  jitter  and  crosstalk 
in  the  ZCD’s  could  be  reduced  below  10“^^  seconds,  thus  matching  the  performance  of  available  low 
noise  mixers,  the  new  standards  such  as  the  Superconducting  Cavity  Maser  Oscillavor  (SCMO)  could 
be  characterized  without  limitation  by  fluctuations  in  the  measuring  system. 


PRESENT  TECHNOLOGY:  NOISE 


Figure  1  shows  a  schematic  of  the  presently  used  units.  A  low  noise  amplification  stage  filters 
the  1  Hz  input  signal  and  increases  its  amplitude  as  much  as  possible  without  clipping.  This 
large  signal  drives  a  special-purpose  “open  loop”  operational  amplifier  stage  which  operates  to 
transform  the  sine  wave  signal  to  a  square  wave  with  relatively  short  rise  and  fall  times.  Since  this 
second  stage  operates  w'ithout  feedback  limitation  to  its  frequency  response,  and  since  the  slew  rate  at 
its  input  is  low,  a  latching  circuit  must  be  included  to  prevent  noise  induced  double  triggering  which 
would  otherwise  occur. 


Amplitude  noise  in  the  first  two  stages  introduces  a  time  jitter  into  the  signal  which  may  be  estimated 
ris  follows.  Suppose  the  signal  at  the  input  to  any  stage  has  a  slew  rate  of  S  (volts/second)  and  that 
the  stage  has  an  equivalent  input  noise  of  N  (volts/\/Hz)  and  a  bandwidth  of  B  (Hz).  In  this  case  an 
input  amplitude  jitter  of  N\/B  (volts)  will  give  rise  to  a  time  jitter  of  Ns/BjS  (seconds).  While  the 
slew  rate  at  the  input  to  the  first  stage  is  low,  the  bandwidth  of  that  stage  is  very  low,  thus  allowing 
excJlent  overzdl  performance,  if  that  stage  were  the  only  limitation.  However,  the  second  stage  must 
have  a  very  wide  bandwidth  in  order  to  give  the  short  rise  time  required  for  proper  operation  of  the 
counter.  For  example,  second  stage  may  require  a  bandwidth  10^  times  larger  than  the  first  stage, 
while  the  slew  rate  at  its  input  has  been  increased  only  15  times  by  the  gain  of  the  first  stage.  Thus  it 
introduces  \/l^/15  »  20  times  as  much  time  jitter  as  the  first  stage  and  prevents  good  performance 
in  the  ZCD. 


PRESENT  TECHNOLOGY:  CROSSTALK 


Crosstalk  between  units  and  phase  offsets  which  are  sensitive  to  details  of  circuit  interconnections 
arise  in  the  present  units  due  to  parasitic  ground  currents  at  the  signal  frequency.  Figure  2 
shows  an  overall  schematic  of  the  present  ZCD  system  and  identifies  the  parasitic  ground-wire 
resis'-  nces.  The  very  low  frequency  of  the  signal  (1  Hz)  means  that  skin-depth  shielding  effects,  which 
usually  tend  to  isolate  AC  signals,  are  absent.  Output  signals  must  be  large  enough  so  they  can  be 
transmitted  substantial  distances  without  degradation.  This  results  in  a  substantial  output  current  at 
a  frequency  identical  to  that  of  the  input  signal. 


The  present  units  are  characterized  by  an  output  voltage  of  2.5  a  termination  of  50  12,  and  an  inp”* 
slew  rate  of  5  «  1  V/second.  The  resulting  output  current  of  /  =  2.5/50  =  .05  A  Ca.n  give  rise  to  an 
input  voltage  offset  of  50  for  parasitic  resistances  of  only  .001  12.  For  an  input  slew  rate  5-1 
V/second,  a  50  ps  time  offset  will  result.  However  this  offset  dependo  on  details  of  the  configuration 
and  so  makes  the  whole  system  extremely  sensitive  to  any  kind  of  physical  perturbation.  Furthermore, 
if  two  or  more  units  are  operated  in  physical  proximity  to  each  other,  and  if  the  signals  in  these  units 
have  slighvly  different  frequencies,  the  phase  between  the  two  will  vary  with  time.  This  will  induce  a 
large,  time-varying  phase  ofl’set  in  adjacent  units  which  can  corrupt  the  measurements  being  made. 
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NEW  DESIGN:  NOISE 


Operationd  amplifiers  are  available  with  an  equivalent  input  voltage  noise  density  of  4  nV/A/HI 
for  frequencies  above  1  Hz. [5]  For  a  first  stage  input  sle./  rate  of  5  =  1  V/second  or  greater, 
and  a  bandwidth  of  Hi  =  1  Hz,  this  makes  possible  an  RMS  jitter  of  .004  fis  for  the  contri¬ 
bution  of  that  stage.  If  noise  due  to  each  subsequent  stage  can  be  kept  at  or  below  this  value,  a  ZCD 
circuit  could  be  constructed  with  jitter  substantially  less  than  0.1  /rs.  Overall  performance  would  then 
be  limited  by  the  performance  of  available  mixers. 


However,  the  rise  time  r  from  the  final  stage  of  the  ZCD  must  be  very  short,  preferably  r  <  0.1/irs  and 
so  must  have  a  large  bandwidth  given  approximately  by  H  >  l/(27rr).  While,  as  previously  discussed, 
a  very  large  bandwidth  in  the  second  stage  B2  will  result  in  increased  jitter,  this  bandwidth  may  be 
made  somewhat  greater  than  that  of  the  first  stage  before  the  second-stage  contribution  to  the  jitter 
matches  that  of  the  first  stage.  This  is  because  the  slew  rate  has  been  increased  by  gain  of  the  first 
stage  (?i,  thus  allowing  a  greater  equivalent  input  voltage  noise  at  the  second  stage  without  increasing 
the  time  jitter.  If  both  stages  have  equivalent  (white)  input  noise,  the  contribution  of  the  second  stage 
will  be  less  than  that  of  the  first  as  long  as 

B2<B,GI  (1) 


All  stages  after  the  first  must  have  a  built-in  limiting  action  because  otherwise  their  voltage  swings 
would  be  larger  than  allowed  by  available  power  supplies.  It  is  possible  to  construct  limiting  amplifier 
stages  with  reduced  bandwidth  which  are  well  behaved  in  their  operation  if  the  gain  of  the  stage  is  not 
too  large.  Since  the  slew  rate  S  is  Increased  in  proportion  to  the  gain  G  of  the  stage,  the  requirement 
for  well-behaved  operation  is  that  the  time  for  the  output  voltage  to  slew  to  its  limit  V'tnax  must  be 
allowed  by  the  bandwidth  B  of  the  stage.  This  condition  on  the  gain  of  the  second  stage  can  be 
written; 

^  <  27rB2  (2) 

^max 

where  S2  is  the  slew  rate  at  the  input  to  the  second  stage.  Since  the  slew  rate  is  increased  by  the  gain 
of  any  given  stage,  S2  =  GiSi  and  we  can  write  the  gain  condition  for  the  second  stage  as 


G2  < 


2TtB2Vmax 

SlGl 


(3) 


The  conditions  to  reduce  the  noise  contribution  of  the  nth  stage  to  a  value  below  that  of  the  first  stage 
can  similarly  be  written  in  terms  of  a  product  over  the  gains  of  previous  stages; 


n— I 


<  H,  n  G^ 

(4) 

«=1 

and 

p  ^  2“!^ BnYmax 

(5) 

Note  that  the  gain  is  calculated  in  terms  of  the  bandwidth  Bn  actually  chosen. 


Figure  3  shows  a  block  diagram  of  a  four  stage  ZCD  with  gains  and  bandwidths  calculated  subject 
to  equations  (5)  and  (6).  In  order  to  reduce  overall  noise  to  a  value  comparable  to  that  due  to  the 
first  stage  alone  we  have  found  it  necessary  to  add  two  intervening  stages  in  between  the  first  stage 
and  the  “wide  open”  stage  compared  to  the  old  design  shown  in  Figure  1.  This  new  design  allows  an 
overall  jitter  of  less  than  0.1  fis. 
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NEW  DESIGN:  CROSSTALK 

In  order  to  eliminate  the  effect  of  output  ground  loop  currents  on  the  input  signal,  \vc  have  modified 
the  design  to  eliminate  both  input  and  output  ground  loop  currents.  As  shown  in  Fig.  4,  the 
high  current  output  driver  has  been  replaced  by  a  fiber-optic  transmitter.  While  the  transmitter 
requires  substantial  drive  current  (.030  A)  these  currents  are  completely  contained  within  the  chassis 
and  power  supply  of  the  ZCD  itself,  and  do  not  necessarily  throughout  the  room  as  was  previously 
the  case.  The  fiber  optic  signals  themselves  cause  no  interference  at  all,  and  are  themselves  not  subject 
to  degradation  by  other  electrical  interference  signals.  The  fiber  optic  receiver  is  connected  directly  to 
the  counter  input. 

Ground  loops  at  the  input  to  the  ZCD  have  also  been  eliminated.  Even  though  the  RF  signals  into 
the  mixer  are  necessarily  grounded  at  the  outer  coaxial  connection,  the  dual  transformer  design  of  the 
mixer  allows  a  floating  output  (1  IIz)  signal. [6]  As  shown  in  Fig.  4,  all  external  ground  loops  are  thus 
eliminated,  leaving  only  those  (not  shown)  which  are  due  to  power  supply  connections  or  internal  to 
the  ZCD  circuitry  itself.  In  this  design  the  mixer  is  physically  mounted  within  the  ZCD  module. 


TEST  RESULTS-NOISE 


Two  zero-crossing  detectors  have  been  built  and  tested  which  is  based  on  the  design  shown  in 
I'lgure  3.  Preliminary  tests  using  a  common  1  IIz  input  signal  with  an  amplitude  of  100  mV 
P-P  showed  an  Allan  Deviation  of  frequency  variations 


cr^(r)  =  4.2  X  10  ®IIz 


(6) 


for  the  two  units  together  at  a  measuring  time  of  r  =  1  second.  Double  balanced  mixcr&[6]  were  then 
added  to  the  circuitry  to  allow  comparison  of  two  IIF  signals  at  100  MIIz.  Test  results  shown  in  Fig. 
5  show  that  the  short  term  performance  approaches  a  measurement  floor  for  the  Allan  Deviation  of 
relative  frequency  variation  6y  =  Svjuo  given  by 


1.17  X  IQ-^^ 
r 


(7) 


for  two  units  together.  This  value  is  approximately  ten  times  lower  than  that  for  ZCD’s  presently 
installed  in  the  JPL  test  facility.  Because  “bare”  ZCD  noise  at  Uo  =  100  MIIz  would  only  be 


ay{T)  =  4.2  X  lO'VlO*  =  4.2  x  10"*® 


(8) 


at  r  =  1  second,  most  of  this  noise  is  apparently  due  to  the  mixers.  The  increase  above  the  limiting 
value  at  longer  times  (r  >  10  seconds)  is  probably  due  to  temperature  fluctuations.  The  units  were 
not  thermally  isolated  but  were  subject  to  a  typical  laboratory  thermal  environment. 

At  the  time  of  the  tests  there  were  not  available  RF  signals  at  100  MIIz  signals  with  a  stability 
greater  than  1  x  10"’'^/r,  and  so  to  measure  the  contribution  of  the  ZCD's  them, elves,  the  two  units 
were  independently  attached  to  the  same  source,  and  the  time  jitter  between  their  output  pulses  was 
measured.  In  this  way  noise  on  the  input  signals  was  largely  cancelled  while  noise  due  to  the  individual 
mixers  and  ZCD’s  was  not. 
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DETAILED  NOISE  ANALYSIS 


We  consider  three  types  of  noise  as  contributing  substantially  to  the  overall  performance  of 
the  ZCD:  Flicker  voltage  noise  in  the  first  stage  of  the  ZCD,  white  noise  from  all  stages, 
and  flicker  phase  noise  in  the  RF  mixer.  Throughout  this  section  we  assume  a  slew  rate  of 
<S  =  1  V/second,  recognizing  that  the  actual  value  may  be  up  to  5  =  3  V/second,  giving  somewhat 
lower  time  jitter  for  the  same  voltage  fluctuation. 


Following  the  conventions  of  IEEE  Standard  PAR-P-1139,  we  define  the  parameters; 


1.038  +  31n(2)rAT) 

47r2 


and 


E  = 


4jr^ 


(9) 


(10) 


where  //,  is  the  upper  cutoff  frequency  and  r  is  the  measuring  time;  so  that  the  Allan  Variance  of 
frequency  fluctuations  Si/  may  be  v'ritten: 


for  flicker  phase  noise,  and 


crl(r)  =  ElS4f)]T-^ 


(11) 

(12) 


for  white  phase  noise,  where  /  is  the  fluctuation  frequency,  is  the  RF  frequency,  and  S^(/)  is  the 
spectral  density  of  phase  fluctuations.  We  also  use  an  Allan  Deviation  defined  by 


(13) 


Using  a  1  Hz  cutoff  frequency  and  r  =  1  second  measuring  time,  we  approximate  the  constants  by 
D  =  .166  and  E  =  .0756. 


Because  of  their  nonlinear  nature,  it  is  not  clear  how  to  treat  the  flicker  noise  for  ZCD  stages  after  the 
first  (linear)  stage.  However,  the  effect  of  low  frequency  noise  in  these  subsequent  stages  is  apparently 
reduced  by  the  gain  of  the  first  stage,  and  so  we  will  ignore  their  contribution.  The  manufacturer 
indicates  a  flicker  voltage  noise  for  our  configuration  of  6  nV fy/J  (/y/Uz)  RMS.  For  a  slew  rate  of 
<S  =  1  V/second,  this  results  in  an  RMS  time  Jitter  of  6  X  10~®  seconds  in  IHz  bandwidth  at  an  offset 
of  /  =  1  Hz,  a  phase  jitter  for  the  IHz  signal  larger  by  2;r,  and  a  spectral  density  of  phase  fluctuations 
given  by 

S^if)  =[2nx6x  lO-^V/5] V/-  (Id) 

The  measurements  reported  earlier  measured  the  combined  deviation  for  two  nominally  identical 
ZCD’s.  For  the  operational  frequency  fo  =  1  Hz  of  these  tests  of  two  “bare’’  ZCD’s,  Eqs.  11  and  13 
combine  with  twice  the  value  given  by  Eq.  14  to  predict  a  Deviation  at  r  =  1  second  of 

e^{l)  =  2.17  X  lO'^Hz.  (15) 


The  contribution  due  to  white  amplifier  noise  is  approximately  the  same  size.  The  design  procedure 
for  the  ZCD  given  an  earlier  section  allows  similar  while  noise  contributions  for  each  succeeding  stage, 
for  an  efiective  value  4  times  larger  than  that  for  a  single  stage.  Thus  the  manufacturer’s  specification 
of  4  nV/v/ilz  RMS  for  each  device  gives  rise  to  an  effective  spectral  density  of 

S^if)  =  4  X  [25r  X  4  X  10-'’V/5]^  (16) 
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Combining  this  result  with  Eqs.  12  and  13  gives  a  contribution  to  the  two- device  test  of 


=  1.96  X  10-®Hz 


(17) 


for  the  white  noise  of  the  ZCD. 

The  combined  results  of  flicker  and  white  amplifier  noise  compare  very  favorably  to  the  merisured 
value  for  tests  of  the  bare  ZCD  which  gave  a  value  previously  discussed  of  (Tu{t)  =  4.2  X  10~®  Hz  at 
r  =  1  second  measuring  time. 

The  contribution  due  to  the  double-balanced  mixer  to  RF  tests  can  be  similarly  evaluated  on  the 
basis  of  Eqs.  11  and  13.  Addition  of  the  mixers  caused  the  frequency  deviation  to  more  than  double, 
increasing  from  4.2  x  10~®  Hz  to  1.17  X  10“’^  IIz  at  r  =  1  second  averaging  time.  This  increase  implies 
a  flicker  phase  noise  (per  mixer)  of  -135  dB/f  (/\/Hz).  This  value  compares  favorably  to  -140  dB/f 
(/\/Hz),  the  lowest  measurement  system  noise  reported  to  date.[7] 

TEST  RESULTS-CROSSTALK 

Figures  6  and  7  show  the  resuits  of  identical  crosstalk  measurements  on  the  old  and  new  ZCD’s, 
respectively.  Here,  in  each  test  a  (buffered)  100  MHz  signal  from  a  hydrogen  maser  provided  a 
reference  for  each  of  two  ZCD’s,  while  the  test  signals  for  each  unit  differed  by  approximately 
0.01  Hz.  The  beat  frequencies  characterized  were  1  Hz  and  «  1.01  Hz.  We  show  results  for  the 
channel  in  each  case  with  a  beat  frequency  of  exactly  1  Hz,  as  generated  by  an  offset  generator  from 
the  original  100  MHz  signal.  The  two  units  in  each  case  had  a  common  ground  and  were  powered  by 
a  single  power  supply. 

A  comparison  of  the  figures  shows  that,  under  these  conditions,  the  old  units  show  a  sinusoidal  variation 
of  the  time  residuals  for  the  100  MHz  signal  of  more  than  10"’^  seconds  and  a  false  peak  in  the  Allan 
Deviation  of  nearly  3  x  10" at  a  measuring  time  of  r  «  30  seconds.  The  sinusoidal  variation  in  the 
time  residuals  indicates  a  crosstalk  between  ZCD’s  of  10"’^  seconds  increased  by  the  frequency  ratio 
10®  Hz/1  Hz,  or  10““^  seconds.  The  new  units,  as  shown  in  Fig.  7,  show  no  observable  crosstalk,  but 
instead  allow  the  performance  of  the  offset  generator  to  be  properly  characterized. 


DISCUSSION 


Characterization  of  the  instabilities  in  frequency  sources  requires  a  means  of  analyzing  the 
frequency  variations  of  the  source  under  test  while  uJng  another  oscillator  as  a  reference.  For 
sources  with  ultra  high  stabilitj,  this  is  typically  done  by  offsetting  the  RF  output  frequenej 
of  one  of  the  sources  by  a  very  small  difference  frequency  (typically  ua  —  1  Hz)  and  then  combining 
the  output  signals  from  the  two  sources  in  a  semiconducting  “double  balanced "  mi.xer  to  give  an  output 
at  the  difference  frequency  (1  Hz). 

In  this  circumstance  any  frequency  variation  ot'o  in  the  source  under  test  gives  rise  to  an  identical 
variation  in  the  difference  frequency, 

6i/d  =  6i/o  (18) 

and  a  correspondingly  larger  variation  in  relative  frequency  variation; 


_  i/q  Si/q 
i'a  I'o 


(19) 
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if  the  RF  output  frequency  i/q  is  much  larger  than  the  difference  frequency  I'd- 

For  example,  for  a  100  MHz  output  frequency  and  1  Hz  difference,  the  fractional  uncertainty  is 
increased  by  Volvd  =  100MHz/lHz=  10®  times.  Thus,  if  the  standards  have  a  stability  of  5///  = 
10“^®,  the  IHz  beat  frequency  will  show  a  much  larger  variation  of  Sf  If  =  10"®. 

Measurement  of  the  difference  frequency  i/d  is  obtained  by  measurement  of  its  period.  If  the  time  jittei 
of  the  ZCD  is  6tz,  and  the  time  of  measurement  is  r,  an  uncertainty  in  the  difference  frequency  Vd  is 
introduced 

6t/d  _  otz 
I'd  T 

which  in  turn  results  in  an  uncertainty  in  the  measured  frequency  of  the  standard  Uo  given  by 


6 Up  _  _  t'dStz 

I'o  ~  t'o  I'd  ~  I'o  r  ' 


(21) 


Equation  (21)  shows  that  a  limit  is  placed  on  our  measuremeni  capability  by  ZCD  jitter  which  decreases 
linearly  with  increasing  measuring  time  r.  This  limit  also  depends  on  the  operating  frequency  i/p  of  the 
frequency  sources  which  are  being  characterized,  and  the  beat  frequency  Ub  used  to  drive  tlie  ZCD.  The 
highest  available  operating  frequency  for  avcdlable  frequency  sources  is  ty  pically  100  MHz.  Increased 
operating  frequencies  may  be  available  in  the  future,  but  for  the  present,  the  cost  of  transmitting 
and  conditioning  higher  frequencies  would  be  substantially  greater  than  for  100  MHz  signals.  The 
difference  frequency  i/^  is  operated  at  1  Hz  to  allow  measurements  to  be  made  at  least  every  second. 
It  is  important  to  be  able  to  characterize  standards  at  short  measuring  times,  and  a  lower  limit  l/f^ 
to  the  time  of  characterization  is  determined  by  the  difference  frequency  i/d- 

Thus  there  are  important  reasons  why  the  operating  frequency  is  not  higher  than  100  MHz  and  the 
difference  frequency  is  at  least  as  high  as  1  Hz.  Taking  these  values  as  given  and  using  Eq.  (21),  the 
1/is  jitter  of  present  ZCD’s  limits  our  measuring  capability  to 

Sup  _  10"*‘‘ 

Up  T 


Until  recently,  hydrogen  maser  standards  presented  the  best  possible  stability  for  all  time  periods 
from  1  second  to  approximately  10,000  seconds.[8]  The  short  term  stability  of  hy  drogen  masers  is 
approximately  given  by  6 Jf f  -  l0"*®/r.  Because  these  values  are  10  times  larger  than  that  given  by 
Eq.  (22),  the  hydrogen  maser  standards  can  be  well  characterized  using  the  old  ZCD’s. 

However,  newly  developed  superconducting  standards  are  10  times  more  stable  than  the  hydrogen 
masers  at  short  measuring  times.(9]  These  standards  show  a  stability  of  less  than  1  x  10"^'*  at  1 
second  and  so  could  not  be  well  characterized  at  an  operational  frequency  of  100  MHz.  However, 
results  reported  here  represent  a  ten  fold  improvement  ever  that  given  in  Eq.  (22),  allowing  such 
characterization  of  the  new  standards  for  the  first  lime. 
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Figure  Captions 


Figure  1  Block  diagram  of  existing  JPL  zero  crossing  detector  design  which  has  been  in  use  for  manj 
years.  Stage  one  must  be  a  purely  amplifying  and  filtering  stage  (no  limiting)  in  order  to  provide 
a  well-defined  noise  bandwidth  for  the  measurements  taken.  The  JPL  units  use  a  /talOO  type 
operational  amplifier  for  the  second  stage  to  allow  a  high  switching  speed  with  low  noise. 

Figure  2  Block  diagram  of  tne  measurement  sjstem  including  parasitic  resistances  in  the  various  signal 
and  power  paths.  Since  the  output  current  is  substantial,  and  with  a  frequency  identical  to  that 
of  the  input,  output  input  coupling  corrupts  the  phase  of  the  input  signal.  Crosstalk  between 
units  similarly  results  in  phase  shifts  at  adjacent  units  which  is  dependent  on  the  phase  difference 
between  the  signals  at  the  two  units.  Because  the  frequency  is  so  low  (1  Hz),  penetration  depths 
are  large  and  parasitic  resistances  alone  can  be  used  to  estimate  this  coupling. 

Figure  3  Block  diagram  of  the  new  ZCD  design.  Multiple  limiting  stages  with  increasing  slew  rates  and 
bandvvidtiis  allow  an  overall  time  jitter  which  is  not  appreciably  larger  thaii  that  due  to  noise 
contributions  of  the  first  stage  alone.  Since  input  signals  with  varying  amplitudes  must  be 
accommodated,  circuit  bandvvidths  in  stages  2  and  3  have  been  chosen  to  allow  slew  rates  up  to 
three  times  higher  than  the  values  given. 

Figure  4  Block  diagram  of  the  RF  frequenej  measurement  system  including  the  new  ZCD.  Ground  loops 
involving  both  input  and  output  signals  are  eliminated.  Signal  input  uses  symmetric  outputs  from 
a  double-balanced  mixer.  Signal  output  is  by  means  of  fibei  optic  coupling,  which  eliminates 
the  large  ground  loop  currents  associated  with  high-level  signal  output. 

Figure  5  Results  of  a  test  of  two  of  the  new  ZCD  s.  Measured  stability  is  expressed  in  terms  of  an  inferred 
Allan  Deviation  of  relative  frequency  variation  for  the  100  MHz  signal  sources  being  compared. 
The  values,  on  a  per  unit  basis,  would  be  smaller  by  l/\/2  than  those  shown.  Short  term 
performance  of  10~**/r  corresponds  to  a  time  jitter  of  10~'  seconds,  a  value  10  times  lower  than 
that  for  ZCD’s  previously  available.  Longer  term  instabilities  are  somewhat  higher,  probably 
due  to  thermal  fluctuations.  The  units  were  not  thermally  isolated,  but  subject  to  ordinary 
laboratory  thermal  environment.  Because  RF  signals  were  not  available  with  noise  as  low  as 
these  circuits,  identical  RF  signals  were  fed  to  the  mixers  for  each  ZCD,  and  the  differential 
jitter  was  measured.  In  this  way,  the  noise  of  the  source  is  largely  cancelled,  while  noise  in  the 
mixers  and  ZCD’s  themselves  does  not. 

Figure  6  Measurement  of  crosstalk  between  two  of  the  older  ZCD’s.  Here  the  RF  (»  100  MHz)  signals 
to  the  unit  being  characterized  differed  by  exactly  1  Hz  while  the  signals  to  an  adjacent  unit 
differed  by  «  1.01  Hz.  The  efiect  of  the  resultant  100  second  beat  between  the  signals  is  very 
apparent  here,  showing  a  sinusoidal  time  residual  variation  of  more  than  10“’*  seconds.  The  rise 
in  Allan  Deviation  for  time  periods  approaching  100  seconds  is  due  to  this  time  variation  and  is 
more  than  30  times  larger  than  the  actual  deviation  between  the  signals. 

Figure  7  Crosstalk  test  of  the  new  ZCD’s  using  exactly  the  same  setup  as  described  in  the  previous  figure. 

There  is  no  evidence  of  crosstalk  with  a  ss  100  second  period.  The  offset  generator  which  was 
used  to  generate  the  100  MHz  +  1  Hz  RF  signal  is  the  limiting  factor  in  this  test  (»  1  x  10“*  ’ 
at  r  =  1  second). 
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Figure  1.  Block  diagram  of  existing  JPL  zero-crossing  detector  design  which 
has  been  in  use  for  many  years.  Stage  one  must  be  a  purely  amplifying  and  filter¬ 
ing  stage  (no  limiting)  in  order  to  provide  a  well-defined  noise  bandwidth  for  the 
measurements  taken.  The  JPL  units  use  a  pa709-type  operational  amplifier  for  the 
second  stage  to  allow  a  high  switching  speed  with  low  noise. 


Figure  2.  Block  diagram  of  the  measurement  system  including  parasitic  resis¬ 
tances  in  the  various  signal  and  power  paths.  Since  the  output  current  is  substantiaJ, 
and  with  a  frequency  identical  to  that  of  the  input,  output-input  coupling  corrupts 
the  phase  of  the  input  signal.  Crosstalk  between  units  similarly  results  in  phase 
shifts  at  adjacent  units  which  is  dependent  on  the  phase  difference  between  the 
signals  at  the  two  units.  Because  the  frequency  is  so  low  (1  Hz),  penetration  depths 
axe  Icurge  and  parasitic  resistances  alone  can  be  used  to  estimate  this  coupling. 


278 


STAGE  2  STAGE  3  STAGE  4 


STAGE  1  LIMITING  LIMITING  LIMITING 
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Figure  3.  Block  diagram  of  the  new  ZCD  design.  Multiple  limiting  stages 
with  increasing  slew  rates  and  bandwidths  allow  an  overall  time  jitter  which  is  not 
appreciably  larger  than  that  due  to  noise  contributions  of  the  first  stage  alone.  Since 
input  signals  with  varying  amplitudes  must  be  accommodated,  circuit  beindwidths 
in  stages  2  and  3  have  been  chosen  to  allow  slew  rates  up  to  three  times  higher  than 
the  values  given. 


Coaxial  Opticol  Fiber 


Figure  4.  Block  diagram  of  the  RF  frequency  measurement  system  including 
the  new  ZCD.  Ground  loops  involving  both  input  and  output  signals  are  eliminated. 
Signzil  input  uses  symmetric  outputs  from  a  double-balanced  mixer.  Signal  output 
is  by  means  of  fiber  optic  coupling,  which  eliminates  the  large  ground  loop  currents 
associated  with  high-level  signal  output. 
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Figure  5.  Results  of  a  test  of  two  of  the  new  ZCD’s.  Measured  stability  is 
expressed  in  terms  of  an  inferred  Allan  Deviation  of  fractional  frequency  variation 
for  the  100  MHz  signed  sources  being  compaxed.  The  values,  on  a  per  unit  basis, 
would  be  smaller  by  l/\/2  than  those  shown.  Short  term  performance  of  10-‘®/r 
corresponds  to  a  time  jitter  of  10”^  seconds,  a  value  10  times  lower  than  that  for 
ZCD’s  previously  avmlable.  Longer  term  instabilities  are  somewhat  higher,  probably 
due  to  thermal  fluctuations.  The  units  were  not  thermally  isolated,  but  subject  to 
ordinary  laboratory  thermal  environment.  Because  RF  signals  were  not  available 
with  noise  as  low  as  these  circuits,  identical  RF  signals  were  fed  to  the  inixers  for 
each  ZCD,  and  the  differential  jitter  was  measured.  In  this  way,  the  noise  of  the 
source  is  Izu'gely  cancelled,  while  noise  in  the  mixers  and  ZCD  s  themselves  does 
not. 
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Figu'e  6.  Measurement  of  crosstalk  between  two  of  the  older  ZCD’s.  Here  the 
RF  (« 100  MHz)  signals  to  the  unit  being  characterized  differed  by  exactly  1  Hz  while 
the  signals  to  an  adjacent  unit  differed  by  « 1.01  Hz.  The  effect  of  the  resultant  100 
second  beat  between  the  signals  is  very  apparent  here,  showing  a  sinusoidal  time 
residual  variation  of  more  than  lO-*^  seconds.  The  rise  in  Allan  Deviation  for  time 
periods  approaching  100  seconds  is  due  to  this  time  variation  and  is  more  than  30 
times  larger  than  the  actual  deviation  between  the  signals. 
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Abstract 

The  stability  of  the free-running  hydrogen  maser  is  limited  by  pulling  of  the  unperturbed  hydrogen  tran¬ 
sition  frequency  due  to  instability  of  the  cavity  resonance  frequency.  Two  automatic  approaches  to  cavity 
stabilization  have  been  used  successfully  in  field  operable  atomic  hydrogen  masers  in  the  past.  One  method 
is  based  upon  the  “spin-exclutnge”  tuning  procedure  and  was  used  in  masers  constructed  at  NASA’s  God- 
dardSpace  Flight  Center}-^'  The  other  method  is  the  cavity  frequency  switching  servo  used  on  Sigma  Tau 
Standards  Corporation  (STSC)  hydrogen  masers.^^' 

lyhile  automatic  spin-exchange  tuning  is  in  principle  the  more  basic  and  accurate  method,  the  required 
beam  intensity  switching  and  the  long  servo  time  constant  result  in  reduced  stability  for  measuring  intervals 
up  to  10®  seconds.  More  importantly,  the  spin-exchange  tuning  method  requires  a  second  stable  frequenry 
source  as  a  reference,  ideally  a  second  hydrogen  maser,  to  gpt  the  best  results. 

The  cavity  frequency  switching  servo,  on  the  other  hand,  has  very  little  effect  on  the  maser  short  term 
stability,  and  is  fast  enough  to  correct  for  cavity  drift  while  maintaining  the  cavity  at  the  spin-exchange  tuned 
offset  required  to  minimize  instability  due  to  beam  intensity  fluctuations.  Not  only  does  the  cavity  frequency 
switching  servo  not  require  a  second  stable  frequency  source,  but  the  frequency  reference  is  the  atomic  hy¬ 
drogen  radiated  beam  signal,  so  that  no  extra  RF  connections  need  be  made  to  the  cavity,  and  externally 
generated  signals  that  would  perturb  the  hydrogen  atom  need  not  be  transmitted  through  the  cavity. 

In  this  paper  we  will  discuss  the  operation  of  the  cavity  frequency  switching  stabilization  method  and  will 
illustrate  the  transient  response  of  the  servo  and  certain  other  aspects  of  the  technique  that  have  potential for 
achieving  improved  basic  accuracy.  We  also  will  give  stability  results  obtained  between  masers  at  STSC  and 
long  term  stability  data  obtained  with  STSC  hydrogen  masers  at  the  United  States  Naval  Observatory. 


INTRODUCTION 


The  stability  of  the  hydrogen  maser  for  me^Lsuring  intervals  bejoiid  1000  seconds  is  primarily  limited 
by  cavity  pulling.  For  very  long  term  stability  and  for  long  term  intrinsic  reproducibility  and  accuracy, 
variation  in  the  wall  shift  is  also  of  serious  concern.  (Accuracy  as  defined  by  first,  a  realistic  error 
budget  and  second,  substantiation  of  the  accuracy  factors  by  reproducible  measurements  between 
standards.) 

Cavity  pulling  can  be  reduced  to  a  minimum  by  carefully  spin-  exchange  tuning  the  cavity^®!  and  then 
stabilizing  the  cavity  at  the  spin-exchange  tuned  frequency  by  use  of  the  cavity  frequency  switching 
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servo.  Results  given  in  this  paper  illustrate  the  performance  obtained  at  present  using  this  technique. 
Further  development  of  the  cavitj  frequency  switching  technique  at  STSC  indicates  substantial  im 
provements  in  stability  can  still  be  made,  and  further  that  use  of  this  ca\ity  stabilization  method  will 
provide  the  means  to  achieve  improved  accuracy. 

The  determination  of  the  wall  shift  requires  the  operation  of  h>  drogen  masers  with  different  size  storage 
bulbs  that  are  coated  with  chemically  identical  materials  and  processed  with  carefully  controlled 
procf'dures.  The  accuracy  previously  achieved  has  been  in  the  1  or  2  parts  in  10^^  region.f®^  We  believe 
this  may  be  reduced  by  an  order  of  magnitude  or  more  by  use  of  improved  techniques,  particularly  the 
use  of  the  cavity  frequency  switching  servo,  as  well  as  improved  wall  coating  materials  and  compute! 
instrumentation  techniques. 

THE  CAVITY  FREQUENCY  SWITCHING  SERVO 

The  operation  of  the  cavity  automatic  frequency  tuning  system  (the  “cavity  servo")  is  based  upon 
switching  the  cavity  resonance  frequency  between  two  frequencies  approximately  equally  spaced  about 
the  maser  oscillation  frequency.  The  two  frequencies  are  about  one  half  the  cavity  resonance  width 
apart  and  are  switched  at  a  rate  that  io  slow  compared  to  the  cavity  field  decay  ti.ne  constant  but  fast 
in  comparison  with  the  atomic  relaxation  rate. 

The  modulation  (switching)  rate  and  the  relative  duration  of  the  high  and  low  frequencies  are  controlled 
by  a  digital  circuit  called  the  Modulation  Period  Generator  (MPG).  The  voKage  on  a  varactor  diode 
coupled  to  the  cavity  is  switched  between  two  precisely  controlled  voltages  by  the  MPG,  thereby 
changing  the  cavity  frequency. 

When  the  maser  frequency  is  located  at  the  crossover  point  of  the  two  cavity  resonances,  there  is 
no  amplitude  modulation  on  the  maser  signal  coupled  from  the  cavity;  but  when  the  signal  is  not 
at  this  point,  there  is  an  amplitude  modulation,  and  this  is  detected  on  the  receiver  IF  signal.  The 
modulation  envelope  is  processed  in  a  phase  sensitive  “Synchronous  Detector"  circuit  that  sends  up 
or  down  correction  commands  to  a  “Cavity  Register."  The  cavity  register  integrates  the  up  or  down 
signals  and  produces  a  voltage  which  coriects  the  cavity  average  frequency.  Two  ways  of  controlling 
the  cavity  average  frequency  have  been  used  successfully. 

In  early  STSC  masers  the  register  voltage  changed  the  temperature  of  the  cavity  by  applying  a  bias  to 
the  temperature  control  circuit.  Since  the  STSC  masers  have  metal  cavities  with  quite  linear  frequency 
variation  with  teniperature,  this  method  results  in  a  well  controlled  servo,  but  the  response  is  relatively 
slow  due  to  the  large  thermal  mass  of  the  cavity  assembly. 

In  the  most  recently  constructed  STSC  masers  the  cavity  frequency  is  controlled  by  applying  the 
register  voltage  to  a  second  varactor  diode  coupled  to  the  cavity.  The  servo  time  constant  is  then  not 
limited  by  the  cavity  thermal  response.  The  varactor  control  method  has  the  capability  of  compensat 
ing  very  quickly  for  systematic  cavity  disturbances,  while  the  temperature  variation  method  has  the 
advantage  of  maintaining  the  cavity  assembly,  coupling  components  and  storage  bulb  at  a  constant 
temperature. 

For  future  experimental  work  the  masers  can  be  changed  rather  quickly  between  cither  the  temperature 
control  or  the  varactor  control  method.  This  can  prove  very  valuable  in  measurements  to  establish 
temperature  coefficients  of  systematic  variables,  oscillation  parameters,  or  fundamental  temperature 
dependencies  such  as  the  second  order  Doppler  shift  or  wall  shift. 
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SPIN-EXCHANGE  TUNING  USING  THE  CAVITY  FREQUENCY 
SWITCHING  SERVO 

One  of  the  unique  features  of  the  cavity  frequency  switching  servo  is  the  method  used  to  establish  and 
maintain  the  maser  cavity  at  the  spin-exchange  tuned  frequenc}.  Cavity  pulling  and  atom-atom  spin 
exchange^ulling  of  the  maser  output  frequency  both  depend  in  a .  early  linear,  monotonic  fcishion  upon 
the  density  of  atoms  within  the  storage  bulb.  There  is  a  unique  cavity  offset  from  the  unperturbed 
transition  frequency  where  the  maser  frequency  is  independent  of  beam  intensity.  This  is  the  basic 
concept  in  all  spin-exchange  tuning  methods. 

In  the  usual  method  of  spin-exchange  tuning,  the  output  frequency  of  the  maser  to  be  tuned  is 
compared  with  another  stable  reference  source,  optimally  another  hydrogen  maser.  Curves  of  output 
frequency  versus  cavity  frequency  are  plotted  at  different  beam  intensities  (source  presoure  settings) 
and  the  point  at  which  the  curves  cross  establishes  the  proper  cavity  setting. 

With  the  cavity  frequency  switching  servo,  the  cavity  is  automatically  held  at  the  cross-over  point  of 
the  two  resonances.  This  is  a  stable  point,  but  not  necessarily  the  cavity  average  frequency  (if  the 
cavity  Q’s  and  coupling  factors  are  exactly  equal  the  tuned  cavity  position  would  be  the  average  of 
the  two  cavi  ty  resonances) . 

However,  with  the  cavity  switching  continuously  between  two  frequencies,  the  average  pulling  effect 
experieiiced  by  the  radiating  atoms  is  not  just  a  function  of  the  two  frequencies  (and  the  resonance 
shape  at  the  two  frequencies),  but  is  also  a  function  of  the  time  spent  at  each  frequency.  So  by 
controlling  the  relative  time  spent  at  the  high  frequency  in  relation  to  the  low  frequency,  the  time 
average  cavity  resonance  frequency  experienced  by  the  radiating  atoms  can  be  varied,  and  a  spin- 
exchange  compensation  point  can  be  established  in  a  manner  very  similar  to  the  conventional  method 
of  establishing  a  fixed  cavity  offset  frequency. 

A  full  analysis  of  the  physics  of  the  hydrogen  maser  using  the  cavity  frequency  switching  system  will 
hot  be  presented  here,  but  the  well  behaved  linear  relationship  between  modulation  periodicity  and 
the  effective  cavity  frequency  is  easily  demonstrated  experimentally. 

The  data  presented  in  Figure  1  illustrates  the  spin-exchange  cavity  tuning  of  a  STSC  hy  drogen  maser. 
The  maser  being  tuned  is  referenced  to  a  second  STSC  maser  and  the  ordinate  in  Figure  1  is  the  frac¬ 
tional  frequency  difference  between  the  masers.  The  abscissa  gives  the  number  set  in  the  modulation 
period  generator  (MPG),  which  has  a  maximum  range  of  0  to  99999  corresponding  in  this  maser  to  a 
change  of  16  kHz  in  cavity  frequency.  The  MPG  number  range  in  Figure  1  is  50000  to  59000,  which 
corresponds  to  a  range  in  cavity  frequency  of  1.44  kHz. 

The  two  curves  in  Figure  1  show  the  results  obtained  by  varying  the  MPG  number  using  two  different 
values  of  the  source  pressure.  The  spin-exchange  tuned  position  is  the  point  at  which  the  two  curves 
cross.  The  frequency  data  were  obtained  with  a  precision  of  2  to  3  parts  in  10*^  and  the  least 
significant  digit  of  the  MPG  represents  0.16  Hz,  which  is  equivalent  to  a  maser  frequency  change  for 
the  low  pressure  curve  of  1.60  parts  in  10*’^.  The  maser  would  be  tuned  to  better  than  one  part  in 
lO^"*  by  setting  the  MPG  within  6  digits  of  the  crossover  point.  To  the  extent  of  the  stability  of  the 
cavity  servo  and  maser  oscillation  parameters,  the  cavity  will  be  tuned  to  this  precision  whenever  the 
cavity  tuner  is  on  and  stabilized. 
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CAVITY  SERVO  TRANSIENT  RESPONSE 

The  transient  response  of  the  cavity  servo  following  a  step  offset  in  the  cavity  register  is  shown  in 
Figure  2.  This  curve  illustrates  the  cavity  response  when  the  system  uses  a  varactor  diode  as  the 
frequency  varying  element.  Here  the  full  scale  ordinate  is  ±5  x  10“^^  and  the  abscissa  is  time  in 
seconds. 

The  reference  maser  and  the  maser  to  be  tested  were  initially  stable,  and  then  the  cavity  register  of 
one  maser  was  offset  by  an  amount  to  change  the  output  frequency  in  one  direction  by  3  parts  in  10^^. 
The  cavity  servo  returned  the  cavity  to  the  tuned  position  during  a  transient  period,  after  which  the 
register  was  again  offset,  this  time  in  the  negative  direction.  After  another  transient  period  the  maser 
had  again  returned  to  the  tuned  position  within  the  frequency  resolution  of  the  test. 

From  Figure  2  the  time  constant  of  the  cavity  servo  can  be  obtained  and  in  the  present  case  it  is 
approximately  2,000  seconds.  While  Figure  2  shows  the  maser  frequency  transient  response  when  the 
regioter  voltage  (cavity  varactor  voltage)  is  purposely  offset.  Figure  3  illustrates  the  servo  response 
when  a  relatively  large  change  in  cavity  temperature  is  purposely  set  in  the  thermal  control  system. 

There  is  a  tapped  resistor  array  in  the  cavity  temperature  control  system  through  which  temperature 
changes  to  the  cavity  can  be  made  from  the  maser  control  panel.  In  Figure  3a  the  maser  was  stable 
at  the  beginning,  and  then  a  cavity  temperature  change  of  approximately  -0.05°C  was  made.  This 
corresponds  to  a  thermally  induced  offset  in  maser  frequency  of  approximately  1.55  X  10“^^.  The 
cavity  servo  responded  at  the  maximum  rate,  and  after  approximately  11  hours  reached  equilibrium 
at  the  new  temperature. 

In  Figure  3b  the  cavity  temperature  was  raised  by  +0.05°C,  back  to  the  original  temperature,  and 
the  cavity  servo  again  corrected  for  the  change  in  a  similar  time  period.  At  the  end  of  Figure  3b  the 
maser  frequency  was  measured  and  was  found  to  be  within  5  x  10“^^  of  the  original  frequency.  From 
the  known  cavity  frequency  response  to  temperature  variation,  this  corresponds  to  returning  to  the 
original  temperature  to  within  approximately  1.6  x  10"®°C. 

After  the  transient  at  the  end  of  Figure  3a  the  masei  did  not  quite  reach  the  original  frequency,  the 
slope  of  the  phase  curve  gives  a  frequency  offset  of  +3.4  x  10“^'*  (the  sign  of  the  slope  is  reversed  in 
this  plot).  This  illustrates  that  there  are  temperature  dependent  factors  other  than  cavitv  '‘'■equer.'’y 
that  influence  the  output  frequency. 

The  second  order  Doppler  shift  accounts  for  part  of  the  difference,  namely  0.7 X 10"^'’ .  The  temperature 
coefficient  of  wall  shift  is  the  wrong  sign  to  account  for  the  remainder,  so  we  may  assume  there  are 
thermal  variations  in  the  cavity  parameters  (Qc,  n',  coupling  or  filling  factor  for  example)  or  electronic 
component  temperature  sensitivities.  Cavity  spin-exchange  tuning  was  not  checked  during  the  test. 

The  corrections  indicated  on  the  cavity  register  after  the  transients  shown  in  Figure  3  were  approxi¬ 
mately  1/2  of  full  scale.  On  the  basis  of  current  maser  data,  this  is  a  relatively  huge  correction  that 
would  occur  only  after  several  years  of  operation,  and  the  drift  associated  with  this  rate  is  typically 
less  than  10“^"*  per  year. 
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THE  WALL  SHIFT 


Due  to  the  use  of  automatic  cavity  tuners  on  all  STSC  hydrogen  masers,  we  have  a  precise  means 
of  separating  cavity  drift  from  other  frequency  perturbing  influences,  including  possible  variation  in 
the  wall  shift.  It  has  been  our  experience  that  the  frequencies  of  new  hydrogen  masers  drift  upward 
during  the  first  few  months  of  operation  relative  to  masers  that  have  been  operating  for  much  longer 
periods.  The  change  is  on  the  order  of  1  x  10“^'*  per  day  at  first,  even  though  the  cavity  tuners  are 
operating  properly. 

After  extensive  testing  of  electronic  systems  and  searching  for  drift  of  cavity  parameters  or  other 
systematic  variables,  the  most  plausible  conclusion  appears  to  be  that  the  wall  shift  decreases  with 
time  when  the  bulb  is  first  exposed  to  atomic  hydrogen.  By  the  time  the  masers  have  been  fully  tested 
and  prepared  for  delivery  (typically  2  to  3  months  after  first  operation)  the  relative  drift  upward 
decrecises  to  a  few  parts  in  10^®  per  day,  well  within  specifications.  However,  tests  of  six  masers 
delivered  to  the  United  States  Naval  Observatory  and  one  maser  delivered  to  NIST  incMcate  that  there 
is  a  residual  drift  upward  relative  to  international  standards. 

One  plausible  reason  for  the  drift  is  that,  upon  e.xposure  to  the  atomic  hydrogen  beam,  the  atoms 
interact  with  and  remove  contaminants  on  the  Teflon  surface.  Atomic  hydrogen  is  a  free  radical  and 
very  reactive.  Many  of  the  possible  contaminants  probably  do  not  cause  first  order  transitions,  but 
introduce  anomalous  phase  shifts  which  go  away  with  time. 

Another  possible  reason  for  the  initial  drift  is  that  the  Teflon  surface  may  be  in  the  process  of  stabi¬ 
lization  of  its  physical  phase.  It  is  quite  reasonable  that  this  clean-up,  or  phase  stabilization,  is  the 
reason  that  the  older  masers  have  very  little  relative  drift  in  frequency  —  the  material  of  the  wall  is 
no  longer  changing  —  which  implies  that  the  storage  bulb  surfaces  are  relatively  pure,  phase  stable 
substances,  namely  Teflon. 

While  experimental  errors  in  storage  bulb  geometrical  factors  such  as  the  macroscopic  surface  to  volume 
ratio  or  the  microscopic  smoothness  of  the  coating  introduce  errors  in  wall  shift  determinations  using 
traditional  procedures^®!,  properties  such  as  the  temperature  coefficient  of  the  phase  shift  per  collision 
should  be  relatively  reproducible  if  the  wall  material  is  a  pure  substance. 

It  is  important  to  note  here  that  the  wall  shift  of  Teflon  FEP-120  goes  to  zero  and  reverses  sign  at 
a  temperature  near  100  °C.!®!  In  view  of  this  it  is  very  possible  that  hydrogen  masers,  fitted  with 
different  size  bulbs  and  operated  at  different  temperatures  for  periods  of  time  long  enough  to  allow 
the  bulb  coatings  to  become  clean  and  stable,  could  very  likely  provide  a  means  for  experimentally 
determining  the  temperature  at  which  the  wall  shift  becomes  zero. 

STSC  hydrogen  masers  can  be  fitted  with  bulbs  ranging  from  under  7  cm  to  over  16  cm.  It  is  also 
possible  to  operate  these  masers  over  a  wide  range  of  precisely  controlled  temperatures.  It  is  therefore 
possible  to  envision  the  continuous  operation  of  field  operable  hydrogen  masers  under  conditions  such 
that  the  wall  shift  is  negligible  and  other  perturbations  to  the  hydrogen  atom  have  been  accurately 
accounted  for.  This  is  one  of  the  interesting  experimental  goals  of  Sigma  Tau  Standards  Corporation. 


SIGMA  TAU  MASER  STABILITY 

Figure  4  shows  the  relative  stability  of  two  STSC  hydrogen  masers  as  measured  at  the  company.  The 
masers  were  located  in  a  laboratory  environment  with  the  temperature  controlled  within  ±1°C  by 
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the  building  air  conditioner.  These  data  are  tjpical  of  the  stability  realized  for  the  21  masers  of  the 
current  design  for  measuring  intervals  up  tu  100,000  seconds  in  a  relatively  well  controlled  laboratory 
environment. 

All  the  STSC  hydrogen  masers  constructed  to  date  have  been  built  for  sale  to  various  customers, 
so  they  have  not  been  present  at  STSC  for  long  enough  periods  to  characterize  the  very  long  term 
stability.  However,  through  the  courtesy  of  the  United  States  Naval  Observatory,  data  has  been 
provided  showing  the  stability  of  NAV-2,  one  of  the  STSC  masers  located  at  the  observatory,  relative 
to  the  BIPM. 

Data  on  the  relative  phase  variation  of  the  other  NAV  series  masers  (STSC  masers)  versus  other 
Naval  Observatory  standards  has  also  been  obtained  during  the  above  period,  and  from  this  data  we 
have  calculated  the  relative  stability  of  several  of  the  six  hydrogen  masers  STSC  has  delivered  to  the 
Observatory. 

Figure  5  shows  the  frequency  of  four  STSC  masers  over  a  period  of  90  days.  The  frequency  starting 
points  on  the  vertical  axis  are  synthesized  and  arbitrary.  The  important  feature  in  Figure  5  is  the 
excellent  long  term  stability.  All  four  of  the  masers  are  increasing  smoothly  in  frequency  relative  to  the 
BIPM  at  approximately  2  part  in  10’'’  per  da>.  The  masers  are  typically  varying  amongst  themselves 
by  1  part  in  10’®  per  day  or  less. 


CONCLUSION 


While  the  present  performance  of  STSC  hydrogen  masers  is  excellent,  we  feel  that  it  can  still  be 
improved  significantly.  Research  and  development  is  continuing  at  STSC  and  new  discoveries  are 
being  made  continuously.  One  of  the  purposes  of  this  paper  is  to  illustrate  that  the  state  of  the  art  in 
hydrogen  maser  technology  has  not  reached  a  plateau. 

The  first  maser  using  the  cavity  frequency  switching  servo  was  delivered  only  five  years  ago  and  the 
design  has  been  changed  very  little  in  the  25  hydrogen  masers  of  this  type  that  have  been  produced 
since  then.  Testo  done  in  the  course  of  construction  indicate  that  the  cavity  coupling,  Q,  and  other 
oscillation  parameters  of  these  masers  can  be  h'nproved.  We  do  not  understand  at  present  the  source  of 
a  residual  temperature  coefficient  of  frequency  that  is  tjpically  about  a  part  in  lO’'*  per  °C  (ambient) 
and  it  is  likely  that  further  experimentation  can  show  the  way  to  improve  upon  this. 

We  have  the  ability  at  present  to  spin-exchange  tune  the  masers  very  precisely  at  different  cavity 
temperatures  and  should  be  able  to  characterize  the  frequency  dependence  on  wall  shift  at  different 
temperatures,  using  different  bulb  sizes  and  different  wall  coatings,  and  watch  the  relative  frequencies 
over  extended  operating  periods. 

Using  the  state  of  the  art  in  cavity  tuning  and  spin-exchange  tuning  as  well  as  the  ability  to  determine 
precisely  the  frequency  of  masers  fitted  with  different  size  storage  bulbs  with  improved  coatings  as  a 
function  of  temperature  and  time,  we  hope  to  be  able  to  provide  significant  improvements  in  intrinsic 
reproducibility  and  fundamental  accuracy  in  the  future. 
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Figure  2.  STSC  cavity  switching  servo  transient  response 
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Figure  3b.  Servo  transient  response  to  an  increase  in  the  cavity  thermal  controJ 
set  point  (resetting  to  the  temperature  at  the  beginning  of  Figure  3a.) 
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Figure  4.  STSC  measurement  of  masor  stability. 
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Figure  5.  Long  term  stability  of  Nav-  series  hydrogen  masers. 
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FREQUENCY  SHIFTS  IN  A  RUBIDIUM 
FREQUENCY  STANDARD 
DUE  TO  COUPLING  TO  ANOTHER  STANDARD 


B.  Jaduszliwer,  R.  A.  Cook  and  R.  P.  Prueholz 
Chemistry  and  Physics  Laboratory 
The  Aerospace  Corporation 
P.O.Box  92957,  Los  Angeles,  CA  90009 


Abstract 

Highly  reliable  timing  systems,  such  as  used  on  board  satellites,  may  incorporate  a  hot  standby  atomic 
clock  besides  the  active  one.  RF  couplings  between  them  may  affect  the  performance  of  the  active  clock.  We 
have  investigated  the  effect  of  such  couplings  between  two  rubidium  atomic  clocks,  and  found  that  they  will 
add  an  oscillatory  term  to  the  Allan  Variance  of  the  active  clock,  degrading  its  frequency  stability,  and  that 
under  certain  circumstances  they  may  also  shift  the  active  clock’s  operating  frequenry.  We  discuss  these  two 
effects  in  detail,  and  establish  the  level  of  isolation  required  to  render  them  negligible. 


INTRODUCTION 

In  a  highly  reliable  timing  system,  it  may  be  desirable  to  have  two  atomic  frequency  standards  oper 
ating  at  all  times,  so  that  if  one  of  them  malfunctions,  the  other  one  can  take  over  the  timing  function 
without  a  warm  up  time  lag.  -Vlso,  cross  checks  might  be  performed  to  verify  performance.  Since 
both  standards  could  be  installed  close  to  each  other,  sharing  power,  ground  and  control  wiring,  the 
possibility  of  RF  couplings  between  them  causing  frequency  shifts  in  the  unit  bciiig  used  as  the  sys 
terns  s  frequency  reference,  or  impairing  its  frequency  stability,  must  be  addressed.  .Vs  an  c.\amplc. 
the  current  architecture  of  GPS  Block  HR  satellites  envisions  two  atomic  frequency  standards  being 
powered  simultaneously,  one  as  the  active  reference  clock  and  the  other  one  as  a  hot  standby,  under 
most  circumstances,  both  would  be  rubidiuirt  atomic  freqitcncy  standards  (R.VFS).  In  the  satellite  en 
vironment,  potential  couplings  arc  definitely  aconcern.  In  order  to  assure  that  the  system  performance 
will  remain  within  acceptable  bounds,  the  effect  of  these  couplings  must  be  evaluated  and  the  level  of 
isolation  between  clocks  required  to  keep  coupling  effects  acceptably  small  must  be  determined. 

We  have  conducted  an  e.\perimental  jrrogram  to  determine  the  magnitude  and  characlcristits  of  the 
effects  of  RF  coupling  between  two  powered  Rubidium  .Vtomic  Frequency  Standards  (RAFS)  by  mea 
suring  frequency  shifts  and  .Mian  Variances  of  the  active  clock  output  as  a  function  of  the  power 
coupled  in  from  the  hot  standby  clock,  and  the  frequency  offset  between  both  clocks.  The  results 
presented  and  discussed  in  this  report  have  been  obtained  with  EFR.AT0M  FRK  L  R.AFS.  which 
were  available  in  our  laboratory. 


EXPERIMENTAL  APPROACH 


Since  the  type  and  strength  of  the  possible  couplings  between  clocks  will  depend  on  the  details  of 
their  construction,  as  well  as  on  their  relative  positions  and  orientations,  wiring,  etc.,  an  evaluation 
of  the  actual  ciTects  of  those  possible  couplings  on  system  performance  would  be  extremely  diliicull 
except  on  the  final  assembled  hardware.  The  approach  wc  hav^  decided  to  take  instead  is  to  identify 
the  worst  possible  coupling  modes,  measure  the  cfifccts  of  th  isc  couplings  on  clock  pcrforiuance,  and 
then  determine  the  level  of  isolation  required  between  clocks  to  insure  that  system  requirements  will 
be  met. 

Preliminary  analysis  and  experimentation  indicated  that  direct  coupliiig  of  the  output  of  the  standby 
clock  into  the  control  input  of  the  voltage  controlled  quartz  crystal  oscillator  (VCXO)  of  the  active 
dock  results  in  the  highest  impact  on  the  active  clock's  performance.  We  have  investigated  the  behavioi 
of  the  active  clock  in  this  configuration,  using  the  experimental  arrangement  shown  in  Figure  1.  The 
output  of  the  standby  RAFS  is  fed,  after  suitable  attenuation,  into  the  active  RAFS’s  VCXO  control 
pcinti  the  frequency  offset  A /  between  the  two  RAFS  and  the  power  level  coupled  in,  Pc,  can  be  varied. 
The  output  frequency  of  the  active  R,\FS  is  measured  using  standard  heterodyning  techniques.  An 
Oscilloquartz  BVA  VCXO  is  used  as  the  frequency  reference  for  the  frequency  synthesizer  and  counter 
for  integration  times  r  of  up  to  10'^  s.  Some  of  our  results  have  been  extended  to  10^  s  integration 
times  by  replacing  the  BVA  VCXO  by  an  FTS  Model  -5000  Cesium  Beani  Atomic  Frequency  Standard 
(C-4FS).  Using  this  setup,  we  can  measure  active  RAFS  frequency  shifts  6f  and  Allan  Deviations 
ajj(r)  as  a  function  of  A/  and 

FREQUENCY  SHIFTS 

The  fractional  frequency  shift  Sfff  of  the  output  of  the  active  R.\FS  was  measured  with  the  standby 
RAFS  offset  by  A///  «  10“®,  10"‘°  and  10*”.  The  level  of  the  standby  RAFS  signal  coupled  .it 
the  VCXO  control  point  was  adjusted  using  the  0  .80  dB  variable  attenuator  shown  in  Figure  1.  Each 
frequency  shift  measurement  wa>  corrected  for  drift  by  measuring  the  frequency  of  the  uncoupled  active 
RAFS  immediately  before  and  after  it.  Figure  2  presents  the  measured  frequency  shifts  for  the  three 
nominal  standby  RAFS  offsets,  versus  the  peak  to  peak  coupled  signal  level,  in  a  log  log  plot.  The  two 
short  lines  at  the  center  of  the  plot  indicate  tire  expected  slopes  for  a  shift  proportional  to  iSic  coupled 
power  (full  line)  and  the  coupled  amplitude  (dashed  line).  Clearly  ,  the  dalaoupporv  ashift  proportional 
to  the  power.  Figure  3  shows  the  frequency  shifts  measured  for  each  one  of  the  three  offsets  versus  the 
coupled  signal  power  into  the  -jOD  termination  at  the  VCXO  control  point.  Each  data  set  w'as  fitted 
by  a  linear  5///  a  aPe  law;  the  slopes  are  a  «  d.9,  5.2  and  .5.5  x  lO'^/mW  for  6///  «  iG“”:  10"’® 
and  10~®,  respectively.  The  differences  between  the  coefficients  arc  not  significant,  indicating  that  the 
frequency  shifts  are  independent  of  the  offset  between  the  tveo  ILVFS.  The  averaged  frequency  shift 
coefficient  for  RF  power  applied  at  the  VCXO  control  point  is  a  =  5.2  x  l0"”/mW. 

The  fact  that  the  frequency  shift  is  independent  of  the  frequency  off-cl  between  the  clocks  and  is  also 
present  when  the  active  clock  output  is  fed  back  into  its  own  VCXO,  in  which  case  A/  —  0,  suggests 
some  type  of  non  linear  rectification  of  the  coupled  signa'  as  a  likely  origin  of  the  power  dependent 
frequency  shift,  with  the  small  DC  voltage  thus  generated  coupling  into  the  ILAFS  frequency  control 
loop  before  the  integrator. 
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FREQUENCY  STABILITY  MEASUREMENTS 


The  experimental  arrangement  shown  in  Figure  1  was  also  used  to  measure  the  Allan  Variance  of 
the  active  RAFS  as  a  function  of  standby  RAFS  offset  and  coupled  signal  level.  The  baseline  Allan 
Deviation  of  the  active  RAFS  was  first  measured  with  the  standby  RAFS  unpowered,  and  then  mea¬ 
sured  again  with  the  powered  standby  RAFS  on  the  table,  in  the  same  position  as  for  all  subsequent 
measurements,  but  disconnected  from  the  active  RAFS;  the  lack  of  change  in  cry(r)  indicates  that 
no  significant  unintended  couplings  between  the  two  RAFS  were  present.  Figures  4  and  5  show  the 
changesdnduced  in  (Ty(r)  by  decreasing  levels  of  signal  being  coupled  at  the  control  point  of  the  active 
RAFS  VCXO,  with  the  standby  RAFS  offset  by  A///  «  10“^  and  10"^°,  respectively.  In  each  case, 
for  high  coupled  power  we  see  dramatic  oscillations  in  the  cry(r)  data,  which  gradually  disappear  as 
more  attenuation  is  inserted  between  the  two  RAFS.  When  the  coupled  power  is  attenuated  by  50  to 
70  dB,  the  baseline  o'y(r)  has  largely  been  recovered. 

The  period  T  of  the  oscillations  can  be  estimated  from  the  10  dB  attenuation  data  to  be  approximately 
80  s  for  A///  «  10~®  and  540  s  for  A///  «  10“^°.  It  is  easy  to  show  that  in  each  case  the  period  is 
the  reciprocal  of  the  frequency  offset  between  the  clocks,  corrected  for  the  aforementioned  power  shift. 


Af  +  aPcf' 


(1) 


where  a  is  the  frequency  shift  coefficient  discussed  in  the  preceding  section.  Using  (1),  for  10  dB  at¬ 
tenuation  we  obtain  T  =  75  s  and  T  =  520  s  for  nominal  fractional  offsets  10“®  and  10~^°  respectively, 
in  good  agreement  with  the  estimated  periods.  The  cause  of  these  oscillations  is  discussed  in  the  last 
section.  Longer  term  cry(r)  data  obtained  using  an  FTS  CAFS  as  the  frequency  reference  shows  that 
the  oscillatory  behavior  described  above  also  obtains  for  longer  averaging  times. 


SIMULATED-SWITCH  CONFIGURATION 

We  have  also  explored  a  second  configuration,  shown  in  Figure  6,  in  which  the  highly  attenuated 
output  of  the  standby  clock  is  connected  directly  to  the  output  of  the  active  clock.  This  configuration 
simulates  the  situation  likely  to  be  encountered  in  a  space  vehicle,  where  a  switch  operated  by  telemetry 
connects  the  active  clock  to  the  rest  of  the  timing  system,  while  inserting  a  large  (but,  for  a  real  switch, 
finite)  attenuation  between  the  standby  clock  and  the  rest  of  the  timing  system. 

Measurements  of  the  frequency  of  the  active  clock  showed  it  to  be  independent  of  both  the  offset 
between  clocks  and  the  signal  level  being  coupled  froni  the  standby  clock.  This  is  understandable, 
since  the  signal  coupling  was  done  outside  the  active  clock;  thus,  there  is  no  reason  to  expect  its 
frequency  to  shift  in  any  way.  On  the  other  hand,  frequency  stability  measurements  showed  exactly 
the  same  type  of  oscillations  in  the  Allan  Deviation  as  observed  in  the  first  configuration.  The  period 
was  still  the  reciprocal  of  the  frequency  offset  between  clocks,  but  this  case  A/  did  not  need  to  be 
corrected  for  the  coupled-power  frequency  shift. 

In  order  to  determine  whether  these  oscillations  involved  any  interaction  of  both  signals  within  the 
active  clock,  we  inserted  a  unity-gain  buffer  amplifier  between  the  active  clock  output  and  the  connec¬ 
tion  point.  This  insertion  transmitted  forward  the  signal  from  the  active  clock  without  change,  but 
added  at  least  33  dB  of  attenuation  to  any  back  coupling  of  the  signal  of  the  standby  clock  into  the 
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active  clock  via  its  output  connector.  Since  the  oscillations  in  the  Allan  Deviation  were  not  affected  by 
this  insertion,  we  must  conclude  that  those  oscillations  simply  reflect  the  presence  in  the  clock  signal 
of  an  admixture  of  a  second  coherent  signal  at  a  slightly  different  frequency,  as  discussed  in  the  next 
section. 

EFFECT  OF  A  “BRIGHT  LINE”  OF  FREQUENCY  FLUCTUA¬ 
TIONS 


The  relationship  between  a  signal's  Allan  Variance  <7y(r)  and  its  one-sided  spectral  density  of  frequency 
fluctuations,  Sy{f),  is  glvenl^l  by: 


a 


2 

y 


=  2 


siri^iwfT) 

i^fry 


(2) 


For  the  situation  described  in  the  previous  section,  where  the  clock  signal  contains  an  admixture  of  a 
second  coherent  signal,  offset  by  A/, 


SyU)  =  {rV2)S{f-Af)  (3) 

where  r  is  the  amplitude  coupling  coefficient.  Inserting  this  expression  for  Sy{f)  into  (2),  we  obtain 
for  the  Allan  Deviation 


<ry{T)  =  r 


jtA/t 


(4) 


which  oscillates  with  period  1/A/,  as  shown  in  Figure  7.  This  oscillatory  behavior  is  similar  to  what 
we  have  measured  in  both  of  our  test  configurations.  The  similarity  can  be  made  more  evident  by 
adding  a  white-noise  FM  contribution  to  Sy{f),  to  obtain 


= 


,sm'^(7rA/r) 
(tT  A  /t)2 


(5) 


This  Allan  Deviation  is  plotted  in  Figure  8,  and  displays  a  dependence  on  r  quite  similar  to  what 
we  have  observed.  The  most  noticeable  difference  is  that  the  oscillations  in  the  measured  cry(r)  arc 
damped  out  faster  than  r~^.  This  is  quite  likely  due  to  the  fact  that  A /,  which  here  was  treated  as  a 
fixed  parameter,  is  actually  a  stochastic  variable. 


CONCLUSIONS 

This  study  has  shown  that  the  presence  of  a  second,  standby  atomic  frequency  standard  in  a  timing 
system  will  add  an  oscillatory  term  to  the  system’s  Allan  Variance,  thus  impairing  the  system’s 
performance.  These  oscillations  can  be  fully  understood  in  terms  of  the  linear  superposition  of  the 
outputs  of  the  two  sources,  without  invoking  any  clock  dependent  mechanism,  and  so  this  conclusion 
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has  very  general  validity.  The  amplitude  of  these  oscillations  will  depend  on  the  strength  of  the 
coupling  of  the  signal  from  the  standby  with  the  signal  of  the  active  clock,  and  can  be  made  negligible 
by  inserting  adequate  isolation  between  them.  For  the  configurations  we  have  explored,  and  for  the 
two  Efratom  RAFS  we  have  used  in  this  study,  70  I’B  was  an  adequate  level  of  isolation. 

Our  study  has  also  shown  that  under  certain  circumstances,  the  output  frequency  of  the  active  atomic 
clock  may  be  shifted  by  coupling  the  output  of  the  standby  clock.  This  result  depends  sensitively  on 
the  actual  hardware  and  mode  of  coupling;  in  the  conditions  of  our  study  (Efratom  RAFS  in  a  worst 
possible  case  configuration,  with  the  standby  clock  output  connected  to  the  voltage  control  point  of 
the  active  clock  VCXO),  the  frequency  shift  was  independent  of  clock  offset  and  dependent  only  on 
the  power  level  being  coupled.  The  coupling  coefficient  was  of  the  order  of  5  x  10“”/mW,  so  that  the 
level  of  isolation  required  to  reduce  the  Allan  Variance  oscillations  to  accoptable  levels  (approximately 
70  dB)  is  more  than  adequate  to  make  this  frequency  shift  negligible. 
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Figure  1 

Worst-case  test  configuration.  The  standby  clock  signal,  offset  by 
Df,  is  injected  at  the  VCXO  voltage  control  pin  of  the  active  clock. 
A  80  dB  variable  attenuator  allows  control  of  the  signal  level.  The 
Allan  Variance  and  frequency  shift  of  the  active  clock  are  measured 
using  standard  heterodyning  techniques. 
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Figure  2 

Relative  frequency  shift  of  the  active  clock  vs.  injected  signal  level, 
for  three  different  frequency  offsets  between  standby  and  active 
clocks,  in  a  log-log  plot.  The  two  lines  display  the  slopes  for 
amplitude-  or  power-dependent  shifts. 
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Figures 

Relative  frequency  shift  of  the  active  clock  vs.  coupled  power  level, 
for  three  different  offsets  between  standby  and  active  clocks.  The 
lines  are  one-parameter  fits;  the  slopes  ^ve  the  coupled-power  shift 
coefficient.  The  differences  between  the  slopes  are  not  significant. 
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Figure  4 

Allan  Deviation  of  the  active  clock,  with  the  standby  clock  offset  by  1 
X 10  ,  for  increasing  attenuator  settings.  With  50  dB  attenuation,  the 
measured  Allan  Deviation  is  very  close  to  the  baseline. 
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Figure  5 

Allan  Deviation  of  the  active  clock,  with  the  standby  clock  offset  by  1 
X  10'^  ,  for  increasing  attenuator  settings.  With  70  dB  of 
attenuation,  the  measured  Allan  Deviation  is  very  close  to  baseline. 
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Figure  6 

"Simulated  switch"  configuration.  The  output  of  the  standby  clock  is 
connected  to  the  output  of  the  active  clock  through  an  attenuator, 
representing  the  "open"  side  of  a  switch  connecting  both  clocks  to 
the  rest  of  the  timing  system  on  board  a  satellite.  The  measuring 
system  is  the  same  one  used  for  the  w'orst-case  configuration 
measurements. 
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Figure? 

Allan  Deviation  due  to  a  "bright  line"  source  of  fraction^  frequency 
fluctuations  (normalized  by  the  amplitude  coupling  coefficient  r)  vs. 
avera^ng  time,  in  units  of  reciprocal  frequency  offset  Df. 


Figure  8 

Allan  Deviation  calculated  for  a  spectral  density  of  frequency 
fluctuations  consisting  of  the  sum  of  a  white  noise  FM  term  and  a 
"bright  line"  term. 
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EFFECT  OF  THERMAL  CYCLING  ON  STRESS  IN 
METALLIC  FILMS  ON  CERAMIC  SUBSTRATES 

Edward  M.  Mattison  and  Robert  F.C.  Vessot 
Smithsonian  Astrophysical  Observatory 
Cambridge,  MassachusetL«i 


INTRODUCTION 

The  hydrogen  maser  is  the  most  stable  frequency  standard  currently  available  for  averaging 
intervals  of  hours  to  weeks.  A  major  contributor  to  maser  frequency  variations  is  the  maser’s 
microwave  resonant  cavity;  by  means  of  the  cavity  pulling  effect,  a  change  in  the  cavity’s  resonance 
frequency  produces  a  proportional  change  in  the  maser’s  output  frequency.  To  minimize  variations  in 
the  cavity’s  dimensions,  and  thus  in  its  resonance  frequency,  maser  cavities  are  often  constructed  of  a 
low-expansivity  glass-ceramic  material  coated  on  its  inner  surface  with  a  conducitive  metallic  film. 
We  have  previously  shown^  that  silver  films  like  those  used  in  SAG  maser  cavities  develop  tensile 
stress  when  cooled  to  room  temperature  after  being  fired  onto  the  cavity,  and  that  the  stress  in  such 
films  relaxes  with  time  at  a  rate  proportional  to  the  level  of  stress.  Stress  relaxation  in  maser  cavity 
coatings  can  alter  the  shape,  and  hence  the  resonance  frequency,  of  the  cavity,  resulting  in  a  slow 
variation  in  the  maser's  output  frequency. 

In  the  present  work  we  have  investigated  the  possibility  of  i  educing  or  reversing  the  initial 
tensile  stress  by  precooling  the  coated  cavity  material.  We  hypothesI:.e  that  cooling  the  material  well 
below  its  normal  working  temperature  and  then  warming  it  to  its  nonr..a  temperature  would  result  in  a 
lovver  tensile  stress  or  even  a  compressive  stress.  Under  such  a  condition  stress  relaxation,  and  thus 
any  consequent  frequency  drifts,  might  be  reduced  or  reversed. 

EXPERIMENT  DESCRIPTION 

MATERIAL  SAMPLES  AND  MEASUREMENT  SYSTEM 

Measurements  were  made  on  eight  samples  of  silver-coated  low-expansion  materials;  these 
were  mong  the  samples  whose  shapes  had  been  measured  over  a  span  of  approximately  eight  years 
in  the  previous  work  on  stress  relaxation^.  The  samples  are  approximately  3.94  inches  long,  0.75 
inches  wide,  and  0.25  inches  thick;  they  are  optically  polished  c.’  T'.e  face  and  coated  with  silver  on 
the  opposite  face.  Details  of  the  sample  preparation  are  given  in  refeie; ...  ..abstrate  materials 

and  film  thicknesses  for  the  samples  are  shown  in  Table  1.^ 

The  silver  film  stress  was  determined  from  measurements  of  I’.,  sample  shapes.  The  bending 
of  the  samples  relative  to  a  reference  optical  flat  war  measured  by  an  optical  interferometer  equipped 
with  a  phase  measuring  adaptor.  The  adaptor  digitized  the  interferog^ams  formed  by  the  interferome¬ 
ter  and  transferred  the  data  to  a  computer,  which  analyzed  the  sample  shapes  using  curve-fitting  soft¬ 
ware. 
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Table  1  -  Sample  Materials 


Plate 

Material 

Coating  Thickness 
(.001  inch) 

4 

Zerodur 

6.25 

6 

Cervit 

’.incoated 

7 

Cervit 

'9 

9 

Cervit 

11 

Cervit 

■ 

24 

ULE 

A.-" 

28 

ULE 

1  -’j 

30 

ULE 

i  95 

EXPERIMENTAL  PROTOCOL 

The  measurements  were  carried  out  during  the  period  25-28  June  1990.  To  obtain  a 
knowledge  of  the  samples’  shapes  before  chilling,  we  first  measured  the  sample  shapes  near  room 
temperature.  During  measurement  the  samples  were  housed  in  an  insulated,  temperature-controlled 
chajt.ber.  The  chamber’s  air  temperature  was  measured  using  a  calibrated  thermistor  driven  \jj  a 
constant  current  supply.  To  determine  the  incremental  rate  of  change  of  coating  stress  with 
‘emperature  and  thus  to  be  able  to  correct  for  small  temperatu’-e  variations,  we  measured  the  samples 
at  approximately  25®C  and  33°C,  allowing  several  hours  for  the  samples  to  equilibrate  at  each 
temperature. 

Following  the  baseline  curvature  measurements,  we  removed  the  samples  *  om  the  measure¬ 
ment  chamber.  A  soft  black  deposit  that  had  been  deposited  by  vapor  enJtted  by  the  chamber’s  insu¬ 
lation  was  removed  b)  gentle  wiping  with  acetone.  Also,  a  deposit  of  adhe.  ive  on  sample  1 1  from  a 
strip  of  double  sided  tape  was  removes’  by  rubbing  with  Alconox  cleaner  dissolved  in  water.  Can; 
was  taken  not  to  distort  the  san^ples  dur.ng  cleaning.  We  then  immersed  plates  4, 7, 11, 24,  and  28 
in  liquid  nitrogen  for  approximately  1.5  hours,  aftei  which  we  returned  all  of  the  plates  to  the  sample 
chamber  and  measured  ^eir  shapes  several  dmes  during  the  following  three  days,  at  25°C  and  33°C. 

DATA  ANALYSIS 

.  The  shape  analysis  program  determines  the  shape  of  the  samples  from  the  digitized  interfero- 
gram.  The  fringe  pattern  produced  by  the  interferometer  is  a  function  of  the  optical  path  difference 
(OPD)  between  the  sample  and  a  reference  optical  flat,  and  thus  contains  the  sample  shape.  The  pro¬ 
gram  expresses  the  sample’s  shape  by  fitting  a  set  of  orthogonal  Zernike  polynomials  to  the  OPD 
pattern.  The  coefficients  of  the  first  two  polynomials,  Ci  and  C2,  express  the  average  tilt  of  the 
sample  relative  to  the  flat,  while  the  third  Zernike  coefficient,  C3,  is  proportional  to  the  sample’s  cur¬ 
vature,  referred  to  in  optics  terminology  as  “focus”. 

The  sample  curvature  K  is  given  by 

K  -  —^3.  (\\ 

where  Tq  is  the  radius  of  the  circle  that  circumscribes  the  (rectangular)  interferogram. 
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The  stress  (J  in  the  silver  film  parallel  to  the  surface  of  the  sample  is  proportional  to  the  sample 
curvature^: 


G  =  K 


E 

6(1-V)  /f 


(2) 


where  E  and  v  are  tiie  Young’s  modulus  and  Poisson’s  ratio,  respectively,  of  the  substrate  material, 
is  the  thickness  of  the  substrate,  and  tf  is  the  film  thickness.  Because  the  samples  were  n  A  com¬ 
pletely  flat  in  their  unstressed  state  prior  to  being  silver  coated,  the  value  of  K  in  Eq.  2  mt  be  the 
difference  between  s?  "aple’s  measured  curvature  and  its  mitial  (precoating)  curvature. 

The  film  stresses  calculated  from  the  fitted  Zemike  coefficients  are  plotted  ag  .:nst  elapsed  time 
in  Fig.  1. 

DISCUSSION  OF  RESULTS 


ACCURACY  OF  ZERNIKE  POLYNOMIAL  FIT 

In  calculating  the  sample  curvature  and  film  stress  from  the  third  Zemike  coefficient,  C3,  we 
assume  that  a  three-parameter  Zemike  fit  well  represents  the  shape  of  the  sample.  A  measure  of  that 
assumption  is  given  by  comparing  C3(3)  and  €3(8),  the  values  of  C3  resulting  from  a  three-parameter 
Zemike  fit  and  an  8-parameter  fit,  respectively.  For  samples  4, 6, 7, 9, 1 1,  and  28  these  coefficients 
generally  agree  to  within  about  10  to  15  percent,  indicating  that  the  three-parameter  fit  represents  the 
sample  shape  well.  For  samples  24  and  30,  however,  Cs(3)  and  03(8)  differ  by  up  to  roughly  50% 
for  some  measurements.  Examination  of  the  sam  ’e  profiles  given  by  the  curve-fitting  program  show 
that  sample  24  has  a  significant  amount  of  asyminetrical  curvature,  which  is  represent.  .1  by  Zemike 
functions  higher  than  order  3.  Sample  3C  has  very  little  curvature,  as  indicated  by  small  volaes  of  C3, 
and  its  shape  is  only  partially  represented  by  the  third  Zemike  polynomial. 

EFFECT  OF  CHILLING:  LIMITING  FILM  STRESS 

Figure  1  re ,  ;als  many  similarities  in  the  behavior  of  the  coadngs.  The  baseline  measurements 
before  chilling  the  ...imples  show  that  all  of  the  coatings  had  surface  stresses  of  between  roughly 
-1x10^  and  -2x10''  N/m^  at  a  temperature  of  25®C.  (The  interferograin  radius  for  plate  7’s  baseline 
measurement  at  25°C  was  inadvertendy  not  obtained  from  the  program,  so  the  coating  stress  could  not 
be  calculated  for  that  measurement.)  Negative  stress  '.alaes  represent  tensile  film  stresses.  All  of  the 
coated  samples  were  under  tensile  stress  before  being  chilled. 

After  the  plates  4, 7, 11, 24,  and  28  were  immersed  in  liquid  nitrogen  and  rewarmed  to  room 
temperature,  their  film  stresses  were  between  +2.0x10^  and  +2.5x10’^  N/m^.  (Plate  30  was  not 
chilled  because  its  baseline  cun  alure  was  not  well  defined,  and  plate  9  was  preserved  as  an  undis¬ 
turbed  sample.)  The  consistency  of  the  post-chilling  stress  confirms  that  the  film  stress  is  limited  by 
the  yield  strength  of  the  silver  material.  The  yield  strength  of  bulk  silver^  ranges  between  1.0x10^ 
arJ  5.4x10^  N/m^.  Thus  the  maximum  stress  resulting  from  chilling  and  warming  the  samples 
is  consistent  with  the  yield  strength  of  silver. 
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INCREMENTAL  STRESS  CHANGE  WITH  TEMPERATURE 


The  existence  of  a  limiting  value  for  the  film  stress  is  also  indicated  by  measurements  of  the 
incremental  change  in  stress  with  temperature.  When  the  samples  were  rais^  monotonically  from 
25°C  to  33°C  after  chilling,  the  film  stress  increased  by  an  amount  substantially  smaller  than  the  corre¬ 
sponding  increase  observed  in  the  baseline  (prechilling)  measurements.  When  the  temperature  was 
then  returned  to  25°C,  the  stresses  decreased  by  amounts  comparable  to,  although  smaller  than,  the 
baseline  changes.  The  rates  of  change  of  stress  with  temperature  are  given  in  Table  2. 


Table  2  —  Rate  of  Change  of  Film  Stress  with  Temperature 


da/dT(105Nm-2°C-i) 

Plate 

25°C-^33°C 

Prechilling 

25°C-^33°C 

Postchilling 

33°C-425°C 

Postchilling 

4 

8.2 

2.0 

7.0 

7 

— 

0.096 

7.9 

11 

6.0 

0.41 

4.9 

24 

6.5 

L3 

4.9 

28 

7.8 

3.1 

6.2 

Not  chilled: 

9 

7.4 

6.4 

6.3 

30 

6.4 

6.7 

The  measurements  da/dT,  together  with  the  existence  of  a  limiting  film  stress,  have  implica¬ 
tions  for  maser  performance.  A  coated  maser  cavity  brought  monotonically  to  room  temperature  from 
its  firing  temperature  will  have  a  tensile  coating  stress  limited  to  approximately  2x10^  Nm~2-  Because 
the  incremental  rate  of  change  of  film  stress  with  temperature  is  roughly  +6x10^  Nm"2  °C"^  raising 
the  cavity’s  temperature  by  approximately  30°C  (=2x10^/6x105)  is  expected  to  reduce  the  film  stress 
roughly  to  zero.  Lowering  the  stress  in  this  way  reduces  any  cavity  deformation  due  to  stress  relax- 
a.*on,  and  thus  reduces  or  eliminates  the  contribution  of  film  stress  to  long-term  frequency  drift.  SAO 
masers  operate  with  a  cavity  temperature  of  50®C,  30°C  above  room  temperature,  which  satisfies  the 
criterion  for  stress  reduction. 

STRESS  CHANGE  WITH  TIME 

The  data  of  Fig.  1  indicate  that  the  stress  in  the  post-chilled  films  decreased  over  the  period  of 
observation.  This  agrees  with  earlier  measurements^  that  showed  that  the  stress  in  the  coatings  re¬ 
laxed  at  a  rate  proportional  to  the  internal  stress.  The  stress  in  plate  9,  which  had  not  been  chilled,  de¬ 
creased  sligiitly  in  magnitude  (became  less  negative).  The  data  for  plate  30  do  not  indicate  a  temporal 
stress  change;  this  may  be  due  to  the  small  initial  stress,  or  to  the  marginal  representation  of  sample 
curvature  by  C3.  In  order  to  obtain  quantitatively  significant  values  for  the  stress  change  with  time, 
measurements  over  considerably  longer  periods  would  be  needed. 
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CONCLUSIONS 


The  measurements  confirm  the  hypothesis  that  prechilling  metal-coated  substrates  can  de¬ 
crease  or  reverse  the  internal  film  stress,  and  that  the  stress  is  limited  by  the  yield  strength  of  the  film 
material.  Thus  improper  temperature  treatment  of  hydrogen  maser  cavities  can  result  in  high  coating 
stress  and  consequent  frequency  drift  due  to  long-term  stress  relaxation.  However,  as  discussed 
above,  proper  temperature  cycling  prior  to  operation  can  reliably  reduce  the  surface  stress  in  hydrogen 
maser  cavities  to  a  level  where  stress  relaxation  is  not  an  important  factor  in  maser  frequency  stability. 
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i  stress  as  functions  of  time  and  temperature  cycling 
(Measurements  at  25®C  except  as  noted) 
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Abstract 

It  has  been  assumed  until  recently  that  GPS  time  receiver  units  (receiver r  cables  \^antenna)  have  good 
stability  and  do  not  affect  time  transfer  by  more  than  1  ns.  Differences  of  a  few  nanoseconds  sometimes  ob¬ 
served  during  calibration  campaigns  have  been  attributed  to  external  causes,  such  as  multipath  propagation, 
rather  than  to  variations  within  the  hardware. 

The  characteristic  feature  of  most  comparisons  of  GPS  time  receiver:,  is  their  short  duration.  Normally 
the  comparison  takes  place,  at  most,  over  one  week.  To  observe  the  behaviour  of  GPS  time  receivers  over  a 
period  of  several  months,  an  experiment  has  been  organised  involving  three  •receivers  of  two  types.  All  three 
were  connected  to  the  same  atomic  clock. 

An  unexpected  sensitivity  to  external  temperature  was  found  in  one  type  of  receiver.  This  effect  proved  to 
be  a  function  of  the  length  and  type  of  the  antenna  cable.  In  the  most  unfavourable  case  tlm  sensitivity  was 
1.8nsfC. 


INTRODUCTION 

The  GPS  time  receivers  used  for  the  purposes  of  time  metrology  have  enjoyed  until  recently  the  excel 
lent  reputation  of  keeping  one  nanosecond  \vhale\cr  the  environmental  conditions.  Several  campaigns 
of  differential  calibration^^'  have  been  conducted  under  this  assumption.  During  these  campaigns 

the  receivers  were  compaied  lypicjilly  over  an  interval  of  one  or  two  days.  These  campaigns  were 
rarely  repeated  in  the  same  location.  On  the  other  hand,  time  laboratories  are  equipped  in  most  of 
the  cases  with  single  GPS  receiver.  There  have  been  only  few  opportunities  to  compare  GPS  time 
receivers  for  a  period  exceeding  one  week.  Differences  of  a  few  nanoseconds  sometimes  observed  dur 
ing  these  comparisons  have  been  attributed  to  external  causes,  as  for  instance  multipath  propagation, 
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rather  than  to  changes  within  the  hardware.  In  onl}  one  case  have  two  GPS  receivers  of  different  tjpe 
been  compared  over  a  period  of  some  months'"^^  The  differences  between  these  receivers  did  not  show 
fluctuations,  however  an  inconsistency  in  the  software  of  two  receivers  was  noticed. 

The  experiment  described  in  this  paper  was  organized  in  order  to  observe  the  long  term  behaviour 
of  GPS  time  receivers.  It  covered  the  period  November  22,  1989  April  10,  1990.  Three  receivers 
of  two  types  were  involved.  A  sensitivity  to  the  e.vternal  temperature  of  one  tjpe  of  the  receiver  is 
demonstrated. 

RECEIVERS 


The  experiment  involved  three  C/A  Code  GPS  time  receivers,  of  two  t>pes  used  currently  in  numerous 
time-metrology  laboratories.  The  receiver  denoted  Rl  is  of  the  first  type,  the  receivers  denoted  R2 
and  R3  are  of  the  second  one.  These  ..vo  types  of  receiver  iirc  manufactured  by  two  different  makers 
and  there  are  three  major  differences  between  them: 

(a)  Original  design:  the  first  type  of  receiver  was  designed  for  acc  nrato  lime  transfer,  the  second  one 

was  designed  originally  for  difi.^rcntial  geodesy  and  was  later  adajitcd  for  accurate  time  transfer. 

(b)  Internal  delay:  the  first  type  has  internal  delay  of  about  -50  ns,  the  second  type  one  of  about  100 

ns. 

(c)  Frequency  transmitted  from  the  antenna  to  the  receiver  through  the  cable:  the  first  type  down- 

converts  at  the  antenna  level  from  the  LI  frequency  (1.575.-12  MIIz)  to  75  MHz  and  sends  this 
signal  by  cable  to  the  receiver.  The  second  type  transmits  at  1575.42  MGHz  directly  to  the 
receiver. 

The  second  type  of  receiver  (Rl  and  112),  .is  this  c.vpcrimenl  proves,  shows  sensitivity  to  the  external 
temperature. 


ANTENNA  CABLES 


Throughout  tlie  entire  duration  of  this  experiment,  receiver  Rl  operates  with  a  coaxial  cable  {l»pc 
RG213U)  of  .33  m  length  provided  by  the  maker. 

Receivers  Rl  and  R2  operate  with  different  coaxial  cables,  all  provided  by  the  maker.  100  m  (type 
moo  super  low  loss),  72  m  (type  11100  super  low  loss),  .30  m  (type  RG21.3r  low  lo.s.s). 

For  simplicity  of  notation  vve  will  cVssocialc  with  the  name  of  the  receiver  the  length  of  the  cable  with 
which  it  was  operated. 

The  table  below  gives  the  principal  characteristics  of  these  cables. 
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Length 

[m] 

Type 

Characteristic 

impedance 

[Ohms] 

At'^enuation 
at  1575  MGHz 
[dB/lOOm] 

Operating 

temperature 

[°C] 

100 

HlOO  super 
low  loss 

50 

15 

-40  +80 

72 

HlOO  super 
low  loss 

50 

15 

-40  +80 

33 

RG58CU 

50 

40 

-40  +80 

30 

RG213U  low 
loss 

50 

30 

-40  +80 

ORGANIZATION  OF  THE  EXPERIMENT 

The  three  receivers  use  separate  antennas  located  on  the  same  roof.  The  differential  coordinateb  of 
the  antenna  phase  centres  are  known  with  uncertainties  of  a  few  centimetres. 

The  three  receivers  are  programmed  with  the  same  schedule  including  26  tracks  per  day. 

The  receivers  are  connected  to  the  same  master  clock  generating  UTC(OP).  The  comparison  consists 
in  the  computation,  for  each  track  i,  of  the  time  differences: 

dt{{)  =  [UTC(OP)  -  GPS]Rec.A  -  (UTC(OP)  -  GPS]Rec.B  , 
or,  using  abbreviations. 


dt{i)  =  Rec.A  -  Rec.B  , 

and  then  in  computing  the  daily  mean  DT  of  dt(i). 


RESULTS 

The  comparison  of  the  three  receivers  is  realized  in  several  steps  illuslij,ted  by  Figures  1  through  4: 

Figure  1  —  First  comparison  (November  22, 1989  to  January  12, 1990).  Receiver  R2  operates  with  the 
100  m  coaxial  cable:  receiver  R3  operates  with  the  30  m  coaxial  cable.  Differences  between  R2(100m) 
and  the  other  two  receivers  reach  a  peak  to  peak  value  of  20  ns.  Receivers  Rl(33m)  and  R3(30m) 
differ,  peak  to  peak  by  3.2  ns  with  a  standard  deviation  of  0.6  ns  over  a  50-day  period  of  comparison. 
The  deviations  of  R2(100m)  arc  strongly  correlated  with  external  temperature. 

Figure  2  —  Second  comparison  (January  13  to  22,  1990).  The  cables  and  antennas  connected  to  R2 
and  R3  are  interchanged.  Receiver  R3(100m)  is  now  sensitive  to  the  temperature. 
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Figure  3  —  Third  comparison  (January  23  to  March  20  1990).  Receiver  R2  now  operates  with  the  72 
m  cable  and  R3  is  connected  to  its  original  30  m  cable.  A  sensitivity  to  the  temperature  is  observed  for 
R2(72m),  but  is  less  strong  than  that  for  R2(100m).  The  differences  peak  to  peak  between  Rl(33m) 
and  R3(30m)  reach  2.4  ns;  the  standard  deviation  for  the  56  day  period  of  experiment  is  0.6  ns. 

Figure  4  —  Fourth  comparison  (March  21  to  April  10,  1990).  Receiver  R2  operates  with  the  30  m 
cable.  The  standard  deviation  bet’  jn  R2(30m)  and  Rl(33m)  is  found  to  be  0.3  ns  for  a  20-day 
period  of  comparison.  Peak  to  peak  i  erences  of  3.5  ns  between  R3(30m)  and  two  other  receivers  are 
observed;  these  differences  are  correlated  with  temperature. 

The  observations  described  in  the  above  comparisons  show  that  standard  deviations  of  daily  means 
depend  on  the  sensitivity  to  temperature  of  the  receivers  used:  they  decrease  when  sensitivity  is 
reduced.  Figure  5  shows  the  differences  of  individuals  values  dt(i)  between  R2(100m)  and  R1  during 
one  day:  November  24,  1989.  We  observe  a  clear  correlation  with  temperature.  This  effect  induces  an 
increase  of  the  drdly  mean  standard  deviations. 


CONCLUSIONS 

1.  The  data  obtained  from  receivers  R2  and  R3,  both  of  the  second  type,  are  correlated  with  the 
external  temperature. 

2.  This  correlation  depends  upon  the  antenna  cable.  With  the  100m  cable  (type  IIIOO  super  low 
loss)  recommended  by  the  maker,  the  variation  reaches  1.8  ns/xC. 

3.  Errors  arising  from  changes  in  external  temperature  should  be  reduced  to  less  than  1  nanosecond 
over  the  domain  of  usual  temperatures  for  harmonization  with  other  instrumental  errors  and 
potentialities  of  GPS:  this  achievement  needs  the  sensitivity  to  be  reduced  to  20ps/xC. 

4.  Time-metrology  laboratories  should  be  equipped  with  at  least  two  GPS  time  receivers  (preferablj 
three)  to  detect  abnormal  behaviours  linked  for  instance  with  environmental  conditions. 
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Figure  1.  First  comparison. 
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Figure  2.  Second  comparison. 
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Figure  3.  Third  comparison. 
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Figure  4.  Fourth  comparison. 
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Figure  5.  One  day  period  of  comparison  between  receivers 
R2(100m)  and  Rl(33m). 
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GPS  BLOCK  2R  TIME  STANDARD  ASSEMBLY 
(TSA)  ARCHITECTURE 
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Abstract 

The  mtderfying  philosophy  of  the  GPS  2R  TSA  architecture  is  to  utilize  two  frequency  sources,  one fixed 
frequency  reference  source  and  one  system  frequency  source,  and  to  couple  the  system  frequency  source  to 
the  reference  frequency  source  via  a  sample  data  loop.  The  system  source  is  used  to  provide  the  basic  clock 
frequency  and  timing  for  the  space  vehicle  (SV)  and  it  uses  a  VCXO  with  high  short  term  stability.  The 
reference  source  is  anatomic  frequency  standard  (AFS)  with  high  long  term  stability.  The  architecture  can 
support  any  type  of  frequency  standard.  In  the  syJcm  design  rubidium,  cesium,  and  112  ma.\ers  outputting  a 
canonical  frequency  were  accommodated.  The  a/Jiitccture  is  software  intensive.  All  VCXO  adJustmeiUs  are 
digitaiand  are  calculated  by  a  proce.ssor.  They  arc  applied  to  the  VCXO  via  a  DAC. 


DESCRIPTION  OF  TSA  ARCHITECTURE 

The  .GPS  2R  TSA  architecture  is  illustrated  by  Figure  1.  An  AFS  is  used  as  a  reference  frequency 
source.  It  operates  with  a  fixed,  minimum  C  field  and  provides  an  output  frequency  that  can  easily 
be  multiplied  to  the  resonant  frequency  of  the  particular  AFS  being  utilized.  It  contains  no  frequency 
synthesizers  or  extra  feedback  loops  and  no  frequency  adjustments.  The  nominal  output  frequency  of 
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th';  AFS  is  not  critical;  in  this  implementation  it  is  13.4  Mllz.  A  stable  V'^CXO  is  used  as  an  system 
frequency  source.  Its  nominal  frequency  is  10.23  MIIz  (GPS  frequency)  adjustable  in  1  micro  IIz  steps 
over  a  range  of  10  IIz  to  accommodate  aging  and  selective  availability  (SA).  The  AFS  and  VCXO 
outputs  are  divided  to  obtain  1.5  second  “epochs”.  These  epochs  are  compared  in  a  phase  meter  and 
the  measured  phase  difference  between  the  AFS  and  the  VCXO  epochs  is  compared  to  the  predicted 
phase  difference  generated  by  a  software  phase  difference  predictor.  The  result  of  the  comparison  is 
a  loop  error  signal  that  represents  the  difference  in  phase  between  the  VCXO  and  the  AFS.  The  loop 
error  signal  is  converted  by  the  processor  to  a  VCXO  control  voltage  (DFCMD)  which  is  applied  to 
the  VCXO  (after  compensation  for  VCXO  non  linearity)  to  remove  the  phase  difference.  The  loop 
filter  smooths  the  phase  meter  output  (a  running  average)  and  provides  a  software  controlled,  loop 
time  constant.  The  loop  time  constant  is  normally  quite  long  but  switches  to  a  short  time  constant 
when  fast  frequency  corrections  are  required.  DFCMD  is  generated  every  1.5  seconds.  The  frequency 
of  the  VCXO  can  also  be  dithered  by  adjusting  the  DFCMD  and  compensating  the  output  of  the 
phase  difference  predictor. 

The  phase  difference  predictor  uses  AFS  and  VCXO  performance  algorithms  stored  in  the  processor 
to  adjust  the  phase  difference  prediction  to  take  into  account  the  actual  frequency  of  the  AFS,  its  fre¬ 
quency  drift  (in  the  case  of  a  rubidium  AFS),  its  temperature  sensitivity,  relativistic  and  gravitational 
effects,  and  the  non-linear  response  of  the  VCXO  to  control  voltages.  Since  the  AFS  is  asynchronous 
to  GPS  vbne,  the  phase  difference  predictor  also  keeps  track  of  the  precession  between  the  epochs 
generated  from  the  AFS  frequency  and  the  epochs  generated  from  GPS  time.  Since  the  divider  in  the 
reference  epoch  generator  only  divides  by  whole  numbers,  keeping  track  of  precession  is  a  book  keeping 
process  until  it  reaches  a  value  close  to  the  value  of  the  AFS  period.  When  this  value  is  reached,  the 
divider  in  the  reference  epoch  generator  is  adjusted  by  a  whole  count.  The  non  linear  response  of  the 
VCXO  to  control  voltage  changes  and  DAC  non-linearity  are  taken  into  account  when  the  DFCMD 
is  generated.  The  VCXO  characterization  ensures  that  VCXO  tuning  is  at  the  center  of  the  tuning 
range  of  the  DAC  so  that  there  is  sufficient  range  to  take  care  of  VCXO  aging  and  SA.  The  Z  counter 
indicates  real  time  by  counting  the  reference  epochs. 


DESIGN  CONSTRAINTS  UPON  TSA  ARCHITECTURE 


Performance  specifications  impose  various  design  constraints  upon  the  ai  Jiitecture.  The  requirement 
that  the  TSA  be  capable  of  operating  for  6  months  without  ground  assistance  has  the  most  severe 
impact  on  the  design.  It  requires  that  the  performance  of  the  AFS  (and  to  some  extent  the  VCXO)  be 
predictable  to  close  tolerances  for  6  months.  In  order  to  meet  this  requirement  the  AFS  performance 
must  be  modeled  prior  to  launch  and  the  model  stored  in  processor  memory  for  use  during  orbital 
operation.  It  must  also  be  possible  to  update  these  characteristics  as  a  result  of  ground  measurements. 
The  impact  of  other  specifications  are,  for  the  most  part,  minimal.  Radiation  and  prompt  dose 
specifications  require  the  use  of  tantalum  shielding  and  CMOS  SOS  technology  for  selected  circuits  and 
require  that  the  AFS  output  use  tuned  circuits  to  “fly  wheel”  through  nuclear  upsets.  Specially  designed 
circuits  are  also  required  to  convert  from  the  analog  to  the  digital  domain.  The  most  significant 
constraints  are  listed  below. 

•  Ensure  TSA  operation  for  6  months  without  ground  assistance. 

•  Ensure  that  there  can  be  no  undetected  failure. 

•  Operate  through  single  event  (random)  upsets. 
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•  Make  TSA  radiation  and  nuclear  event  resistant. 

9  Provide  for  ground  control  override  of  all  autonomous  actions. 

•  Provide  dual  redundancy. 

IMPLEMENTATION  OF  TSA  ARCHITECTURE 

The  TSA  system  design  is  illustrated  by  the  hardware  diagram  of  Figure  2.  Dual  redundancy  is 
used  throughout  for  reliability  reasons  except  that  three  AFS  are  used;  two  rubidium  (RAFS)  and 
one  cesium  (CAFS).  It  is  intended  that  two  rubidium  standards  be  powered  up  at  all  times.  One 
standard  will  be  on-line  and  the  other  will  be  a  hot  standby.  Failure  of  the  on-line  standard  (reference 
frequency  source)  will  result  in  an  automatic  switchover  to  the  hot  standby.  Switchover  is  accomplished 
without  effecting  the  navigation  mission  of  the  SV  because  the  high  stability  VCXO  will  “free  run” 
during  switchover  and  the  hot  AFS  will  be  synchronized  to  the  VCXO  before  it  takes  over  as  the 
reference  frequency  source.  Monitor  circuits  ensure  that  AFS  failure  can  be  detected  prior  to  significant 
performance  degradation.  The  CAFS  will  be  on  cold  standby  for  redundancy  reasons  but  can  also 
be  used  as  a  hot  standby.  Recovery  from  failure  of  other  components  requires  ground  help.  The 
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SV  epoch  generator  hardware  divides  the  outputs  of  the  reference  and  system  frequency  sources  to 
obtain  reference  and  system  clocks  (1.5  second  epochs).  The  dividers  are  programmable  and  resetable 
for  initialization  and  adjustment  purposes.  A  phase  meter  measures  the  phase  difference  between 
the  system  epoch  and  the  reference  epoch  and  outputs  a  digital  value  which  represents  coarse  one 
AFS  period)  and  fine  phcise  difference  between  them.  The  measured  phaise  is  compared  to  the  phase 
predicted  by  software  and  the  difference  is  converted  by  the  DFCMD  generator  to  a  frequency  control 
signal  that  is  applied  to  the  VCXO  which  adjusts  the  VCXO  frequency  to  remove  the  phaise  difference. 
The  Z  counter  keeps  track  of  real  time  by  counting  the  reference  epochs.  Software  provides  adjustments 
to  the  epoch  generators  for  initialization  and  clock  correction  and  hardware  monitors  provide  inputs 
to  software  diagnostics  so  that  no  undetected  failures  can  occur. 

The  TSA  software  design  is  illustrated  in  Figure  3.  The  software  predicts  the  phcise  difference  between 
the  reference  and  system  clocks  at  each  epoch  using  AFS  performance  models  and  AFS  frequency  data 
stored  in  the  processor.  In  this  implementation  it  must  take  into  account  the  actual  AFS  frequency, 
AFS  frequency  drift,  and  AFS  temperature.  It  reads  the  measured  phase  and  compares  it  to  the 
predicted  phase.  Phase  error  is  converted  to  VCXO  frequency  control  words  (DFCMD)  that  are 
applied  to  the  DAC  in  the  VCXO  which  causes  the  VCXO  to  change  frequency  and  thus  remove  the 
phase  error.  The  DFCMD  value  is  adjusted  in  accordance  with  a  model  stored  in  the  processor  to 
remove  non  linearities  in  the  transfer  function  between  the  DFCMD  and  the  output  frequency  change 
of  the  VCXO.  The  DFCMD  is  also  adjusted  to  produce  VCXO  output  frequencies  in  accordance  with 
an  SA  algorithm  that  is  related  to  the  Z  count.  The  software  also  maintains  a  software  Z  count 
to  ensure  that  the  hardware  Z  count  is  correct.  AFS  performance  models  and  other  perforn  ..nee 


data  are  calculated  prior  to  launch  from  careful  measurements  of  the  performance  of  the  AFS  and 
VCXO.  These  models  and  data  are  uploaded  with  other  SV  software  during  initialization.  The  models 
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and  data  are  updated  as  inquired  during  orbital  operations  based  upon  ground  measurements  of  in- 
orbit  performance.  The  models  and  data  parameters  remain  valid  for  more  than  6  months  although 
corrections  may  be  provided  to  the  user  (in  the  user  message)  as  a  result  of  inter  satellite  measurements 
(crbss  link  measurements). 


TSA  SYSTEM  INTEGRITY 

Numerous  hardware  monitors  provide  information  to  the  processor  so  that  there  is  no  possibility  that 
a  single  failure  of  a  TSA  coiiiponent  can  go  undetected.  Improper  monitor  reading  cause  a  fault  alarm 
to  be  issued.  Figure  4  illustrates  the  hardware  monitoring  arrangement.  The  following  hardware 
monitors  are  provided: 


•  AES  activity  detector.  Detects  AFS  output. 

•  VeXO  activity  detector.  Detects  VCXO  output. 

•  AFS  lock  status.  Detects  if  AFS  loop  is  locked. 

•  Reference  and  system  epochs. 

•  Second  harmonic  level.  Detects  level  of  AFS  modulating  signal. 

•  Z  counter.  Value  of  Z  count 

•  Phase  meter  (S/W  looks  for  phase  jumps  and  erroneous  precession). 

•  Nuclear  event  detector. 


•  AFS  temperature.  Measures  AFS  baseplate  temperature 

•  Cross  link  measurements 
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The  firbt,  four  of  the  above  monitors  are  go,  no-go  detectors  which  indicate  failures  of  the  AFS,  VCXO, 
and  System  and  reference  clocks  directly.  In  the  case  of  the  system  and  reference  epochs,  software 
also  maintains  a  watchdog  timer.  If  the  epochs  do  not  occur  within  a  specified  period  of  time,  an 
alarm  is  issued  regardless  of  the  status  of  the  hardware  monitors.  The  second  harmonic  detector  will 
also  indicate  AFS  failure;  in  addition,  it  will  often  provide  an  earlj  warning  of  AFS  failuic  conditions. 
If  the  level  changes  20%  with  respect  to  a  running  average  (calculated  by  software),  experience  has 
shown  that  it  is  probable  that  something  is  going  wrong  with  the  AFS  even  if  its  output  ..?mains 
unaffected.  The  value  of  previous  Z  counts  is  stored  by  software.  At  each  epoch  one  is  added  to  the 
previous  Z  count  and  the  result  is  compared  to  the  current  Z  count.  Mismatches  not  accompanied  by 
other  alarms  indicate  that  a  logic  upset  has  occurred. 

The  phase  measurements  are  the  most  indicative  of  the  health  of  the  TSA.  Phase  values  can  indicate 
catastrophic  failure,  logic  upsets,  and  health  that  is  slowly  deteriorating.  A  single,  fixed  phcise  jump 
that  continues  for  more  than  on  or  two  epochs  is  an  indication  that  a  logic  upset  hcis  occuued.  Erratic 
and  continuous  phcise  errors  indicate  a  component  failure.  Phase  values  that  indicate  a  precession 
that  is  different  from  the  expected  precession  are  indicative  of  AFS  frequency  changes.  This  can  be 
detected  before  system  performance  is  affected.  Phase  changes  are  likely  to  be  the  first  indication  that 
there  is  a  problem  and  thus  ensure  that  action  can  be  taken  within  one  or  two  epochs. 

The  nuclear  event  detector  and  AFS  temperature  monitor  are  not  strictly  TSA  integrity  monitors. 
The  nuclear  event  detector  confirms  the  cause  of  upset  and  therefore  is  useful  In  determining  recovery 
actions.  The  temperature  monitor  is  used  by  the  phtise  predictor  when  it  is  calculating  expected  phase 
since  the  frequency  of  the  AFS  varies  slightly  with  temperature.  However,  out  of  range,  non  cyclic, 
or  erratic  temperature  changes  indicate  something  is  wrong  with  the  AFS.  Cross  link  measurements 
between  insight  Block  2R  satellites  also  provides  an  important  integrity  check.  Thev  are  made  hourl.. 
and  will  indicate  slow  o*-  fast  time  changes  that  have  not  been  predicted. 

System  integrity  is  software  intensive.  No  hardware  recovery  or  alarm  action  takes  place  directl>. 
Software  takes  appropriate  action  on  the  basis  of  monitor  inputs.  The  software  also  maintains  the 
usual  internal  range  checks  and  time  outs  to  ensure  that  the  software  is  operating  correctly.  Any 
fault  alarm  will  cause  the  software  to  enter  a  diagnostic  routine  which  determines  what  has  failed 
and  whether  it  is  possible  to  recover  autonomously  without  affecting  performance.  If  it  is  possible  to 
recover  autonomously  the  TSA  does  so.  If  not  an  alarm  is  placed  in  the  user  message.  A  complete 
description  of  autonomous  recovery  is  not  covered  in  this  paper,  but,  in  general,  if  the  failure  is  limited 
to  the  AFS,  or  if  the  upset  is  limited  to  either  the  system  or  reference  timing  autonomous  recovery  is 
possible. 


PREDICTED  TSA  PERFORMANCE  PARAMETERS 

Engineering  models  and  prototy  pes  of  the  frequency  standards  and  other  TSA  functions  have  been 
built  and  initial  tests  completed.  Analysis  of  the  lest  results  leads  me  to  believe  ’,hat  the  following 
performance  can  be  achieved. 

•  Short  Term  Frequency  Stability:  VCXO  ]  x  CAPS  3  x  10"*';  R/\FS  3  x  10"*^ 

•  Long  Term  Frequency  Stability:  CAFS  5  X  lO”*'*;  RAFS  1  x  1-"*'* 

•  TSA  User  Range  Error  (2d  hour,l  Sigma):  CAFS  2.6  m;  RAFS  1.8  m 
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•  Frequency  Drift  (RAFS):  Removed  by  modeling 

•  Temperature  Sensitivity:  RAFS  1  X  cliange  in  freq  per  degree  C 

(Decreased  to  2.4' x  by  modeling) 

CAFS  Negligible 

•  AFS  Reliability:  Better  than  0.75 

•  Power  Consumption:  CAFS  20  watts;  RAFS  14  Watts 

•  Weight:  CAFS  26  LBS;  RAFS  12  LBS 

IMPROVEMENTS  TO  THE  TSA  DESIGN 

The  TSA  is  no  exception  to  the  rule  that  all  designs  can  be  improved.  Pussible  future  improvements 
to  the  TSA  that  can  be  made  as  a  result  of  experience  gained  on  this  design  range  from  minor 
enhancements  to  complete  redesigns.  The  software  intensive  nature  of  the  design  presents  possibilities 
for  increased  use  of  autonomous  recovery  and  improved  availability  due  to  autonomous  redundancy 
management.  Minor  changes  (in  the  technical  sense)  to  the  hardware  and  software  would  permit 
autonomous  recovery  from  many  TSA  hardware  failures  and  all  TSA  hard  ware  upsets.  These  changes 
are: 

•  Add  a  hot  standby  VCXO  so  that  VCXO  and  AFS  switchover  is  possible. 

•  Duplicate  or  time  share  the  phase  measurement  circuitry. 

•  Provide  software  controlled  management  of  iiot  standby  VCXO. 

•  Add  software  diagnostic  routines  to  locate  upsets  and  failures. 

•  Add  software  performance  analysis  routines  to  characterize  operation. 

•  Reduce  the  number  of  AFS  from  three  to  two. 

The  first  three  of  the  above  changes  increases  availability  by  incorporating  autonomous  hardware 
redundancy  management  of  the  .A.FS  and  VCXO  hardware.  Duplicating  or  time  sharing  the  phase 
measurement  circuitry  permits  monitoring  and  assessing  the  performance  of  the  AFS  and  VCXO  hot 
standbys.  The  fourth  change  would  increase  availability  by  permitting  autonomous  recovery  from 
TSA  logic  upsets.  It  provides  for  the  eficctivc  use  of  the  first  three  changes.  The  fifth  change  provides 
the  means  to  model  the  performance  of  the  TSA  during  operation  thus  impioving  the  ability  of  the 
phase  predictor  to  predict  phase.  The  last  change  recognizes  17  years  of  improvements  made  in  the 
reliability  of  atomic  frequency  standards  and  the  improved  availability  as  a  result  of  autonomous  AFS 
switching. 

Another  improvement  would  be  to  develop  a  nuclear  upset  proof  digital  frequency  synthesizer.  The 
original  TSA  system  design  incorporated  a  digital  frequency  synthesizer  to  generate  the  10.23  MHz 
and  to  provide  SA.  This  approach  was  abandoned  and  a  VCXO  used  in  its  place  because  an  nuclear 
upset  proof  synthesizer  was  not  available.  It  seems  likely  that  teclmology  has  advanced  to  the  point 
where  such  a  synthesizer  is  now  possible.  Synthesizers  perntit  a  single  AFS  to  drive  both  the  reference 
and  system  clocks,  further  improving  availability,  and  SA  functions  are  simplified. 
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In  the  present  design,  many  TSA  functions  are  included  as  part  of  other  functions.  Hardware  functions 
are  located  in  the  Mission  Data  Unit  (MDU)  and  the  TSA  software  is  located  in  the  mission  processor. 
Also,  the  system  epoch  generator  is  part  of  the  P  code  generator.  The  current  hardware  configuration 
evolved  from  previous  GPS  designs  but  is  not  the  best  way  to  ensure  TSA  performance  and  pro- 
ducibility  and  results  in  complex  MDU  hardware  and  mission  processor  software.  The  TSA  should 
be  configured  into  three  functions;  APS,  VCXO,  and  TSA  logic.  The  TSA  logic  should  include  its 
own  processor.  Such  a  configuration  would  simplify  the  MDU  and  mission  processor  softw'are,  reduce 
VCXO  redundancy  by  2,  permit  separate  testing  of  the  MDU  and  TSA,  and  improve  the  producibility 
of  both  the  TSA  and  the  MDU. 
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Abstract 

This  paper  presents  some  interim  results  from  the  environmental  testing  program  to  evaluate  the  Engi¬ 
neering  Design  Model  (EDM)  of  the  EG&G  Spaceborne  Rubidium  Clock.  This  effort  is  in  support  of  the 
GPS  BLOCK  HR  program  and  is  intended  to  characterize  the  performance  of  EG&G  design  for  BLOCK 
HR  satellite  applications.  Two  EG&G  EDM  units  are  currently  under  test  at  NRL's  Clock  Test  Facility  to 
measure  the  long-term  frequency  stability,  drift,  and  frequency  versus  temperature  characteristics. 


INTRODUCTION 

The  Global  Positioning  System  (GPS)  provides  users  with  precise  position  and  timing  information, 
and  will  have  a  constellation  of  21  satellites,  with  3  on  orbit  spares,  expected  to  be  completed  by  the 
mid  1990’s.  It  is  anticipated  that  GPS  BLOCK  HR  (Replacement)  satellites  will  be  needed  during  the 
second  half  of  this  decade.  The  GPS  BLOCK  HR  satellites  will  carry  two  EG&G  Rubidium  Atomic 
Frequency  Standards  (AFS)  and  one  Kernco  Cesium  AFS. 

Because  the  AFS  is  of  such  importance  to  GPS,  an  AFS  development  program  was  begun  for  the 
GPS  program.  An  alternative  source  rubidium  AFS  project  was  started  by  the  GPS  Program  OlTice 
and  Rockwell  in  1979  to  insure  the  supply  of  space- qualified  AFS’s.  As  part  of  this  program  EG&G 
built  two  prototype  Rubidium  AFS’s,  units  1  and  2^^'  These  two  units  were  later  modified^^l  In 
1987,  NRL  and  EG&G  presented  a  paper  describing  the  results  of  testing  done  at  NRL  on  these  two 
prototype  units^'^K  The  data  presented  demonstrated  a  frequency  stability  and  drift  rate  better  than 
that  of  any  other  Rubidium  AFS  ever  tested  at  NRL. 

Several  years  later  in  support  of  the  GPS  HR  program,  EG&G  built  two  additional  rubidium  AFS’s, 
units  3  and  4.  EG&G  implemented  several  design  changes  in  units  3  and  4.  These  changes  included 
elimination  of  the  synthesizer  and  a  rearrangement  of  sub -assemblies  which  have  lead  to  a  more 
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compact  design.  Units  3  and  4  output  frequency,  13,401,343  Hz,  is  the  510th  sub-multiple  of  the 
6,834,682,000  Hz  rubidium  transition  frequency.  This  allows  for  elimination  of  the  synthesizer.  NRL 
is  doing  detailed  developmental  testing  on  these  four  rubidium  AFS’s  in  support  of  the  GPS  BLOCK 
HR  program.  The  purpose  of  this  testing  is  to  assist  EG&G,  the  spacecraft  manufacturer,  and  the  GPS 
Program  Office  in  refining  the  design  and  to  document  the  performance  of  the  APS  in  the  expected 
space  environment.  The  interim  test  results  of  the  GPS  BLOCK  HR  Rubidium  APS  are  reported  in 
this  paper. 


NRL  CLOCK  TEST  FACILITY 


The  Naval  Research  Laboratory  (NRL)  has  served  as  the  primary  development  and  test  facility  for 
all  GPS  APS’s  since  the  initial  concept  of  GPS.  In  1985,  the  NRL  Clock  Test  Facility  Wtis  completed 
and  includes  a  fully -automated  48  channel  dual-mixer  phase  measurement  system  which  records  both 
phase  and  900  analog  measurements  every  hour^^^.  Shorter-term  phase  measurements  are  made  using 
a  12  channel  dual  mixer  system  with  a  30  channel  analog  data  logger.  The  primary  frequency  reference 
NRL  for  all  phase  measurements  is  one  of  5  Hydrogen  Masers  at  NRh^^J.  For  space  environmental 
testing,  NRL  has  12  Thermally- controlled  high  Vacuum  Chambers  (TVAC).  Additional  measurements 
made  at  the  NRL  Clock  Test  Facility  include  phase  noise,  spectral  purity,  vibration,  and  AC  and  DC 
magnetic  fields  susceptibility  measurements. 


FREQUENCY  STABILITY  TESTING 

The  GPS  BLOCK  HR  Rubidium  AFS’s  frequency  stability  specification  is  defined  in  terms  of  Allan 
Variance^^J.  The  frequency  stability  requirement  is  for  performance  better  than  3.0  x  + 

5.0  X  10“^“*  with  the  frequency  drift  removed,  while  operating  in  a  vacuum  of  less  than  1  x  10“® 
torr,  at  a  constant  temperature.  The  frequency  drift  should  be  less  than  5.0  x  10~^‘’/day  after  30 
days  of  continuous  operation  under  constant  environmental  conditions  in  vacuum.  This  performance 
specification  equals  the  typical  performance  shown  by  EG&G  units  1  and  2  in  testing  done  at  NRL^^^. 
The  development  goal  is  the  for  long-term  frequency  stability  to  be  better  than  1.0  x  lO"^"*  at  sample 
times  greater  than  one  day. 

Figure  1  shows  frequency  stability  data  with  and  without  drift  removed  collected  from  unit  3.  This 
test  took  place  over  a  107-day  period  in  TVAC  at  a  constant  temperature  of  28  C.  Also  shown  in 
figure  1  is  NRL  reference  maser’s  long-term  frequency  stability  and  the  phase  measurement  systems 
noise  floor.  Figure  2  shows  a  normalized  frequency  offset  plot  of  unit  3.  A  peak-to-peak  deviation 
of  80  nanoseconds  can  be  seen  in  figure  3  which  is  a  drift  removed  phase  plot  with  a  frequency  drift 
of  -4.45  X  10“^‘‘/day  removed.  Unit  4  when  tested  under  similar  conditions  exhibits  comparable 
performance. 


TEMPERATURE  SENSITIVITY  TESTING 


An  integral  part  of  the  planned  GPS  BLOCK  HR  satellite  operation  incorporates  a  computer  model 
used  to  remove  the  fluctuations  in  phase  due  to  frequency  offset,  frequency  drift  and  frequency  fluc¬ 
tuations  due  to  thermal  changes  on  board  the  satellite.  Because  no  active  temperature  control  of  the 


326 


Rubidium  AFS  is  planned,  the  exact  thermal  sensitivity  of  the  AFS  must  be  well  understood  for  this 
computer  inodel  to  remove  these  sensitivity. 

Initial  temperature  sensitivity  measurements  were  made  on  unit  4  in  which  the  temperature  was 
changed  every  6  hours  in  5  degree  C  steps,  from  10  C  to  35  C  and  then  back  to  10  C.  Frequency 
changes  ranging  from  less  than  1.0  X  10  -13/C  up  to  5.0  X  -13/C  can  be  seen  in  figure  4. 

Later,  EG&G  modified  unit  4  so  that  its  operating  temperature  range  more  closely  matched  that  of  the 
prelimina,ry  predicted  thermal  profile  of  the  spacecraft.  Figure  5  shows  the  results  of  the  latest  thermal 
sensitivity  testing  done  on  unit  4  after  modification.  This  test  profile  called  for  the  tempeiature  to  be 
changed  every  8  hours  in  0.5  C  steps  from  15.5  C  to  21.5  C  and  then  back  to  15.5  C.  Analyzing  the 
data  from  figure  5  points  out  that  between  17.5  C  to  21.5  C,  the  frequency  changes  were  less  than  5.0 
X  10  -14  /G,  while  the  change  in  frequency  between  15.5  C  to  17.5  C  was  as  great  as  3.3  X  10  -13/C. 

Unit  3  was  subjected  to  a  12-hour  thermal  cycle  with  a  3  C.  peak-to-peak  deviation.  This  12-hour 
thermal  cycle  waj  chosen  to  roughly  simulate  a  12-hour  temperatu-e  cycle  due  to  the  GPS  orbit. 
Temperature  sensitivity  ranged  from  4.0  X  10  -13/C  at  17  C  to  less  than  1.0  X  10  -13/C  at  27  C. 


FUTURE  TESTING 

Because  on-orbit  modeling  of  the  EG&G  Rubidium  AFS  is  such  a  vital  part  of  the  GPS  BLOCK  HR 
satellite  operation  concept,  a  thorough  understanding  of  how  closely  the  clock  can  be  characterized 
on  the  ground  prior  to  launch  is  imperative.  The  variability  between  AFS’s  manufactured  will  need 
to  be  investigated  to  see  the  impact  it  will  have  on  this  model. 

The  best  test  for  evaluating  the  thermal  sensitivities  of  the  Rubidium  AFS  would  be  to  use  the  exact 
thermal  profile  expected  in  space.  When  the  GPS  BLOCK  HR  spacecraft  manufacturer  completes 
thei'”  predicted  thermal  profile  analysis  for  the  spacecraft,  NRL  will  use  this  information  to  derive  new 
tests  that  more  closely  corresponds  to  what  the  Rubidium  AFS  will  see  in  space.  Additional  testing 
will  include  a  detailed  look  at  the  temperature  sensitivity  of  the  Rubidium  AFS  over  a  much  wider 
range,  the  repeatability  the  temperature  sensitivities  over  time,  and  a  detailed  analysis  of  the  effect 
of  temperature  on  drift. 


REFERENCES 

1.  W.  J.  Riley,  A  Rubidium  Clock  for  GPS,  Proceedings  of  the  13th  Annual  Precise  Time  and  Time 
Interval  (PTTI)  Application  and  Planning  Meeting,  pp  609-630,  December  1981. 

2.  T.J.  Lynch  and  W.  Riley,  Test  Results  for  Prototype  GPS  Rubidium  Clock,  Proceedings  of  the 
15th  Annual  Precise  Time  and  Time  Interval  (PTTI)  Application  and  Planning  Meeting,  pp 
269-280,  December  1983. 

3.  S.  Goldberg,  T.J.  Lynch  and  W.J.  Riley,  Further  Test  Results  for  Prototype  GPS  Rubidium 
Clock,  Proceedings  of  the  17th  Annual  Precise  Time  and  Time  Interval  (PTTI)  Application  and 
Planning  Meeting,  pp.  145-155,  December  1985. 

4.  F.  Danzy  and  W.  Riley,  Stability  Test  Results  for  GPS  Rubidium  Clocks,  Proceedings  of  the  19th 
Annual  Precise  Time  and  Time  Interval  (PTTI)  Application  and  Planning  Meeting,  pp  267-274. 


327 


5.  S.R.  Stein  and  G.A  Gifford,  Software  for  Two  Measurement  Systems,  Proceedings  of  the  38th 
Annual  Symposium  on  Frequency  Control,  pp.  483-486,  June  1984. 

6.  G.A.  Gifford,  J.D.  White  and  H.E.  Peters,  Hydrogen  Maser  Resta^ch  and  Development  at  Sigma 
Tau  Standards  and  Test  of  Sigma  Tau  Standards  Masers  at  the  Naval  Research  Laboratory,  Pro¬ 
ceedings  of  the  17th  Annual  Precise  Time  and  Time  Interval  (PTTI)  Application  and  Planning 
Meeting,  pp.  105-128,  December  1985. 

7.  D.W.  Allan,  Statistics  of  Atomic  Frequency  Standards,  IEEE  Proceedings  54,  No.  2,  pp.221-230, 
February  1966. 


328 


Frequency  Stability 

EG&:G#3 


RB  DRIFT  -4.450-14/OAY 


mMi 

i  i!|:i 

lijii 

1  t  •  1I44 

■  >  ♦  »  '  t 

1 

'  »  *  *  ff 

1  ,  .  * .i*» 

.  ,  .  i.M  t 

n 

1 

1 

i  t  tiW.i 

.  t  ..1,. 

.  . . I.,,: 

*  ’  i i'*': 

III!  1  1  I _ 1 _ 

Hnlffilii 

.  !  I  !•••■! 

^  ; ;  *  1*.) 

1  »  I  mil 

Averaging  Time,  7  .Seconds 


10®  10® 


NRL  CLOCK  TEST  FACILITY 


N()Ki\lAM'/I-;i)  KRH()1!I-:NCY  Ol’l-SHT 


Hl-!i5K-9 


IM'.UKl-S  t 


ON  THE  LENGTH  OF  THE  DRIFT  REGION  IN  THE  RAMSEY  CAVITY 


Pierre  THOMANN 

Observatoire  Cantonal  de  Neuchatel 
Neuchatel,  Switzerland 


Abstract 

The  interaction  of  atoms  in  a  beam  with  the  microwave  field  in  a  separated 
field  geometry  such  as  a  Ramsey  cavity  is  generally  described  in  terms  of  the 
three  regions  traversed  successively  by  the  atoms,  namely  two  interaction 
regions  of  length  H  separated  by  a  "drift",  or  "free  precession",  region  of 
length  L.  For  a  monokinetic  beam  of  velocity  v,  the  linewidth  of  the  central 
fringe  in  the  Ramsey  resonance  pattern  is  usually  expressed  as  Au  =  tt  v/L. 

A  more  detailed  calculation  shows,  however,  that  the  linewidth  is  equal  to 
TT  v/L*,  where  the  equivalent  drift  L*  is  larger  than  L  by  an  amount  of  the 
order  of  S,  /L.  The  correction  depends  on  the  field  distribution  in  the 
interaction  regions.  Its  origin  lies  in  the  fact  that  atomic  precession  is  not 
limited  to  the  field-free  regions  but  also  occurs  in  the  interaction  regions, 
where  atomic  coherence  builds  up  or  decreases  continuously. 

Although  the  correction  to  the  equivalent  length  of  the  drift  region  is  small, 
it  may  be  relevant  to  the  evaluation  of  the  second-order  Doppler  effect  bias 
in  primary  cesium-beam  standards  to  the  extent  that  the  atomic  velocity  is 
deduced  from  the  lineshape  and  from  the  geometrical  parameters  of  the  cavity. 
It  is  shown  that  in  current  and  projected  standards  with  atoms  of  average 
thermal  velocity,  use  of  corrected  dimensions  may  lead  to  a  change  of  the 
calculated  bias  of  the  order  of  10  ,  which  is  significant  at  the  levels  of 

accuracy  considered  nowadays. 


1.  INTRODUCTION 

The  velocity  distribution  of  atoms  in  atomic  beam  standards  often  needs  to  be 
known  with  considerable  accuracy  because  of  its  relevance  to  the  determination 
of  the  second-order  Doppler  shift  =  -(v/c)  /2.  Several  methods  have  been 

proposed  and  used  to  determine  the  velocity  distribution  [1-6].  Most  of  the 
methods  actually  yield  a  transit-time  distribution,  through  an  analysis  of  the 
Ramsey  pattern  lineshape  [6],  the  power  dependence  of  the  transition 
probability  at  resonance  [5],  or  through  the  response  to  RF  pulses  of  varying 
periodicity  [2].  In  order  to  deduce  the  average  velocity  and  the  velocity 
distribution  from  such  transit-time  information,  one  must  know  precisely  what 
physical  length  has  been  travelled  during  the  measured  transit-time.  It  is 
often  assumed  that  the  relevant  length  is  the  separation  L  between  the  end  of 
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the  first  interaction  region  and  the  beginning  of  the  second.  The  following 
calculation  of  the  linewidth  of  the  central  fringe  of  the  Ramsey  pattern  takes 
into  account  the  non-zero  length  I  of  the  interaction  regions,  which  is 
usually  neglected.  The  calculated  linewidth  is  indeed  affected  by  the  finite 
interaction  length,  the  amount  of  the  correction  being  of  order  i/L  and 
depending  somewhat  on  the  RF  field  profile  inside  the  interaction  regions. 


2.  CALCULATION  OF  THE  EFFECTIVE  LENGTH 

The  purpose  of  the  calculation  is  to  establish  a  precise  relationship  between 
the  linewidth  of  the  resonance  curve,  which  is  directly  accessible  to 
measurement,  the  length  of  the  Ramsey  cavity,  which  is  known  by  construction, 
and  the  atomic  velocity  which  is  the  parameter  to  be  determined.  For  the  sake 
of  simplicity  a  monokinetic  beam  of  velocity  v  will  be  considered;  the  results 
can  then  be  extended  to  actual  velocity  distributions. 

The  two  levels  of  the  clock  transition  (F  =  4;  m  =  0  and  F  =  3;  m  =  0  in  the 
case  of  cesium)  are  coupled  to  a  near-resonant  RF  magnetic  field.  We  write  the 
f amiliar  Bloch  equations  f or  the  three  components  of  the  magnetic  dipole 
(fictitious  spin  1/2)  associated  to  this  two-level  system.  It  is  convenient, 
as  usual,  to  write  these  equations  in  a  frame  rotating  with  the  resonant  part 
of  the  RF-field,  and  to  neglect  the  fast  oscillating  antiresonant  part.  The 
equations  of  motion  then  read 

X  =  ay  (la) 

y  =  -  ax  -  /3(t)z  (lb) 

z  =  /3(t)y  (Ic) 

where  x  and  y  are  the  transverse  components  of  the  fictitious  dipole  in  phase 
and  in  quadrature  with  the  RF-field;  z  is  the  longitudinal  component  of  the 
fictitious  dipole  and  the  population  inversion  of  the  real  two-level  system 
(z  =  1  if  F  =  4,  m  =  0;  z  =  -1  if  F  =  3,  m  =  0). 

The  detuning  a  is  the  difference  between  RF  frequency  and  atomic  frequency: 
a  =  -  0  ;  fl/3(t)  =  Pj,  B(t)  is  the  coupling  energy  between  atom  and  RF- 

field  (B(t)  is  the  amplitude  of  the  RF  field,  directed  along  Ox  in  the 
fictitious  dipole  space). 

Since  there  is  no  relaxation  in  this  system,  the  representative  vector  is  of 
constant  length  (x  (t)  +  ylt)  +  z  it)  =  1  at  _all  times)  and  its  motion  is  a 
rotation  about  the  instantaneous  rotation  vector  Q  (t)  =  (p(t),  0,  -a). 

We  will  consider  the  two  standard  configurations  of  Ramsey  cavities  used  in 
cesium  standards,  namely  the  E-bend  cavity  where  the  RF  field  amplitude  is 
constant  in  each  interaction  region,  and  the  H-bend  cavity  where  the  RF  field 
amplitude  has  a  sine  envelope.  The  corresponding  time  sequences  for  B(t)  are 
shown  in  Fig.  1. 
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2.1  E-BEND  CAVITY,  EXACT  SOLUTION 

Since  the  amplitude  of  the  RF  field  is  constant,  B  is  time-intIt. pendent  during 
each  of  the  three  parts  of  the  evolution  and  the  equations  of  motion  can  be 
integrated  analytically  in  a  standard  manner  [7].  The  quantity  of  interest  is 
the  population  inversion  z  at  time  Tp  +  2T^,  as  a  function  of  the  detuning  a. 

For  small  detunings  the  exact  solution  can  be  expanded  in  power  series  of  the 
ratio  a/|3  of  the  detuning  to  the  Rabi  frequency  at  resonance.  Optimum  RF 
power  is  assumed  OTj^  =  n/2);  for  detunings  such  that  |aTp|  ^  n/2,  we  have 

|a|//3  £  H/L. 

The  usual  expression  for  the  lineshape  near  resonance  is  the  zero  order  term 
of  the  expansion: 

z  (Tp  +  2Tj^)  =  -  cos  (aTp)  (2) 


The  approximate  linewidth  Aw  (FWHM)  is  equal  to  n/Tp  and  the  atomic  velocity 
is  related  to  the  linewidth  by 


If,  however,  terms  of  order  1  in  a//3  are  kept  in  evaluating  z,  the  main  change 
is  a  narrowing  of  the  fringe  spacing  and  width: 


z  (T„  +  2Tr,)  =  -  cos  a  (T„  +  -  T^,) 


'R 


a 


T  n  *R' 


(4) 


The  linewidth  is  now  Aw  =  jt/T*,  where  the  effective  transit-time  T*  is  equal 

‘O  *  5  ^R- 

The  distance  travelled  by  the  atoms  during  the  effective  transit-time  T*  is 
what  we  call  the  effective  length  L*  of  the  Ramsey  cavity 


L*  =  L  +  -  H  , 

Tt 


(5) 


to  which  the  velocity  is  now  related  by 
L»Aw 

V  =  -  . 

n 


(6) 


Equation  (4)  means  that  the  time  interval  over  which  the  phase  of  the  atomic 
dipole  and  the  phase  of  the  RF  field  are  allowed  to  drift  apart  between  the 
two  atom-field  interactions  extends  beyond  the  field-free  interval  to  include 
part  of  the  interaction  times.  The  transit-time  which  can  be  inferred  from  the 
width  of  the  central  fringe  in  the  simple  case  of  a  monokinetic  beam  is  thus 
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the  time  T*  to  travel  L*.  the  effective  length,  instead  of  the  time  Tp  to 

travel  L  in  the  approximate  derivation.  Consequently  the  velocity  that  can  be 

4  Z  , 

deduced  from  this  effective  time  of  flight  is  higher  by  a  factor  1  +  “  l 

(5)).  It  may  be  expected  that  a  similar  correction  \vill  apply  in  the  case  of  a 
real-  beam  when  converting  the  transit-time  distribution  into  a  velocity 
distribution  (see  also  below). 

2.2  APPROXIMATE  INTEGRATION  OF  THE  BLOCH  EQUATIONS 

The  origin  of  the  additional  transit  time  can  best  be  seen  by  integrating 
directly  the  equations  of  motion  of  the  fictitious  spin  1/2.  Although  an  exact 
integration  is  possible  in  the  case  of  a  constant  field  amplitude,  one  can 
settle  for  an  approximate  integration  where  terms  of  order  two  in  a//3  are 
neglected.  This  procedure  will  also  allow  us  to  evaluate  the  effective 
transit-time  and  length  of  an  H-bend  cavity  where  the  field  amplitude  is  not 
constant  and  no  analytical  solution  to  eqs.  (1)  can  be  found. 

We  find  that  the  FWHM  linewidth,  i.e.  twice  the  detuning  required  for  the 
final  inversion  to  be  equal  to  zero,  can  be  expressed  as 


A  ^ 

Au  =  . 


T  t 

with  T*  =  Tp  +  2  J  ^  sin  1^  J  |3(t’)  dt’j 


dt 


(7) 

(8) 


Introducing  the  explicit  field  profile  /3(t)  (Fig.  1)  in  the  integral,  we  get 
E-bend  cavity:  T*  =  Tp  +  ^  Tp  (9) 

H-bend  cavity:  T*  =  Tp  +  J^(7r/4)  Tp  (10) 

The  E-bend  result  is  identical  to  the  exact  result  (eq.  (5))  and  thus 
validates  the  approximate  integration  procedure  used  to  derive  eq.  (8). 

3.  DISCUSSION 

The  implication  of  the  results  above  for  the  second  order  Doppler  shift  bias 
depends  on  the  average  atomic  velocity  and  the  geometry  of  the  Ramsey  cavity. 
In  an  optically  pumped  standard  with  L  =  1  m,  2.  =  10  m,  =  300  m/s,  the 

Doppler  biases  calculated  with  L  and  L*  would  differ  by  1.3‘10'  ,  a  value 
that  cannot  be  neglected  anymore. 

The  linewidth  of  the  central  fringe  is  of  course  not  the  only  way  of  measuring 
transit-times.  It  seems  obvious,  however,  that  the  effective  transit-time  and 
length  described  here  are  the  relevant  parameters  in  relating  spectral 
features  of  the  atomic  resonator  to  the  atomic  velocity  or  velocity  distribu¬ 
tion. 
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The  practical  case  of  a  velocity  distribution  introduces  a  complication  in 
that  the  optimum  power  condition  assumed  in  the  monokinetic  case  can  no  longer 
be  satisfied  by  all  atoms.  This  has  a  consequence  on  the  lineshape  but  it  can 
be  shown  that  the  effect  on  the  effective  transit  time  is  zero  if  the 
transit-time  distribution  is  symmetric.  As  an  illustration  of  this  point  we 
compare  the  monokinetic  results  (eqs.  (9)  and  (10))  with  results  [9]  obtained 
by  computing  the  linewidth  of  the  Ramsey  pattern  for  a  real,  asymmetric, 
velocity  distribution  with  a  width  equal  to  ~  10%  of  average  velocity.  In  the 
H-bend  case,  the  equations  of  motion  were  integrated  numerically: 


E-bend: 


L*  (monokinetic,  eq.  9) 

L*  (velocity  distribution) 


=  L  +  1.27  a 
=  L  +  1.28  a 


H-bend: 


L*  (monokinetic,  eq.  10) 
L*  (velocity  distribution) 


=  L  +  1.20  a 
=  L  +  1.23  I 


Considering  that  in  the  H-bend  case  i  /L  was  .03,  the  agreement  js  within  the 
precision  of  the  monokinetic  estimate  where  terms  ~  (  Z/L)  have  been 
neglected. 


CONCLUSION:  The  concept  of  effective  transit-time  and  effective  length  of  a 
Ramsey  cavity  has  been  pointed  out.  The  use  of  these  effective  parameters  in 
determining  atomic  velocities  may  lead  to  a  significant  improvement  in  the 
evaluation  of  the  second  order  Doppler  bias  in  atomic  beam  primary  standards. 
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a)  Time-dependence  of  the  RF  magnetic  field  B(t)  (in  Rabi 
frequency  units).  Solid  line:  E-bend  cavity;  dotted  line: 
H-bend  cavity. 

b,  c)  Time-dependence  of  the  atomic  dipole  y(t)  (b)  and  of  the 
population  inversion  z(t)  (c) 

Solid  lines: -0(T*=I  ;  dashed  lines:  a  =  0 


Figure  2:  Path  of  the  fictitious  spin  2  vector  on 
the  Bloch  sphere.  Solid  lines: -uT*  =  ?  ; 


dashed  line 


TIME  AND  FREQUENCY  MEASURING 
METROLOGICAL 
EQUIPMENT  IN  THE  USSR 


Adolph  A.  Uljanov,  Director-General 
of  Gorky  Research  and  Production 
Association  “QUARTZ” 


Abstract 

The  complex  of  the  means  of providing  time  and frequency  traceability  in  the  USSR  includes  the  system 
of  time  and frequency  standards  of the  National  Time  and  Frequency  Calibration  Service,  time  andfreqiiency 
transfer facilities  and  heal  time  andfreqiiency  standards.  Control  on  measurement  correctness  is  performed 
by  the  All-Union  State  Standard  calibration  service. 

The  hardware  of  most  of  the  above-mentioned  systems  is  provided  by  the  instruments  devehped  by  our 
institute.  A  common  scientific  and  technological  approach  allowed  us  to  create  a  unified  system  of  time  — 
frequency  equipment  composed  of  widely  used  serial  instruments,  sets,  automated  systems  and  complexes. 
Primary  frequency  standards  of  different  classes,  time  and  frequency  references  and  instruments  are  based 
on  the  unified  system.  CHl-70  hydrogen  frequency  standard  and  its  CH1-70A,  CHI-80  modifications  are 
used  in  the  group  time  andfreqiiency  standards.  Measuring  time  and  data  processing  techniques,  and  also 
instrumentation  specifications  on  the  results  of  10-year  operation  are  given  in  the  report.  The  existing  system 
provides  time-frequency  measurements  with  2  X  10“^®  ±  1  X  accuracy. 


Metrological  equipment,  providing  traceability  of  frequency-  time  measurements  in  the  USSR,  com¬ 
prises: 

•  a  system  of  frequency- time  standards  located  in  different  regions  of  the  country; 

•  equipment  for  transmission  time  and  frequency  units  using  different  communication  links; 

•  1  -■•irence  and  working  measuring  instruments  of  the  consumers. 

The  system  operation,  control  and  also  measurement  inspection  are  performed  by  the  National  time 
and  frequency  service  and  the  National  calibration  service  of  Gosstandard  USSR. 

The  major  part  of  the  above-mentioned  complexes  and  systems  includes  instruments  developed  by  our 
association  during  the  last  15  years.  A  common  scientific  and  technological  approach  allowed  to  create 
a  unified  system  of  frequency-time  measuring  equipment  composed  of  widely  used  serial  instruments, 
sets,  automated  measuring  systems  and  complexes.  This  unified  system  includes  CIIO-100  primary 
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frequency- time  standard  of  the  Main  Verification  Center  of  the  National  time  and  frequency  service, 
CHO-101,  CHO-IOIB  secondary  frequency- time  standard,  CIIO-200  reference  measuring  instruments. 

The  principle  of  operation  of  these  instruments  is  based  on  time  and  frequency  keeping  by  the  group  of 
hydrogen  masers.  In  this  case  high  precish  n  measurements,  achieved  by  averaging  or  approximation 
to  the  best  maser  characteristics,  and  their  reliable  data  are  provided. 

The  frequency  and  time  scale  adjustment  defined  by  the  comparison  between  the  National  frequency 
time  standard  and  the  given  time  keeper  are  taken  into  consideration  in  measurements.  A  multichannel 
automated  measuring  system  provides  the  mutual  comparison  of  frequency  difference  and  frequency 
stability  measurement  for  each  pair  of  hydrogen  masers  in  the  group  for  different  time  intervals  from 
1  s  up  to  1  month.  By  mutual  comparison  the  measuring  system  calculates  characteristics  of  each 
hydrogeri  maser.  Taking  into  account  Allan  variance  measurement  data  over  short  time  intervals  from 
1  s  up  to  1  day,  one  performs  the  choice  of  the  best  hydrogen  maser  as  reference,  weight  estimation  of 
each  maser  in  the  group  and  its  operation  check.  According  to  the  frequency  drift  measurement  the 
data  of  each  hydrogen  maser  at  intervals  per  1  day  a..d  more  the  mean  frequency  and  time  scale  value 
of  the  group  in  relation  to  the  National  frequency  standard  and  also  frequency  drift  and  time  scale 
adjustments  of  each  hydrogen  maser  in  relation  to  the  group  are  defined.  The  above  mentioned  data 
allows  to  save  the  history  of  the  group  in  case  of  hydrogen  maser  operation  failure  or  measurement 
continuity  break. 

Measurement,  data  processing  and  adjustment  storage  provide  sine-wave  signals  in  a  wide  frequency 
range  and  also  time  scale  and  various  pulse  signals  at  the  device  output  with  characteristics  approxi¬ 
mate  to  the  National  standard  system. 

The  output  signal  accuracy  in  relation  to  the  National  standard  depends  on  the  internal  and  external 
measurement  precision  and  hydrogen  maser  frequency  stability. 

The  order  of  operation  of  all  complex  devices  is  programmed  by  the  software  algorithm.  All  the 
measurement  and  diagnostic  data  are  displayed  periodically  every  hour  or  at  arry  time  by  the  user 
request. 

The  consumer  may  order  different  equipment;  both  separate  instruments  and  several  measuring  sys¬ 
tems,  including  time  keepers,  complexes  or  automated  measuring  systems. 

The  above-mentioned  complexes  and  systenis  use  the  hydrogen  maser,  type  CHl-70  (1980),  or  its 
later  modification  (1987)  CHl-80.  A  detailed  discussion  of  the  hydrogen  nraser  characteristics  is  given 
in  the  paper,  authored  by  Dr.  Demidov  and  me  for  this  conference  [1].  According  to  the  results  of 
tin  10-year  operation  the  frequency-time  secondary  standards  the  type  CIIO  101,  in  different  time 
..  d  frequency  services  demonstrate  relative  time  and  frequency  keeping  accuracy  about  the  order  of 
ito  5  X  10“’“*  over  time  intervals  from  1  month  and  more.  This  information  is  described  in  detail  in 
the  paper  written  by  Dr.  Koshelyaevsky,  USSR  National  time  and  frequency  service  expert. 

At  present  the  improvement  in  measurement  precision  is  quite  possible  with  the  advent  of  a  new 
generation  of  frequency  measuring  equipment,  based  on  CIIl-75,  ClIl-76  hydrogen  masers,  CII7--I5 
frequency  comparator  and  CII7-48  phase  comparator,  I  MO  time  interval  meter,  frequency  precision 
summer,  RU3-39  distribution  amplifier  and  others. 

The  design  and  characteristics  of  CIIT75,  CIIl-76  hydrogen  masers  are  given  in  paper  [1].  The 
information  on  the  rest  measuring  equipment  is  given  shortly  below. 
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Ultrastable  frequency  signal  measurements  in  the  frequency  and  time  domains  are  provided  by  con¬ 
version  of  reference  and  measured  signal  frequencies.  Frequency  and  phase  comparators,  spectrum 
analyzers  are  based  on  this  principle  of  operation.  In  these  instruments  by  frequency  conversion 
a  multiplied  signal,  which  is  a  difference  of  reference  and  measured  frequencies,  is  separated,  th.n 
analyzed  by  a  frequency  counter,  a  time-interval  meter  or  by  a  narrow-band  filter.  Mutual  spectrum- 
to-frequency  stability  conversion  and  vice  versa  are  also  possible.  These  methods  are  discussed  in 
detail  in  papers  [2]  and  some  of  them  have  been  used  in  our  frequency-time  measuring  equipment. 

The  GH7-45  frequency  comparator  is  intended  for  measuring  5  MHz  and  100  MHz  signal  frequency 
difference  and  frequency  and  phase  stability  (with  external  heterodyne  input  frequency  range  2  100 

MHz).  The  comparator  allows  to  measure  characteristics  of  crystal  oscillator  and  frequency  —  time 
standards  and  operates  in  time  and  frequency  measuring  systems.  The  measuring  and  data  calculation 
processes  are  performed  by  a  built-in  microprocessor,  and  results  are  indicated  on  the  liquid-crystal 
display  in  the  convenient  form. 

The  instrument  frequency  stability  which  is  defined  by  the  sensitive  level  of  the  comparator,  is  better 
than  1  X  10~^^  for  1  s  time  interval  and  better  than  1  x  10"^^  for  1  h  and  more.  The  input  frequency 
difference  relative  to  multiplication  factor  is  K  =  10^,  10'‘,  10^;  passbands  are  10,  30,  100,  300  Hz,  1, 
10  kHz;  measuring  time  intervals  are  from  10  s  to  3600  s. 

The  CH7-48  phase  comparator  comprises  four  parallel  channels.  It  is  intended  for  operation  in  mul¬ 
tichannel  frequency  measuring  systems.  The  input  frequency  is  5  MHz  or  100  MHz.  The  instrument 
frequency  stability  is  better  than  1  x  10"^®  for  1  h. 

The  14-10  time  interval  meter  is  designed  for  precision  measurement  of  time  interval  between  two 
pulses  and  time  pulse  parameters.  The  principle  of  operation  of  this  meter  is  based  on  the  method 
of  “charge-discharge  capacity  by  stable  currents”.  The  systematic  error  of  measurement  is  1  ns.  The 
time  resolution  is  0.1  ns  for  time  interval  0  -  10  s.  The  14-10  operates  with  pulses  of  any  polarity  up  to 
10  V  amplitude  and  the  repetition  rate  up  to  10  MHz.  For  repetitive  sequences  it  has  the  measuring 
mode  with  noise  time  base  modulation  and  averaging  factor  up  to  10  which  allows  to  increase  the  time 
resolution  up  to  5  -  10  ps. 

Sine-W’ave  and  pulse  signal  distributing  amplifiers  ate  designed  to  provide  all  systems  of  the  measuring 
complex  and  also  external  equipment  with  highly  stable  standard  frequency  signals.  The  amplifiers 
have  a  low  internal  noise,  a  high  temperature  stability  and  a  high  isolation  between  channels. 

The  basic  characteristics  of  The  RU3-39  sine-wave  signal  distribution  amplifier: 

•  operating  frequencies:  1,  5,  10,  100  MHz; 

•  input  voltage:  0.3  V  -  1.5  V; 

•  input  and  output  resistance:  50  Ohm; 

•  instrument  frequency  stability  not  more  than  2  x  10“^^  per  1  s; 

•  temperature  stability  0.02  ns/deg. C; 

•  isolation  between  channels  100  dB. 

The  instrument  has  two  distribution  channels  with  distribution  factor  1:10. 

The  basic  characteristics  of  pulse  signal  amplifier: 
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•  the  number  of  inputs  -  6; 

•  the  number  of  outputs  -  16; 

•  switching  in  any  combination; 

•  input  and  output  signals  -  TTL  square  pulses  at  50  Ohm  load  with  0-10  MHz  repetition  rate; 

•  the  time  scattering  of  signals,  formed  from  one  input  -  not  more  than  ±1  ns. 

Time-scale  corrector  is  designed  to  convert  discrete  calibrated  phase  shift  to  5  MHz  reference  signal  to 
provide  adjustable  coordinate  time  scale.  The  instrument  is  used,  mainly,  in  the  time-scale  shaping 
systems  of  the  frequency-time  standards.  Its  principle  of  operation  is  built  on  the  pulse  sequence 
summation  method,  widely  used  in  the  frequency  synthesis  technique.  The  instrument  allows  to 
perform  discrete  signal  phase  correction  in  0.1  ns-100  ns  range  with  0.1  ns  minimum  steps.  The  basic 
instrument  error  —  temperature  phase  shift —  not  more  than  0.05  ns/deg.C. 

The  frequency  precision  summer  permits  to  synthesize  a  signal,  the  frequency  of  which  is  equal  to  the 
mean  weighted  frequency  of  the  group  from  2  to  4  5  MHZ  highly  stable  reference  signals.  It  is  designed 
to  form  and  generate  average  frequency  and  time  scale  signal  of  the  group  frequency-time  standards. 

The  principle  of  operation  of  this  instrument  is  based  on  the  crystal  oscillator  automatic  frequency 
control  by  the  sum  of  signals  passed  from  the  frequency  discriminators.  Each  discriminator  compares 
crystal  oscillator  frequency  with  the  frequency  of  one  of  the  summed  signals.  The  CH7-48  phase 
comparator  is  used  to  improve  sensitivity. 

The  basic  summer  characteristics: 

•  instrument  frequency  instability  —  2  x  10”^^  per  1  s,  4  X  10~^®  per  100  s,  1  x  10“^®  per  1  h  and 
more; 

All  the  above-mentioned  instruments  may  be  integrated  into  measuring  systems  controlled  by  a  com¬ 
puter  via  lEC  625  bus. 

On  the  base  of  the  above-mentioned  instruments  and  other  auxiliary  equipment  a  new  generation  of 
frequency- time  keepers  and  standards  has  been  developed.  This  very  generation  also  uses  the  group 
principle  of  time  and  frequency  keeping  and  the  basic  techniques  to  control  the  instruments. 

Unlike  the  currently  used  equipment,  a  new  generation  of  instruments  provides  output  signals  on  the 
basis  of  converted  mean  weighted  frequency;  the  assessment  and  quality  control  criteria  of  masers 
and  measuring  equipment  have  been  added  using  the  latest  measuring  techniques  and  processing  of 
larger  data  arrays;  besides  the  RF-cavity  operating  temperature  in  the  hydrogen  frequency  keepers 
has  been  reduced  that  decreases  frequency  drift  of  CHl-75  hydrogen  masers  by  3  -  4  times.  The 
research  on  new  frequency  standards  has  confirmed  a  substantial  improvement  of  their  characteristics 
in  comparison  with  the  currently  available  models.  They  have  demonstrated  frequency  and  time  scale 
keeping  accuracy  not  more  than  2  x  lO"^**  or  less  for  intervals  up  to  1  month. 

The  use  of  such  frequency  standards  in  the  last  ten  jears  shows  that  the  improvement  of  their  charac¬ 
teristics  by  2  -  3  times  compared  to  the  characteristics  achieved  under  the  workshop  conditions  may 
be  possible. 


342 


References 


1.  N.A.Demidov,  A.A.Uljanov,  Design  and  industrial  production  of  frequency  standards  in  the 
USSR,  XXII  PTTI  meeting,  December  4-6, 1990,  Tysons  Corner,  Virginia,  USA. 

2.  J.Rutman,  Characterization  of  frequency  stability  transfer  function  approach  and  its  applica¬ 
tion  to  measurement  via  filtering  of  phase  noise.  IEEE  Transactions  on  Instrumentation  and 
Measurement  v.IM-23  March  1974,  p.40-48. 


343/344 


Two-Way  Time  Transfer  Modem 


Ivan  J.  Galysh,  Paul  Landis 
Naval  Research  Laboratory 
Washington,  DC 


Introduction 


NRL  is  developing  a  two-way  time  transfer  modem  that  will  work  with  very  small  aperture  terminals 
(VSAT),  commercial  satellites,  and  an  atomic  clock.  The  two-way  method  has  been  chosen  because 
of  its  performance  and  insensitivity  to  the  position  of  the  receivers  and  satellitco.  Precision,  stability, 
accuracy,  a.rtd  versatility  are  the  primary  design  considerations  of  this  modem.  The  modem  is  designed 
to  use  many  off  the  shelf  components. 


Design 

The  modem  can  be  broken  up  into  several  sections,  analog  box,  digital  card,  and  computer  (Figure 
1).  The  analog  box  handles  the  interface  between  the  VSAT  and  the  digital  card.  The  5  MHz  and 
IPPS  interface  are  also  implemented  in  the  analog  box.  There  are  two  digital  and  two  analog  test 
ports.  The  two  digital  test  ports  allow  the  user  tc  monitor  various  signals  in  the  digital  card.  Signals 
to  be  viewed  are  selectable  through  software.  The  analog  ports  are  driven  by  a  pair  of  12-bit  digital 
to  analog  converters  (DAC).  The  DACs  are  driven  by  the  computer. 

The  second  section  of  the  modem  is  the  digital  card.  The  digital  card  contains  the  hardware  needed 
to  track  the  carrier  and  code  and  make  the  time  of  arrival  measurements.  The  card  also  handles  the 
transmission  of  data  and  IPPS. 

The  third  section  of  the  modem  is  a  personal  computer  with  a  digital  signal  processor  (DSP)  that  con¬ 
trols  the  digital  card  and  analog  box.  The  computer  in  this  implementation  is  a  MS-DOS  compatible 
computer.  The  computer  is  configured  as  a  keyboard,  display,  and  storage  interface  for  the  DSP.  The 
DSP  used  is  Texas  Instrument’s  TMS320C30  that  runs  at  16  MIPS  and  up  to  33  MFLOPS.  The  DSP 
may  seem  to  be  overkill,  but  the  reason  for  using  such  a  powerful  processor  is  to  leave  room  for  other 
functions  that  may  be  added  later.  Another  reason  for  choosing  this  DSP  was  that  a  C  compiler  was 
available  for  it  to  make  code  writing  much  easier. 


Acquisition 


The  modem  performs  a  two  dimensional  search  to  acquire  a  signal.  One  dimension  is  a  time  search. 
This  search  is  to  lock  the  receiver’s  code  generator  to  the  incoming  signal’s  code.  The  other  dimension 
is  the  frequency  search.  The  frequency  search  is  performed  by  reading  64  data  samples  at  a  high 
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rate  from  the  correlators  and  performing  a  Fast  Fourier  Transform  FFT  on  the  data  and  storing  the 
largest  magnitude  and  the  bin  that  it  is  in.  Next,  the  code  generator  for  the  receiver  is  shifted  and 
another  frequency  search  is  performed.  This  process  is  repeated  over  the  entire  code  length.  This 
process  allows  the  modem  to  find  the  point  where  the  codes  and  the  frequency  produce  a  maximum 
correlation.  The  next  step  is  to  match  the  codes  and  frequency  offset.  Once  the  largest  peak  is  found 
the  receiver’s  code  is  aligned  with  the  incoming  signal. 


Tracking 


In  the  tracking  mode,  the  numerically  controlled  oscillators  used  for  the  carrier  and  code  are  adjusted 
608  times  a  second.  The  DSP  first  reads  the  correlators  to  determine  the  error  signal.  The  information 
is  then  processed  through  the  digital  filters.  The  error  information  from  the  digital  filters  is  then  used 
to  adjust  the  numerically  controlled  oscillators. 


Data  Transmission 


Information  can  be  exchanged  between  modems.  The  DSP  converts  the  data  into  a  serial  stream. 
The  start  of  the  data  is  synchronized  to  the  IPPS.  Refer  the  1989  PTTl  paper  for  details  on  the  data 
format. 


Time  of  Arrival  Measurement 

Data  is  sampled  from  the  correlators  at  a  608  Hz  rate.  The  code  cycles  at  the  same  rate  and  generates 
an  epoch  pulse.  Time  of  arrival  measurements  are  made  on  each  sample.  As  shown  in  Figure  2,  the 
time  of  sample  resolution  is  40  ns.  The  time  of  arrival  measurement  (TOM)  occurs  on  that  boundary 
and  the  epoch  occurs  somewhere  within  the  40  ns.  The  slope  of  the  line  is  the  phase  slope  of  the 
receiver’s  code.  The  phase  ‘y’  is  measured  phase  at  ‘TOM’.  To  determine  the  time  of  arrival  (TOA), 
the  TOM  and  y  are  measured  at  the  occurrence  of  the  epoch.  The  measurements,  along  with  the 
known  slope,  are  entered  into  the  line  equation  (Figure  2)  and  the  TOA  is  found.  Of  the  608  TOAs 
found,  one  of  them  occurred  on  the  IPPS.  To  better  the  resolution  of  the  TOA,  the  608  points  are  curve 
fitted  with  the  IPPS  point  in  the  middle.  The  curve  fit  helps  reduce  the  noise  in  the  measurements 
and  gives  the  TOA  for  the  IPPS  better  resolution. 


Conclusion 

One  modem  prototype  is  built  and  is  being  debugged.  The  modem  has  acquired  and  tracked  signals 
and  made  time  of  arrival  measurements.  The  next  step  is  to  get  the  communications  software  working 
and  develop  the  control  software  for  the  system.  The  last  step  is  to  test  the  system  and  evaluate  it. 
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Figure  1  Modem  Block  Diagram 

Time  of  Arrival  Measurement 


25  MHz/ 2.5  MHz=: 
10  steps/sawtooth 

2.5  Mhz  =  400  ns. 

Resolution  = 

400ns/  2^^  ~  lOOpscc 


TOA  =  TOM  -  y/m 

m  =  phase  slope 
y  =  phase  at  TOM 
TOA  =  time  of  arrival 
TOM  =  time  of  measurement 


Epoch 


Figure  2  Time  of  Arrival  Measurement 
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SPECIAL  HYDROGEN  MASER  WORKSHOP^ 

Held  on  Wednesday,  December  5,  1990 

Report  by 
D.  Morris 

Institute  for  National  Measurement  Standards 
National  Research  Council 
Ottawa,  Ontario,  Canada  KIA  OR6 

As  part  of  the  22nd  Annual  PTTI  Meeting,  this  workshop  was  held  as  a  discussion  foium  for  hydrogen 
maser  problems,  particularly  for  those  related  to  wall  shift  and  wall  relaxation  effects.  The  chairman 
of  the  workshop  was  Jacques  Vanier,  National  Research  Council  of  Canada. 

Following  are  brief  summaries  of  the  presentations  made  by  the  speakers  together  with  some  of  the 
discussion  that  followed.  These  summaries  were  derived  from  tape  recordings  of  the  session  and  from 
notes  made  by  Derek  Morris. 

J.  Vanier  (National  Research  Council  of  Canada) 

In  his  opening  remarks,  Dr.  Vanier  stated  that  the  wall  effect  in  hydrogen  masers  was  the  main 
problem  under  discussion.  He  asked  the  speakers  to  speak  frankly  about  results  which  they  Lad 
found.  He  expressed  the  hope  that  frank  discussion  of  the  problem  would  suggest  further  exireiimenls 
which  might  be  tried  to  clarify  the  problem. 

Dr.  Vanier  presented  some  data  on  two  masers  built  at  Laval  University.  The  results  represented  o 
years  of  experiments,  showing  the  line-Q  (extrapolated  to  zero  pressure)  varying  with  time.  For  a  16.5 
cm  diameter  bulb,  the  line  Q  was  initially  6-7x10^.  However,  it  decreased  with  time  and  still  had  not 
stabilized  after  5  years.  A  smaller  bulb  (11.5  cm  diameter)  showed  a  less  rapid  decrease  in  line-Q  with 
time  and  the  value  appeared  to  stabilize.  The  reason  for  the  behaviour  was  not  clear. 

Possibly  there  could  be  contamination  from  Viton  0-rings  used,  or  from  silver  solder  used  to  braze 
the  palladium  leak  valve.  Both  bulbs  were  coated  with  FEP-120  Teflon. 


C.  Audoin  (Laboratoire  de  I’Horloge  Atomique,  France) 

Dr.  Audoin  gave  information  on  four  hydrogen  masers  constructed  at  his  laboratory.  All  had  bulbs 
coated  with  FEP-120  Teflon.  No  wall  shift  measurements  were  made,  but  measurements  of  the  trans¬ 
verse  relaxation  time  T2  (proportional  to  the  line-Q)  were  made.  For  one  maser  (built  around  1970) 
wdiich  used  metal  gaskets  throughout,  'i’2  showed  a  continuous  decrease  from  515  ms  to  320  ms.  The 
maser  eventually  stopped  oscillating,  and  the  bulb  was  recoated  in  1989  with  Teflon  purchased  in  1976. 
After  the  recoating,  T2  was  measured  as  515  ms  again,  i.c.  it  returned  to  its  original  value. 

‘Editors  note:  This  sumni.iry  was  prepared  by  Dr.  Morris  from  tapes  of  the  workshop  and  from  his  iiotc.s.  Time 
did  not  permit  proofreading  of  the  te.xt  by  the  various  speakers,  so  if  there  is  a  question,  plc.isc  contact  the  individual 
speakers  directly. 
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Later,  three  smaller  masers  were  built  for  radioastronomy  use.  These  use  some  Viton  0  rings.  The 
bulbs  of  these  were  coated  in  1984  with  the  same  batch  of  Teflon  (bought  in  1978).  The  value  of 
T2  decreased  more  rapidly  than  for  the  older  maser  and  the  oscillation  level  decreased.  This  was 
particularly  true  for  masers  #2  and  #3.  In  1988  the  bulb  in  maser  #2  was  rccoated  with  the  same 
batch  of  Teflon.  Afterwards,  T2  decreased  very  rapidly.  In  the  last  year  or  two,  this  bulb  has  been 
recoated,  this  time  with  new  Teflon.  So  far,  T2  seems  to  be  more  stable.  For  maser  ^3  it  is  not 
certain  if  T2  has  changed  further. 

Dr.  Audoin  also  mentioned  that  the  masers  at  his  laboratory  are  shut  down  for  the  whole  of  the  month 
of  August  each  year,  with  only  the  vacuum  pumps  and  temperature  controls  left  in  operation.  When 
they  are  set  in  oscillation  again  each  September  the  oscillation  level  is  found  to  be  higher  initially 
and  then  decreases  within  a  few  days.  In  discussion  of  this  effect,  it  was  suggested  that  contributing 
causes  may  be  a  change  in  the  efficiency  of  the  dissociator  after  start-up  and/or  surface  absorption  of 
hydrogen  on  the  storage  bulb. 

H.  Schweda  (Observatoire  Cantonal  Neuchatel,  Switzerland) 

Dr.  Schweda  presented  results  for  an  EFOS  hydrogen  maser  whose  storage  bulb  had  a  bad  coating. 
The  lirre-Q  (extrapolated  to  zero  pressure)  decreased  from  2.1  xlO®  to  1.1  xlO*’  over  110  days  without 
apparent  stabilization  of  the  final  value.  In  addition,  the  maser  output  decreased  and  the  frequency 
(corrected  for  cavity  tuning)  showed  a  noxi  linear  increase  with  time.  The  bulb  was  then  rccoated 
with  FEP-120  using  nominally  the  same  procedure  but  with  better  control  of  parameters,  and  put 
back  in  the  same  maser  with  the  same  hydrogen  source.  This  time  the  initial  line-Q  was  2.5  xlO^.  It 
decreased  to  2.3  XlO®  but  had  stabilized  at  this  value  after  180  days.  Attempts  are  being  made  to 
characterize  test  specimens  of  Teflon  coatings  using  infrared  spectroscopy,  electron  spin  resonance  and 
photoelectron  spectroscopy.  During  discussion  on  this  paper,  surprise  was  expiessed  that  the  fiequenc> 
of  the  maser  increased  with  time.  Several  other  laboratories  have  found  the  frequency  decie<»sing 
with  time.  In  discussions  as  to  possible  causes  of  a  “bad"  coating,  II.T.M.  Wang  (Hughes  Research 
Laboratories)  mentioned  that  in  one  case  when  a  maser  had  stopped  oscillating  after  two  months 
operation,  destructive  testing  on  the  bulb  showed  the  presence  of  titanium  on  the  wall  (presumably 
sputtered  from  the  ion  pump). 

A.  Kirk  (Jet  Propulsion  Laboratory,  USA) 

Mr.  Kirk  presented  frequency  data  for  six  JPL  (manufactured  by  S.A.O)  inascis  located  in  diffcicnt 
parts  of  the  world  as  part  of  the  Deep  Space  Network.  Two  masers  are  located  at  each  site,  so  that  one 
can  be  tuned  against  the  other.  In  operation,  the  masers  slowly  drift  in  fiequcncy  and  the  pioccduie 
employed  is  to  allow  the  frequency  of  a  maser  to  drift  until  a  limit  is  reached  (+  5  xl0~*^).  Then  the 
field  is  checked,  the  maser  is  tuned,  the  line-Q  ia  checked  and  the  synthesizer  is  calibrated  against  the 
NIST  time  scale.  Then  the  maser  cavity  is  deliberately  mistimed  to  give  a  maser  frequency  offset  of  -  5 
Xl0~^^  and  the  maser  is  left  to  run  again  for  about  a  year  before  the  procedure  is  repeated.  Over  the 
period  1978  to  1990  several  masers  have  shown  changes  in  the  synthesizer  frequency,  indicating  that 
the  wall  shift  is  changing.  After  correcting  for  the  change  due  to  cavity  aging,  the  maser  frequencies 
have  all  shown  a  decrease  with  time.  A  change  of  several  parts  in  10*^  has  occurred  for  the  older 
VLG-10  masers;  the  newer  VLG-11  units  seem  to  have  shown  less  effect.  In  one  inriscr  a  bulb  was 
recoated  because  the  line-Q  had  deteriorated.  The  frequency  vvas  different  by  1x10"*^  aftcrwaids.  In 
all  other  cases,  the  line-Q  was  stable  over  the  12  year  period. 


350 


In  many  cases,  the  masers  were  opened  to  the  atmosphere  prior  to  the  tuning  measurements  in  oidei 
to  replace  the  ion  pump  elements.  In  the  future,  the  maser  parameters  will  be  measured  before  and 
after  rejplacemertt  of  the  elements. 


E.M.  Mattison  (Smithsonian  Astrophysical  Observatory,  USA) 

pr.  Mattison  showed  a  transparency  which  replotted  the  data  presented  by  A.  Kirk  and  showed  the 
frequency  decrease  of  1  to  2  x  10“^®  per  day  due  to  wall  shift  change.  He  also  showed  the  frequency 
change  due  to  cavity  dimensional  changes,  as  derived  from  varactor  voltage  changes  required  to  retune 
the  cavity.  The  characteristic  of  this  is  a  decreasing  slope  with  time.  All  the  cavities  studied  were 
made  of  Cervit,  and  the  frequency  changes  found  were  consistent  with  the  shrinkage  of  the  actual 
material  of  the  cavities. 


R.F.C.  Vessot  (Smithsonian  Astrophysical  Observatory,  USA) 

Dr.  Vessot  discussed  results  obtained  on  the  wall  phase  shift  per  collision,  A<f>{T),  as  a  function  of 
the  inverse  of  temperature.  A  change  of  slope  occurs,  which  is  indicative  of  the  change  of  state  of 
Teflon.  In  France,  Dr.  Desaintfuscien  obtained  data  down  to  a  temperature  of  77  K.  Dr.  Vessot’s 
group  obtained  data  to  60  K  before  maser  oscillation  stopped.  They  found  that  further  insight  into 
the  process  occurring  on  the  wall  could  be  obtained  by  plotting  -TA(p{T)  versus  1/T.  The  energy  of 
the  interaction  of  the  atom  when  it  resides  on  the  surface  could  be  derived  from  the  plot.  The  slope 
was  143.3/T.  When  carbon  tetrafluoride  was  frozen  on  the  bulb  wall,  a  lower  value  of  wall  shift  was 
found  but  the  data  on  the  plot  showed  the  same  slope  as  before.  This  indicates  that  the  interaction 
energy  was  unchanged  but  that  the  surface  area  was  changed  by  a  factor  of  3  or  4  compared  to  that 
of  the  Teflon. 

The  USSR  material.  Fluorocarbon  F-10,  has  a  lower  wall  shift  than  FEP-120,  perhaps  by  a  factor  of  8. 
This  may  be  due  to  a  better  surface  area.  Experiments  with  this  material  over  a  range  of  temperature 
are  required  in  order  to  clarify  this. 

D.  Morris  (National  Research  Council,  Canada) 

Dr.  Morris  presented  results  showing  a  decrease  in  frequency  of  a  hydrogen  maser  (after  correction 
for  cavity  tuning)  over  a  period  of  10  years  as  compared  with  the  NRC  primary  cesium  clock  CsV. 
This  change  in  frequency  is  attributed  to  a  change  in  wall  shift  of  the  bulb.  This  bulb  was  coated  in 
1980  with  4  coats  of  FEP-120  Teflon  which  had  been  purchrised  in  1965.  The  total  frequency  change 
which  occurred  in  10  years  was  7.2  xlO"*^,  or  about  2  xl0“^®  per  day.  During  the  same  period 
the  line-Q  at  operating  beam  flux  showed  changes  less  than  19%.  The  maser  used  has  many  Viton 
0-rings.  It  was  not  run  continuously  for  the  whole  period,  but  the  cumulative  time  of  oscillation  was 
7  years.  Measurements  over  periods  of  1  to  3  years  on  four  other  bulbs,  three  of  which  were  coated 
with  FEP-120  and  one  with  Teflon  42,  have  also  shown  frequency  decreases  of  approximately  the  same 
magnitude. 

Recently,  two  new  masers  have  been  put  into  operation.  These  use  metal  gaskets  tliiougiiout.  The 
storage  bulbs  were  coated  in  1987  with  a  batch  of  FEP-120  purchased  in  1985.  No  wall  shift  data  arc 
available,  but  one  maser  has  shown  a  degradation  in  line-Q  of  about  30%  in  one  year. 


351 


In  comments,  Dr.  F.  Walls  (NIST)  stated  that  in  passive  masers  he  has  built  they  found  changes 
in  frequency  less  than  2  xlO~^®  per  day.  lie  feels  that  careful  fdtering  of  the  rEP-120  dispersion  to 
remove  any  large  particles  is  important. 

H^E.  Peters  (Sigma  Tau  Standards  Corporation,  USA) 

Mr.  Peters  stated  that  a  number  of  design  features  of  their  masers  were  different  to  ihose  built  in 
other  laboratories.  For  example,  thej  use  metal  cavities,  non-spherical  storage  bulbs,  and  cavity 
frequency  switching  servos.  In  addition  they  coat  their  bulbs  differently ,  only  one  coat  is  used  and 
the  firing  temperature  is  different.  He  showed  results  obtained  at  the  U.S.  Naval  Observatory  with 
Sigma  Tau  maiser  NAV-2  from  one  month  after  it  was  delivered  in  No\ember  1989  up  to  August  1990. 
The  frequency  of  this  maser  showed  a  slope  of  +  3.2  xl0~'®  per  day  initially  versus  TAI.  This  has 
decreased  to  +  9.4  xl0~^®  per  day  more  recently.  The  increase  in  frequency  with  time  is  typical  of  all 
their  masers.  A  second  set  of  results  was  presented  for  -1  other  masers  over  90  days.  All  showed  a  diift 
of  +  2  xl0~^®  per  day  relative  to  TAI.  Mr.  Peters  said  that  it  is  conceivable  that  frequency  changes 
might  be  due  to  a  drift  in  the  electronics  but  it  is  unlikely  that,  in  this  case,  all  the  24  masers  that 
they  have  built  would  show  a  frequency  change  in  the  same  direction.  Therefore,  he  feels  that  cither 
the  wall  shift  is  changing  with  time  or  the  ratio  of  the  hy  drogen  and  cesium  hyperfine  frequencies  is 
changing  with  time,  which  would  imply  that  the  fundamental  constants  are  changing. 

J.  Ponsonby  (University  of  Manchester,  UK) 

Dr.  Ponsonby  drew  attention  to  a  form  of  Teflon,  designated  Tefloii  AF,  which  dissolves  in  pcrflu- 
orinated  solvents.  According  to  an  article  cited  (Electronic  Product  Design,  \ol.  1  1,  No.  10,  p. 
22,  October  1990)  defect-free  layers  as  thin  as  0.2  fim  can  be  put  on  using  this  material  and  can  be 
removed  with  an  appropriate  solvent. 

In  discussion.  Dr.  R.  Vessot  (SAO)  said  that  they  had  purchased  some  of  this  material  and  had  used 
it  to  coat  glass  slides.  It  has  a  higher  specific  gavity  than  FEP  120.  It  was  found  to  stick  to  glass  only 
if  the  surface  had  been  roughened  by  sandblasting.  He  felt  that  it  would  be  worthwhile  to  try  Teflon 
AF  in  hydrogen  masers. 

J.J.  Suter  (Johns  Hopkins  University,  Applied  Physics  Laboratoi'y,  USA) 

Dr.  Suter  described  experiments  to  dclcrniiue  if  exposure  of  a  storage  bulb  coaled  with  Teflon  to 
nuclear  radiation  affected  the  line-Q.  In  one  maser  the  bulb  was  recoated  and  the  line  Q  was  measured. 
Then  the  bulb  was  removed  and  was  irradiated  in  air  by  a  commercial  company  with  10  krads  of  1.2-5 
MeV  photons  from  a  gamma  ray  source.  After  irradiation  the  bulb  was  put  back  in  the  maser,  and  it 
was  found  that  the  line  Q  had  increased  by  between  6%  and  15%.  He  emphasized  that  this  was  based 
on  just  one  e-xperiment.  They  are  planning  to  repeat  this  experiment  on  another  hydrogen  maser 
under  more  carefully  controlled  conditions. 

They  also  have  an  ongoing  program  examining  irradiated  Teflon  samples  on  ijuattz  slides,  using  mi 
croscopy.  He  showed  results  obtained  using  an  X  ray  topography  technique  on  such  a  slide  before  and 
after  irradiation.  The  X-rays  were  focussed  oii  a  part  of  the  slide  where  some  lamellae  of  the  Teflon 
could  be  seen.  The  measurements  indicate  that  the  density  of  the  layer  is  decreased  by  the  irradiation. 
He  feels  that  a  change  in  polymerization  of  the  Teflon  is  occurring  on  irradiation,  but  he  had  expected 
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the  line-Q  to  decrease  rather  than  increase. 

A.A.UIjanov  (“QUARTZ”  Research  and  Production  Association,  USSR) 

Dr.  Uljanov  gave  same  details  of  the  “QUARTZ”  company.  This  company  specializes  in  the  devel¬ 
opment  of  measuring  devices  and  medical  instrumentation.  It  consists  of  a  scientific  institute,  two 
laboratories  and  five  production  plants,  and  employs  a  total  of  20,000  people.  Dr.  Uljanov  is  director 
of  the  company  and  director  of  the  institute.  The  company  produces  frequency  standards  based  on 
rubidium,  cesium  and  hydrogen.  The  company  has  15  years  experience  with  hydrogen  masers,  and 
has  produced  the  system  used  in  the  State  Stanaard  of  Time  and  Frequency  in  the  USSR. 

N.A.  Demidov  (“QUARTZ”  Research  and  Production  Association,  USSR) 

Dr.  Demidov  stated  that  the  stability  of  the  wall  shift  in  a  hydrogen  maser  depends  on  the  material 
used  (they  have  used  Fluorocarbon  F-10  recently),  on  the  method  of  application,  and  also  on  the  level 
of  residual  gas  in  the  storage  bulb.  He  gave  information  on  a  poor  coating.  The  bulb  was  operated  at 
a  temperature  of  50°C,  and  the  maser  showed  a  large  change  in  frequency  with  time  at  first.  Tliis  is 
believed  to  be  due  to  outgassing  of  the  coating.  The  bulb  was  then  operated  at  37°C  and  the  frequency 
change  then  diminished.  Thereafter,  the  temperature  of  the  bulb  was  raised  to  .50°C  without  removing 
it  from  the  maser,  and  the  stability  of  the  wall  shift  improved.  In  their  masers  they  use  a  thice-scction 
vacuum  system.  By  improving  the  technology  of  their  masers  they  have  lowered  the  drift  in  wall  shift. 
As  described  in  the  paper  by  N.B.  Koshelyaevsky  of  V'NIIFTRI  given  on  December  d,  the  drift  in 
wall  shift  of  their  masers  was  about  1  xlO~*®  per  day.  No  data  are  available  for  the  latest  masers  but 
the  results  are  e.xpectcd  to  be  about  the  same  as  this.  Dr.  Demidov  feels  that  higher  bulb  operating 
temperatures  tend  to  give  rise  to  greater  frequency  drifts.  Therefore,  they  arc  planning  to  put  a 
CHI-75  maser  in  a  refrigerator  at  VNIIFTRI  to  reduce  the  bulb  temperature  to  20®C.  In  addition  to 
an  increase  in  the  stability  of  the  resonator  by  this  means,  a  reduction  in  wall  shift  drift  should  occur. 

There  were  a  number  of  questions  regarding  the  F-10  coating  material  (made  in  Leningrad),  which 
apparently  has  a  smaller  wall  shift  than  FEP-120.  Dr.  Deniidov  said  that  the  material  is  in  the  form 
of  a  suspension  in  water  with  additional  surfactants.  Three  layers  arc  usually  used  on  a  storage  bulb. 
The  coating  procedure  is  as  follows:  a  small  amount  of  the  suspension  is  placed  in  the  bulb  ami  the 
material  is  dried  on  the  wall  using  a  stream  of  dry  nitrogen.  The  bulb  is  then  baked  at  120  -  1-I0®C.  A 
second  coat  is  then  applied  in  the  same  way,  and.  if  possible,  a  third  coat  is  applied.  If  the  third  coat 
cannot  be  put  on  successfully  the  coatings  have  to  be  removed  and  the  complete  procedure  repeated. 
If  the  firing  temperature  is  raised  to  260*^0  after  the  first  coat,  it  is  not  possible  for  a  second  coat  to 
adhere.  The  average  time  to  coat  a  bulb  is  from  -3  to  7  days.  Several  patents  have  been  obtained  for 
the  coating  procedure. 

He  mentioned  that  in  addition  to  the  maser  with  a  flexible  storage  bulb  which  he  described  in  a  paper 
on  December  4  they  are  now  working  on  an  improved  design  of  flexible  storage  bulb  maser. 

H.T.M.  Wang  (Hughes  Research  Laboratories,  USA) 

Dr.  Wang  discussed  some  results  which,  although  not  directly  connected  with  the  wall  shift  problem, 
were  relevant  to  masers  with  Viton  0- rings.  In  1983  they  built  a  small  maser  which  used  some  0- 
rings,  and  was  pumped  by  a  gciter  pump  and  a  small  ion  pump.  The  output  frequency  of  the  maser 
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was  stable.  When  the  ion  pump  wcis  switched  off  the  maser  continued  to  oscillate  but  the  frequency 
drifted.  There  was  no  detectable  vacuum  leah.  However,  when  a  residual  gas  analyzer  was  put  on  the 
system  it  was  found  that,  with  the  ion  pump  off,  the  partial  pressure  of  argon  after  five  weeks  rose  to 
three  times  that  of  the  hydrogen.  This  was  attributed  to  argon  permeation  of  the  Viton  seals.  It  was 
thought  that  this  might  be  responsible  for  the  frequency  change  that  was  found.  Therefore,  they  have 
used  metal  gaskets  on  later  masers. 

Dr.  Vessot  (SAO)  said  that  they  had  observed  similar  affects.  For  that  reason,  when  they  built  a 
lightweight  maser  wl  ich  oome  0-rings,  they  baked  it  at  100°C  for  3  weeks  to  outgas  it,  and 
used  a  small  ion  pump  in  addition  to  the  sorption  cartridge.  Residual  gas  analysis  showed  that  the 
argon  i,ontamination  was  greatly  reduced.  He  does  not  feel  that  argon  is  causing  wall  shift  problems. 
Contamination  y  hydrocarbons  is  a  more  likely  cause.  Both  speakers  agreed  that  it  is  desirable  to 
use  metal  gaskets  throughout  the  maser. 

G.M.R.  Winkler  (U.S.  Naval  Observatory) 

Dr.  Wiiikler  described  the  performance  of  12  hydrogen  masers  (6  made  by  Sigma  Tau  Standards 
Corporation  and  6  by  the  Smithsonian  Astrophysical  Observatory)  in  use  at  USNO.  All  of  these 
masers  have  exhibited  constant  frequency  drift  rates.  The  masers  are  in  five  locations  which  are  up 
to  200  m  from  the  central  monitoring  location.  Phase  measurements  between  them  are  made  at  100 
s  intervals,  with  a  resolution  of  5  ps.  He  discussed  the  possible  effect  of  impurity  atoms  not  only  on 
the  storage  bulb  wall  but  also  on  the  dissociator.  Impurities  in  the  discharge  may  cause  variations  in 
the  hydrogen  flux  which  can  cause  output  frequency  variations,  if  the  cavity  is  slightly  detuned. 

Nevertheless,  under  optimum  conditions  at  USNO  they  have  been  able  to  reproduce  the  variations  of 
an  unknown  maser  oscillator  over  a  period  of  9.5  days  within  1  ns  with  respect  to  the  mean  of  the 
group.  He  stressed  that  any  change  in  maser  environment  causes  instability.  Kc  has  found  that,  after 
an  interruption,  the  subsequent  re-establishment  of  various  servos  may  cause  changes  which  can  last 
for  a  week. 

Further  discussion 

Dr.  L.  Maleki  (JPL)  referred  to  a  suggestion  by  Prof.  Norman  Ramsey  that  diamond  films  might 
make  a  good  storage  bulb  coating  material  if  the  technology  could  be  worked  out,  and  asked  if  anyone 
knew  if  such  films  had  been  made.  Dr.  H.T.M.  Wang  (Hughes  Research  Laboratories)  said  that 
experiments  were  being  carried  out  foi  the  production  of  diamond  films  on  substrates  for  integrated 
electronics.  Dr.  R.  Vessot  (SAO)  said  that  he  understood  that  there  was  a  process  available  by  which 
diamond  films  could  be  put  on  flat  plates.  So  far,  such  films  have  not  been  tried  on  bulbs.  He  feels 
diat  perhaps  a  more  promising  material  to  try  is  Fomblin  oil.  This  is  a  stable  perfluorinated  c.  ’licli 
Prof.  Ramsey  has  used  foi  storing  polarized  neutrons. 


Closing  remarks 

In  his  concluding  remarks  Dr.  J.  Vanler  aald  that,  although  there  are  still  many  unanswered  questions 
regarding  the  wall  shift  proLleni  in  hydrogen  masers,  he  felt  that  the  piesentations  and  discussion  had 
been  valuable  in  pointing  out  further  avenues  for  exploration. 
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DELIVERY  AND  APPLICATION  OF  PRECISE 
TIMING  FOR  A  TRAVELING  WAVE 
POWERLINE  FAULT  LOCATOR  SYSTEM 


Michael  A.  Street 

Telecommunications  Systems  Branch 
Division  of  Electrical  and  Electronics  Engineering 
Bonneville  Power  Administration 
Portland,  Oregon 

Abstract 

The  Bonneville  Power  Administration  has  successfully  operated  an  in-house  developed  powerline  fault 
locator  system  since  1986.  The  BPA  fault  locator  system  consists  of  rem'~*es  installed  at  cardinal  power 
transmission  line  system  nodes  and  a  central  master  which  polls  the  remotes  for  traveling  wave  time-of- 
arrival  data.  A  power  line  fault  produces  a  fast  rise-time  traveling  wave  which  emanates  from  the  fault 
point  and  propagates  throughout  the  power  grid.  The  remotes  time-tag  the  traveling  wave  leading  edge  as 
it  passes  through  the  power  system  cardinal  substation  nodes.  A  synchronizing  pulse  transmitted  via  the 
BPA  analog  microwave  system  on  a  wideband  channel  synchronizes  the  time-tagging  counters  in  the  remote 
units  to  a  differential  accuracy  of  better  tlum  one  microsecond.  Tiie  remote  units  correct  the  raw  time  tags 
for  synchronizing  pulse  propagation  delay  and  return  these  corrected  values  to  the  fault  locator  master.  The 
master  then  calculates  the  power  system  disturbance  source  using  the  collected  time  tags.  The  system  design 
objective  is  a  fault  location  accuracy  of 300  meters.  This  paper  describes  BPA ’s fault  locator  system  operation, 
error  producing  phenomena  and  method  of  distributing  precise  timing. 

Figure  1  illustrates  the  basic  principle  of  operation  of  the  BPA  fault  locator  system,  which  is  known 
as  the  Fault  Location  Acquisition  Reporter  or  FLAR  system. 
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Figure  1  illustrates  a  line  of  length  L.  A  FLAR  remote  is  coupled  to  each  end  of  this  line.  A  FLAR 
remote  is  actually  a  fancy  electronic  stopwatch.  However,  each  remote  timer  is  synchronized  to  a 
common  timing  standard.  When  a  fault  occurs  at  time  to  at  a  distance  of  X  miles  from  an  end 
of  the  line,  the  resulting  arc  (ZOT!)  to  ground  or  adjacent  conductor  causes  transients  with  2  to  10 
microsecond  leading  edge  rise-times  to  emanate  from  the  fault  point  to  the  ends  of  the  line  at  the  finite 
velocity  of  0.18628  miles  per  microsecond.  The  FLAR  remotes  f  e  tag  the  transient  arrival  times 
to  an  accuracy  of  one  microsecond.  A  microsecond  time  tagging  accuracy  will  allow  a  fault  location 
accuracy  to  as  good  as  1000  feet  which  is  the  typical  distance  between  transmission  line  towers.  By 
knowing  the  line  length  L  and  the  time-of- arrival  difference  {ib  -  ta),  one  can  calculate  the  distance 
X,  from  the  closest  end  by  using  the  famous  fault  location  equation: 


V  _  C  X  (tb  to)] 
2 


Where:  L 
c 

ta 

h 


Line  length 

Velocity  of  Propagation 
.18628  ini/usec 
End  A  arrival  time 
End  B  arrival  time 


FAMOUS  FAULT  LOCATION  EQUATION 
FIGURE  2 


Figure  3  shows  a  functional  block  diagram  of  the  BPA  fault  locator  system.  The  system  master  is 
located  at  the  BPA  Dittmer  Control  Center  near  Vancouver,  Washington.  Remoies  are  located  at 
major  nodes  in  a  grid  of  500  kV  power  transmission  lines  which  cover  the  BPA  service  area  of  Oregon, 
Washington,  Idaho  and  Western  Montana.  These  nodes  are  called  substations  in  the  power  utility 
business. 

From  the  BPA  Dittmer  Control  Center  in  Vancouver,  Washington,  100  second  period  sync  pulses, 
which  synchronize  each  remote  counter,  are  transmitted  to  the  remotes  via  a  wide  bandwidth  mi¬ 
crowave  channel  on  the  BPA  analog  microwave  network  which  covers  the  BPA  service  area. 

At  a  substation  equipped  with  a  fault  locator  lemote  unit,  fault  pulses  are  coupled  from  the  power  lines 
to  the  fault  locator  remote  via  powerline  coupling  devices,  known  as  Capacitive  Potential  Transformers 
(CPT).  The  CPT  functions  as  an  LC  high  pass  filter  which  blocks  60  llz  energy,  but  passes  the  high 
frequency  components  of  fault  transients.  The  Fault  Transient  Interface  Unit  (FTIU)  will  accept 
transient  pulses  from  up  to  three  CPT’s.  When  the  FTIU  detects  a  valid  fault  transient,  it  outputs 
a  TTL  pulse  to  the  remote  which  time  tags  and  stores  the  transient's  arrival  time.  The  Fault  locator 
master  retrieves  the  fault  data  by  polling  all  remotes  sequentially  at  the  end  of  each  100  second  period. 
The  FLAR  master  then  uses  the  transient  arrival  time  data  to  calculate  the  fault  location  in  response 
to  operator  commands. 
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BPA  FAULT  LOCATOR  SYSTEM  BLOCK  DIAGRAM 

FIGURE  3 


Figure  4  illustrates  a  basic  fault  locator  remote  block  diagram.  The  fault  locator  remote  includes 
an  accurate  10  MHz  crystal  oscillator.  A  divide-by-5  divider  then  produces  a  2  MHz  counter  clock 
which  drives  a  synchronous  decade  counter  chain.  This  counter  chain  counts  from  0  to  100  seconds 
in  .5  microsecond  increments.  The  counter  is  synchronized  by  the  100  second  period  sync  pulses  from 
the  sync  pulse  receiver.  This  0.01  llz  sync  jrulse  train  also  acts  as  the  reference  frequency  for  an 
Electronic  Frequency  Control  (EFC)  loop  which  keeps  the  remote  local  oscillator  locked  to  the  master 
frequency  reference  from  which  the  master  sync  pulse  is  derived.  In  normal  operation,  the  counter 
will  rollover  from  99.999  999  5  seconds  to  zero  at  the  same  time  a  sync  pulse  is  received.  Re-starting 
the  counter  chain  every  100  seconds  minimizes  accumulated  time  error  while  the  local  oscillator  is 
acquiriiig  lock.  The  master  and  all  remotes  also  have  a  sync  pulse  counter  which  counts  the  sync 
periods  since  an  absolute  reference  time.  The  master  updates  this  reference  time  every  three  hours. 
A  valid  fault  pulse  received  from  the  FTIU  causes  latches  connected  to  the  counter  chain  outputs  to 
latch  the  instantaneous  counter  outputs.  This  stored  count  is  the  raw  fault  arrival  time.  The  remote 
CPU  then  stores  the  raw  fault  time  and  corresponding  sync  pulse  count  in  memory. 
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BASIC  FAULT  LOCATOR  REMOTE  BLOCK  DIAGRAM 

FIGURE  4 


However,  the  remote  counter  time  is  delayed  in  respect  to  the  master  sync  pulse  time  by  the  microwave 
free  space  propagation  delay  time  (tp)  from  the  BPA  control  center  to  the  remote  site.  Thus,  the 
latched  counter  time  must  be  corrected  to  master  time  by  adding  tp  to  the  raw  value  before  it  is  used 
to  calculate  a  fault  location.  This  is  done  in  the  FLAR  system  at  each  remote  during  the  process  of 
transmitting  the  raw  fault  times  to  the  master  at  each  polling  time.  The  propagation  time  correction 
is  done  at  the  remotes  rather  than  the  master  to  facilitate  the  future  design  of  a  time  code  interface 
unit  which  will  provide  accurate  time  code  output  from  the  FLAR  remote  unit.  The  remote  then 
calculates  the  actual  transient  arrival  time  by  adding  the  latched  counter  value  plus  100  times  the 
sync  pulse  counter  to  the  base  absolute  time. 


Sync  Pulse  Derivation 

During  the  early  years  of  the  FLAR  system,  the  master  sync  pulse  was  derived  simply  by  dividing 
the  output  of  a  10  MHz  crystal  oscillator  by  109  to  obtain  the  100  second  sync  pulse  period.  Since 
the  EFC  loops  in  all  the  remotes  caused  all  the  remote  local  oscillators  to  track  the  master  oscillator, 
the  master  oscillator  drift  requirements  were  not  extremely  tight.  However,  in  1987,  BPA  extended 
fault  location  coverage  to  a  major  power  line  which  is  jointly  owned  by  BPA  and  The  Montana  Power 
Company.  The  far  end  of  this  line  is  not  served  by  the  BPA  analog  microwave  system.  Synchronizing 
the  far  end  remote  via  the  MPC  digital  microwave  system  did  not  prove  successful. 

Thus,  BPA  chose  to  use  the  Global  Positioning  System  (GPS)  as  a  timing  source  so  that  the  BPA 
remotes  and  the  remote  at  the  MPC  site  were  synchronized  to  a  common  timing  source.  Currently,  the 
master  sync  pulse  is  supplied  by  a  GPS  timing  receiver  which  is  configured  to  output  a  sync  pulse  on 
the  hour  and  every  100  seconds  there  after.  This  then  allows  an  identical  GPS  receiver  to  synchronize 


358 


the  fault  locator  remote  located  at  the  isolated  MPC  substation. 


Sources  of  Fault  Location  Error 

Fault  location  error  results  from  three  basic  error  sources: 

-  Fault  Detection  Error  .5  to  5  microseconds 

-  Time  Tagging  Resolution  0  to  .5  microseconds 

-  Sync  Pulse  transmission  Jitter  .15  to  .35  microseconds 

Fault  Detection  Error  -  Fault  detection  error  is,  by  far,  the  most  significant  error  producing 
phenomenon.  As  a  fault  transient  propagates  along  a  transmission  line,  its  amplitude  decreases  and 
rise-time  increases.  The  FTIU  employs  a  level  comparator  to  detect  that  a  significant  disturbance 
has  occurred.  A  transient  with  a  longer  rise-time  will  experience  a  longer  delay  through  the  FTIU 
than  a  faster  rise-time  transient  A  transient  which  occurs  near  the  center  of  the  line  sections  between 
two  remotes  will  have  similar  rise-times  after  propagating  to  those  remote  sites.  Thus,  the  additional 
error  will  cancel  when  the  arrival  time  difference  is  calculated.  However,  when  the  fault  location  occurs 
closer  to  one  remote  relative  to  the  other,  the  residual  error  difference  will  increase  and  produce  a 
location  calculation  error. 

Counter  Resolution  —  Detected  faults  are  time-tagged  by  the  synchronous  counter  which  counts 
in  steps  of  .5  microseconds.  Obviously,  fault  transients  are  asynchronous  to  the  remote  clock,  thus  the 
remote  adds  from  0  to  .5  microseconds  of  waiting  time  error  to  the  time  tagged  value. 

Sync  Pulse  Jitter  —  A  remote  counter  chain  is  reset  to  zero  by  a  sync  pulse  received  via  the  BPA 
analog  (FDM)  microwave  system.  Because  the  sync  pulse  is  transmitted  in  the  presence  of  additive 
white  gaussian  noise  (AWGN),  a  certmn  amount  of  timing  error  jitter  will  occur.  The  measured  value 
of  this  jitter  varies  from  .15  to  .35  microseconds  RMS  and  increases  with  increasing  microwave  circuit 
distance  from  the  BPA  control  center. 


SUMMARY 

The  Bonneville  Power  Administration  has  successfully  operated  an  in-house  developed  powerline  fault 
locator' system  since  1986.  This  system  has  reduced  the  time  required  to  find  and  repair  power  line 
outages.  This  translates  into  savings  of  both  line  maintenance  personnel  costs  and  lost  power  sales 
revenue.  The  BPA  fault  locator  system  consists  of  23  remotes  installed  at  cardinal  power  transmission 
line  system  nodes  and  a  central  master  which  polls  the  remotes  for  traveling  wave  time-of-arrival 
data.  The  remotes  are  fancy  stopwatches  which  accurately  time-tag  disturbance  arrival  times  to 
a  microsecond  level  accuracy.  An  accurate  sync  pulse  transmitted  via  the  BPA  analog  microwave 
system  synchronizes  all  remotes  to  a  common  timing  reference.  Future  system  plans  include  installing 
15  additioneJ  remotes  and  developing  a  remote  unit  time  code  output  interface  to  produce  microsecond 
accurate  time  code  for  other  substation  time  tagging  requirements.  The  primary  error  sources  are: 
Fault  detection  error,  counter  time  tagging  resolution  and  sync  pulse  transmission  time  jitter  due  to 
broadband  noise. 
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QUESTIONS  AND  ANSWERS 


Dr.  Gernot  Winkler,  U.  S.  Naval  Observatory:  Where  do  you  get  the  number  of  250 
nanoseconds  for  the  GPS  receivers? 

Mr.  Street:  That  is  the  specified  number  that  we  got  from  the  manufacturers.  We  are  actually 
getting  numbers  larger  than  that  in  practise,  measuring  two  receiveio  side  by  side  in  our  laboratory. 

Dr.  Winkler:  What  receivers  were  they? 

Mr.  Street:  I  prefer  not  to  give  specific  manufacturer  names  in  a  public  forum.  If  you  see  me  later, 
I  can  discuss  it  with  you. 
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PRECISE  SYNCHRONIZATION  OF  PHASOR 
MEASUREMENTS  IN  ELECTRIC  POWER  SYSTEMS 


Dr.  A.G.  Phadke 

Virginia  Polytechnic  institute  and  State  University 
Blacksburg,  Virginia  24061-0111,  U.S.A. 


Abstract 

Phasors  representing  positive  sequence  voltages  and  currents  in  a  power  network  are  the  most 
important  parameters  in  several  monitoring,  control,  and  protection  functions  in  inter¬ 
connected  electric  power  networks.  Recent  advances  in  computer  relaying  have  led  to  very 
efficient  and  accurate  phasor  measurement  systems.  When  the  phasors  to  be  measured  are 
separated  by  hundres  of  miles,  it  becomes  necessary  to  synchronize  the  mesurement  processes, 
so  that  a  consistent  description  of  the  state  of  the  power  system  can  be  established.  GPS 
transmissions  offer  an  ideal  source  for  synchronization  of  phasor  measurements.  The  paper 
describes  the  concept  and  implementation  of  this  technique.  Several  uses  of  synchronized 
phasor  measurements  are  also  described.  Among  these  are  improved  state  estimation  algo¬ 
rithms,  state  estimator  enhancements,  dynamic  state  estimates,  improved  control  techniques, 
and  improved  protection  concepts. 


INTRODUCTION 

Computer  relaying  is  a  well  established  field  by  now,  and  it  has  furnished  a  new  insight  into 
the  technique  of  measuring  power  system  quantities  in  real-time  from  sampled  data.  Voltage 
and  current  phasors  in  a  three  phase  power  system  can  be  measured  from  waveform  samples, 
and  the  measurement  process  can  be  made  to  be  responsive  to  dynamically  changing  system 
conditions.  For  many  new  applications  of  phasor  measurements  now  under  consideration, 
measurement  response  times  of  1-5  periods  of  the  power  frequency  seem  desirable.  This  paper 
will  examine  the  concept  of  phasor  measurements,  and  describe  some  practical  considerations 
in  achieving  synchronous  sampling  of  currents  and  voltages  in  different  substations  in  a  power 
system.  We  will  also  describe  research  now  under  way  in  the  development  of  a  phasor  based 
protection  and  control  system. 

PHASORS  FROM  SAMPLED  DATA 

A  phasor  is  a  complex  number  v/hich  represents  the  fundamental  frequency  component  of  a 
waveform.  Consider  the  samples  Xk  obtained  from  a  signal  (voltage  or  current)  x(t).  The 
phasor  representation  of  the  signal  x(t)  is  related  to  the  fundamental  frequency  component 
calculated  by  the  Discrete  Fourier  Transform  (DFT).  If  the  phasor  is  X,  and  the  fundamental 
frequency  calculated  by  the  DFT  is  Xj,  then 

k=l 

where  K  is  the  total  number  of  samples  (usually  a  multiple  of  the  fundamental  frequency 
period),  and  At  is  the  sampling  interval.  One  could  drop  the  constant  in  front  of  the 
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summation  sign  in  equation  (1),  and  instead  use  cosine  and  sine  sums  of  the  sampled  data  to 
represent  the  phasor: 

X  =  Xc-jXs  (2) 

where 


K 


K 


Xc  = 


^  Xk  cos  kwAt 
k=l 


Xk  sin  kwAt 


(3) 


If  the  actual  frequency  of  the  power  system  differs  from  the  nominal  frequency  used  in  the 
sampling  process,  the  phasor  calculated  by  equation  (2)  is  in  error.  For  all  practical  frequency 
deviations,  the  error  in  the  phasor  calculation  is  negli^ble.  If  the  phasors  of  the  three  phases 
are  given  by  Xa,  Xb,  and  Xc,  the  positive  sequence  quantity  Xi  (not  to  be  confused  with  the 
fundamental  frequency  component  computed  by  the  DFT)  is  given  by 

Xi  =  Xa+aXb+Ac  (4) 

where  a  and  a  are  the  usual  phase  shift  operators  of  120°  and  240°  respectively  at  the 
nominal  frequency.  An  important  use  of  the  positive  sequence  voltage  is  the  measurement  of 
the  power  system  frequency.  If  we  write  the  positive  sequence  phasor  in  its  polar  form,  the 
phase  angle  of  the  positive  sequence  phasor  can  be  differentiated  to  obtain  the  incremental 
frequency  of  the  input  waveform  over  the  nominal  frequency.  If  tp  is  the  phase  angle  of  Xi, 
and  oJo  is  the  nominal  frequency,  then  the  actual  frequency  of  the  input  sign^  is  given  by 

w  =  Wo  +  ^  (5) 

Equation  (5)  is  one  of  the  most  sensitive  methods  of  measuring  power  system  frequency. 

SYNCHRONIZATION  OF  THE  SAMPLING  PROCESS 

The  phasor  given  by  equation  (Ij  uses  the  sampling  instant  of  the  first  sample  as  the  refe¬ 
rence.  The  necessary  accuracy  of  synchronization  may  be  specified  in  terms  of  the  prevailing 
phase  angle  differences  between  buses  of  a  power  network.  Typically,  these  angular  diffe¬ 
rences  may  vary  between  a  few  degrees,  to  perhaps  60°  under  extreme  loading  conditions. 
Under  these  circumstances,  a  precision  corresponding  to  0.1°  seems  to  be  desirable  to  measure 
angular  differences  correspon^ng  to  lightly  loaded  systems.  Allowing  for  other  sources  of 

error  in  the  measurement  system,  it  seems  certain  that  a  synchronizing  accuracy  of  about  1 

/^second  would  meet  the  needs  of  this  measurement  technique.  A  superior  and  satisfying  solu¬ 
tion  to  the  synchronization  problem  is  to  use  the  1  pulse- per-«econd  (pps)  transmission 
provided  by  the  Global  Positioning  System  (GPS)  satellites. 

IMPLEMENTATION  FOR  FIELD  TRIALS 

A  typical  phasor  m.easurement  system  is  shown  in  Figure  1.  The  GPS  receiver  is  designed  to 
provide  the  standard  1  pps,  a  phase-locked  sampling  pulse  at  the  desired  sampling  frequency, 
and  a  time-stamp  corresponding  to  the  1  pps.  The  three  signals  from  the  GPS  receiver  are 
connected  to  a  microprocessor,  which  acquires  the  power  system  current  and  voltage  input 
signals  through  the  signal  conditioning  units  and  the  Analog-to-Digital  converter.  The 
microprocessor  chosen  for  the  task  is  a  16— bit  processor  with  a  sufficient  instruction  speed  to 
accommodate  between  1000  and  2000  instructions  within  the  sampling  period.  The  A/D  con¬ 
verters  are  typically  12— bit  converters,  and  with  careful  design  of  the  computation  algorithms, 
provide  measurements  with  very  good  precision.  The  measured  phasor,  its  associated  time- 
stamp,  and  other  message  codes  of  interest  are  communicated  to  the  next  hierarchical  level 
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over  a  communication  channel.  The  local  display  port  and  the  connected  terminal  is  used  to 
provide  a  graphic  and  alphanumeric  display  of  the  measured  phasors,  the  reference  phasor,  the 
local  frequency,  and  the  rate  of  change  of  frequency.  The  system  time  error  can  be  calculated 

by  counting  the  rotations  of  the  measured 
positive  sequence  voltage  phasor  with 
respect  to  the  true  time  reference 
provided  by  the  GPS  receiver. 

USES  OF  SYNCHRONIZED  PHASORS 


State  Estimation  with  Phasors 
The  collection  of  all  positive  sequence 
bus  voltages  of  a  power  system  is  known 
as  its  state  vector.  A  knowledge  of  the 
state  vector  is  essential  in  many  of  the 
central  control  functions  associated  with 
power  system  operations.  The  present 
practice  is  to  obtain  measurements  of 
various  system  quantities  such  as  real  and 
reactive  power  flow  over  transmission 
lines,  real  and  reactive  power  injections, 
voltage  magnitudes  at  system  buses,  line 
current  magnitudes,  etc.,  and  estimate 
the  state  of  the  power  system  with  a  non-linear  state  estimator.  The  measurement  vector  z  is 
a  non-linear  function  of  the  state  vector: 

z  =  h(x)  +  e  (6) 

where  e  is  the  measurement  noise  with  a  covariance  matrix  W.  One  could  obtain  the 
weighted-least-square  (WLS)  estimate  of  the  state  with  an  iterative  algorithm: 

%+l  =  %  +  - 1.(%)1  (7) 

where  H(x)  is  the  Jacobian  matrix  of  the  measurement  functions: 

(8) 

The  iterations  are  continued  until  the  measurement  residual  [z  -  h(xk)]  becomes  smaller  than 
a  pre-selected  tolerance.  A  state  estimation  procedure  such  as  that  described  above  can  never 
represent  the  dynamic  phenomena  occurring  on  the  power  system  during  transient  power 
swings.  The  data  scan  rates  in  use  at  present  are  rather  slow,  and  the  non-linear  iterative 
algorithm  also  contributes  to  the  slow  response  time  of  the  estimation  process. 


Figure  1. 


Phasor  Measurement  System  Block  Diagram 


The  synchronized  phasor  measurement  technique  provides  the  system  state  with  direct  mea¬ 
surements.  Let  the  complete  measurement  set  consist  of  positive  sequence  voltages  at  buses, 
and  currents  in  transmission  lines  and  transformers.  These  measurements  are  linear  functions 
of  the  state  vector: 


z  = 


=  Bx  (9) 

The  measurement  matrix  B  now  consists  of  two  sub-matrices,  the  unity  matrix,  and  a  matrix 
relating  the  currents  and  the  system  state.  This  latter  sub-matrix  is  similar  to  the  familiar 
admittance  matrix  of  the  power  system.  In  any  case,  the  important  point  is  that  equation  (9) 
is  linear.  Since  B  is  a  complex  matrix,  the  WLS  solution  is  now  given  by 

X  =  (B'*'W“^B)“^Btw“^z  (10) 
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Equation  (10)  can  be  much  simplified  by  using  the  known  structure  of  the  admittance  matrix 
elements. 

An  interesting  distinction  of  the  phasor  measurement  technique  is  that  a  complete  system- 
wide  data  scan  is  not  needed  to  complete  the  estimation  process.  The  measured  positive 
sequence  voltages,  with  appropriate  data  validation  done  at  the  source,  can  be  used  directly. 
Thus,  if  the  partial  state  vector  is  useful  is  some  applications,  it  can  be  put  to  use  imme¬ 
diately.  For  example,  the  phase  angle  between  two  regions  of  a  network  may  be  measured 
directly,  in  order  to  assess  the  inter-regional  power  transfer,  without  having  to  measure  the 
connecting  network,  and  then  estimating  the  phase  angle.  In  the  next  two  sections,  other 
examples  of  uses  of  partial  state  vector  measurements  will  be  discussed. 

Improved  Control  with  Phasors 

It  is  possible  to  improve  post-disturbance  power  system  performance  using  control  schemes 
based  on  real-time  phasor  measurements.  Present  day  controllers  which  act  in  such  situa¬ 
tions  are  restricted  by  the  limited  (local)  nature  of  the  measurements  available  to  the 
controller.  If  synchronized  phasor  measurements  from  throughout  the  system  are  available, 
the  quality  of  the  control  can  be  improved  considerably.  Such  controllers  for  dynamic 
stability  enhancement  of  AC/DC  systems,  and  the  application  of  real-time  phasor  measure¬ 
ments  in  generator  exciter  and  speed  governing  system  control  has  been  reported  in  the 
technical  literature.  The  key  idea  is  to  replace  the  non  linear  differential  equation  describing 
power  system  dynamics 

X(t)  =  f(x(t),u(t))  (11) 

by  an  equation  that  linearizes  f,  and  then  collects  the  remainder  as  a  correction  term 

x=Ax+Bu+(  f(xQ+x  ,u)  -  A  X  -  B  u]  (12) 

Note  that  this  equation  (12)  is  not  an  approximation,  it  is  in  fact  the  same  as  equation  (11). 
One  may  treat  the  term  in  the  bracket 

r(t)  =  f(xQ+x  ,u)  —  Ax  —  Bu  =  x-  Ax  —  Bu  (13) 

as  a  correction  term,  which  is  some  unknown  function  of  time.  If  sufficient  observations  of 
x(t)  are  available,  r(t)  can  be  predicted,  and  an  optimal  control  law  determined  for  the 
original  system  of  equation  (11).  The  resulting  control  law  has  several  interesting  properties, 
and  it  has  been  shown  that  the  computational  burden  in  the  real-time  control  function  can  be 
accommodated  in  modern  microcomputer  based  implementation. 

In  summary,  we  may  say  that  real-time  phasor  measurements  provide  highly  beneficial  feed¬ 
back  to  various  controllers  in  use  in  power  systems.  Although  a  complete  state  vector 
feedback  would  be  ideal,  even  partially  observed  states  can  help.  With  currently  available 
communication  channel  speeds,  the  feedback  can  be  obtained  in  a  continuous  data  stream 
with  state  vector  sampling  periods  of  between  50  and  100  milliseconds.  This  makes  the 
feedback  most  appropriate  for  controlling  power  system  transients  which  lie  in  the  frequency 
band  of  0-5  Hz.  Thus,  most  phenomena  associated  with  electromechanical  oscillations  on 
power  systems  can  be  controlled  with  state  vector  feedback. 

Protection  with  Phasors 

Protection  is  a  form  of  control.  Phasors  play  an  important  role  in  protection  system  design. 
In  fact,  modern  phasor  measurement  techniques  originated  in  the  field  of  computer  relaying. 
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It  has  now  become  clear  that  synchronized  phasor  measurements  can  be  of  great  use  in  many 
of  the  protection  applications.  Although  phasors  may  be  used  in  many  relaying  tasks,  their 
full  impact  is  felt  in  the  new  field  of  adaptive  relaying.  Adaptive  Protection  is  a  protection 
philosophy  which  permits  and  seeks  to  ma^  adjustments  in  various  protection  junctions  auto 
maticaMy  in  order  to  make  them  more  attuned  to  prevailing  power  system  conditions.  The  idea 
of  adaptive  relaying  is  an  old  one.  Thus,  existing  protection  systems  try  to  adapt  to  changing 
system  conditions  in  a  limited  manner.  However,  the  advent  of  computer  relaying  has  added 
a  new  dimension  to  this  idea.  For  the  first  time,  it  is  possible  to  imagine  protection  systems 
which  can  have  dynamic  settings,  in  order  to  provide  the  best  protection  possible  in  a  chan¬ 
ging  environment.  Of  course,  not  all  relay  characteristics  are  amenable  to  adaptive  adjust¬ 
ments.  And,  one  must  take  care  that  in  case  of  failures  of  the  adaptive  features,  the  relays 
revert  to  their  pre— adaptive  mode  of  operation.  A  number  of  studies  of  adaptive  relaying 
have  appeared  in  the  technical  literature  in  recent  years.  We  will  consider  one  example  to 
give  the  flavor  of  this  new  and  exciting  development. 

Detection  of  Instability 

This  problem  impacts  many  protection  and  control  applications.  As  the  power  system  under¬ 
goes  oscillations  of  synchronizing  power  following  a  disturbance,  it  would  be  extremely  useful 
to  know  in  real-time  whether  the  swing  under  development  is  going  to  lead  to  an  instability. 
At  present,  this  problem  cannot  be  solved  for  a  completely  general  system,  but  progress  can 
be  made  in  case  of  systems  with  two  areas  of  concentrated  load— generation  complexes,  con¬ 
nected  together  by  somewhat  weak  interconnections.  These  systems  behave  like  the  class' cal 
two-machine  system.  The  detection  of  instability  for  such  a  problem  is  equivalent  to  an 
evaluation  of  the  balance  between  the  accelerating  and  decelerating  powers  using  the  equal 
area  criterion.  If  S(t)  is  the  angle  between  the  two  equivalent  machines,  the  set  of  obser¬ 
vations  {4;k  =  1*  •  -  n}  can  be  used  to  predict  the  balance  between  the  accelerating  and  dece¬ 
lerating  areas  on  the  P-^  plane.  It  has  been  observed  that  observations  made  over  one  quar¬ 
ter  of  the  period  of  the  electromechanical  oscillation  are  sufficient  to  provide  a  reliable 
estimate  of  the  outcome  of  a  power  swing. 

As  mentioned  before,  no  such  results  for  the  general  case  of  multi -machine  oscillations  exist 
at  this  time.  Several  promising  approaches  to  this  problem  -  such  as  the  method  of  Potential 
Energy  Boundary  Surface,  and  Extended  Equal  Area  -  are  currently  under  investigation. 

SUMMARY  AND  CONCLUSIONS 

Synchronized  measurement  of  power  system  parameters  is  now  achievable  with  the  time 
transmissions  of  the  GPS  satellites.  The  hardware  costs  associated  with  such  a  measurement 
system  are  comparable  to  those  of  other  relays  and  measurement  systems  in  general  use  at 
present.  The  synchronized  phasor  measurement  systems  are  likely  to  have  a  significant 
impact  on  all  aspects  of  power  system  operations  in  the  coming  years,  and  will  usher  in  an  era 
of  electric  power  networks  operating  with  greater  efficiency  and  security. 

FOR  FURTHER  READING 

Transactions  of  IEEE  on  Power  Apparatus  and  Systems  contain  many  of  the  research  results 
described  above.  The  book,  “Computer  Relaying  for  Power  Systems”,  by  A.  G.  Phadke  and 
J.  S.  Thorp,  gives  a  coherent  account  of  some  of  these  developments. 
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TIME  CONCURRENCY  /  PHASE-TIME 
SYNCHRONIZATION 

IN  DIGITAL  COMMUNICATIONS  NETWORKS 


Masami  KIHARA  and  Atsushi  IMAOKA 
NTT  Transmission  Systems  Laboratories 


Abstract 

Digital  communications  networks  have  the  intrinsic  capability  of  lime  synchronization  which 
makes  it  possible  for  networks  to  supply  time  signals  to  some  applications  and  services. 

A  practical  estimation  method  for  the  time  concurrency  in  terrestrial  networks  is  presented.  By 
using  this  method,  time  concurrency  capability  of  the  NTT  (Nippon  Telegraph  and  Telephone 
corporation}  digital  communications  network  is  estimated  to  be  better  than  300  ns  rms  at  a 
advanced  level,  and  20  ns  rms  at fnal  level. 


INTRODUCTION 

In  current  digital  telecommunication  networks,  highly  stable  frequency  signals  are 
distributed  as  a  standard  frequency.  Master-slave  synchronization  is  generally  adopted  to 
synchronize  all  nodes  in  these  networks.  A  unique  master  node  and  other  slave  nodes  compose 
a  hierarchically  topological  tree  structure  which  Is  gradually  growing  with  the  expansion  of 
digital  networks.  In  master-slave  synchronization,  however,  this  growth  causes  the  extension  of 
logical  depth,  namely  an  increase  in  the  number  of  links.  Consequently,  the  punly  and  stability 
of  standard  frequencies  are  being  degraded. 

There  are  two  effective  ways  to  prevent  such  degradation.  One  is  a  new  standard  frequency 
distribution  ^'Stem  named  the  Primary  Reference  Clock  developed  by  AT&T  that  receives  GPS 
signals  and  can  distribute  a  highly  stable  reference  (1).  This  ^stem  can  reduce  the  number  of 
links  in  a  synchronization  hierarchy  since  reference  signals  are  regenerated  in  nodes  dispersed 
throughout  the  U.S. 

The  other  way  is  the  phase-time  synchronization  described  here.  Traditional  master-slave 
synchronization  Is  actually  S3mtonlzatlon,  even  though  phase-locked  loop  systems  are  used  in 
slave  nodes.  We  suggest  a  new  system  which  can  provide  true  synchronization  m  both  phase- 
time  synchronization  and  time  concurrency  through  reference  time  signal  distribution. 

Such  distribution  to  all  telephone  offices  and  subscriber  sites  can  also  provide  time 
concurrency  for  certain  aspects  of  ^sterns  which  are  improved  by  accurate  time  signals,  such  as 
time  management  in  network  operation  systems,  time  stamping  in  distributed  computer 
^sterns,  and  navigation  in  digital  mobile  systems. 

We  assume  that  the  present  network  S3mchronIzation  (i.e.  frequency  synchronization)  is 
being  changed  to  accommodate  time  s3mchronlzation.  in  which  reference  time  signals  will  be 
distributed  over  digital  paths  composed  of  optical  transmission  and  digital  radio  systems.  The 
high  capability  of  the  terrestrial  digital  network  for  time  transfer  is  presented  here. 
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Fig.  1  Basic  configuration  of  lime  distribution  link 


PHASE-TIME  SYNCHRONIZATION  NETWORK 

The  performance  of  time  synchronization  can  be  evaluated  by  relative  phase-time  stability 
and  absolute  time  concurrency.  In  our  new  ^mchrordzation  system,  these  characteristics  arc 
simultaneously  accomplished  by  transmission  dela>  compensation.  The  measurement  of  the 
round-trip  delay  in  digital  paths  allows  a  transmission  delay  correction  because,  for  the  most 
part,  outgoing  and  incoming  paths  in  digital  transmission  sy-stems  have  the  same  transmission 
delay  and  are  laid  under  the  same  circumstances. 

Network  topology  for  time  synchronization  follows  the  master-slave  hierarchy,  in  which  a 
unique  tune  master  node  generates  reference  time  signals  that  are  distributed  to  other  slave 
nodes.  The  basic  configuration  of  the  time  distribution  link  is  shown  in  Fig.  1.  A  higher  node 
measures  a  round-tnp  delay  and  transfers  the  half-transmission  delay  as  delay  information  to  a 
lower  node.  The  lower  node  compensates  the  time  signal  according  to  the  received  delay 
information. 
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ElapseJ  Time  (day) 

Fig.  3  (a)  Measured  wander  and  (b)  compensated  wander 


TIME  SYNCHRONIZATION  CAPABILITY 
Timv;  -^^ynchroDization  topology 

The  topology  of  the  master-slave  method  Is  mostly  determined  by  geographical  situations 
sinre  noae  location'^  are  settled  Independent  of  transmission  systems.  Therefore,  characteristics 
of  future  time-S5mchronlzatlon  networks  can  probably  be  estimated  based  on  the  analysis  of  the 
current  syntonlzatlon  system  in  an  existing  n.::twork.  The  hierarchical  tree  for  the  time 
synchronization  network  is  shown  in  Fig.  2.  For  this  topology  we  selected  400  nodes  out  of 
NTTs  simchronized  network.  There  are  7  layers.  The  top  one  is  v-alled  the  master  layer  and  they 
are  connected  through  6  links. 


Relative  phase  cime  synchronization  capability 

Arrival  time  dispersior:  of  time  signals  is  determined  by  long-term  delay  variation  in 
transmission  lines  due  to  temperature  change  in  transmission  cables  originating  from  the 
environment.  This  variation,  called  wandei ,  corresponds  to  relative  phase-time  synchronization 
s-abllity  and  its  influence  can  be  reduced  by  measuring  round-trip  delay.  Practical  wander  is  on 
the  order  of  micro  seconds  as  shown  in  Fig.  3  (a).  This  is  one  of  the  results  obiained  through 
measuring  an  approximately  2400-km  transmission. path  in  the  terrestrial  NTT  network  for  7 
months.  The  influence  of  this  wander  is  compensated  to  be  within  50  ns  by  the  time 
Qistribution  link,  as  shown  m  Fig.  3  (b).  Furthermore,  Altering,  whose  time  constarit  is  100  to 
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1000  s,  decreases  timing  Jitter  caused  by  multiplexers  and  demultiplexers,  and  can  achieve 
about  2  ns  relative  time  S3mchronlzation. 

The  accumulation  of  these  measured  results  has  yielded  the  experimental  equation  for  the 
relation  between  the  transmission  path  length.L  in  kin,  and  the  relative  time  synchronization, 

ATrciaiivc  in  ns  as  follows: 


^Ti-eiative~Ki"  L  +  Ko_  (j) 

Constants,  and  Kq  are  5x10"'*  ns  and  0.8  ns  in  the  6.312  Mb/s  digital  path.  is  the 

factor  of  the  as5mimetry  in  round-trip  delay  compensation.  Kq  is  the  factor  of  the  delay 
as3nnmetry  in  digital  circuits.  Relative  time  synchronization  stability  is  consequently 
proportional  to  transmission  length. 


Absolute  time  synchronization  capability 

The  above  time  compensation  method  simultaneously  enables  absolute  time  concurrency; 
however,  residual  time  errors,  which  correspond  to  the  difference  between  transmission  delays 
of  the  outgoing  and  incoming  paths  in  the  round-trip  compensation,  degrade  it  [2].  The  delay 
difference  is  caused  by  variations  in  the  cable  length  which  depends  on  the  number  of  fiber 
fusion  splices,  fiber  connections  by  connecters  and  the  delay  difference  in  connections  between 
multiplexers.  As  time  concurrency,  the  following  model  can  be  employed  in  the  event  time  errors 
are  not  correlated: 

'^I'absolutc  =VKfs^Nfs  -(•  Kfc^Nrc  +  Kic^Njc  (2) 

Kfs:  time  difference  in  fiber  fusion  splices 

Krc;  time  difference  in  the  fiber  connection  of  repeaters  and  multiplexers  by  connecters 

Kic:  time  difference  due  to  multiplexer  connections  In  an  intra-office 

Nfs:  number  of  fiber  fusion  splices 

Nrc:  number  of  fiber  connections 

Nic:  number  of  multiplexer  connections 

In  Fig.  3  (b),  absolute  time  concurrency,  ATabsoluic,  is  100  ns.  This  value  can  be  estimated 

on  the  condition  that  Kfs  and  Krc  are  2  ns  rms,  Kjc  is  20  ns  rms,  Nfs  is  1 128,  Nrc  is  240  and  Nic 
is  64. 

The  time  difference  from  UTC  Is  not  presented  here.  It  is  important  not  to  guarantee  UTC 
Itself,  which  is  maintained  by  governmental  facilities,  but  rather  to  trace  it.  Guaranteeing  UTC 
itself  Is  beyond  the  work  of  telecommunication  companies. 


TIME  CONCURRENCY  PERSPECTIVES 


Time  synchronization  performance  is  influenced  by  the  transmission  path  configuration  for 
transfer  time  signals  and  by  timing  clock  systems  which  supplies  timing  clocks  to  digital 
systems  in  transmission  paths.  These  constituent  elements  in  networks  classify  the  time 
concurrency.  This  classification  also  shows  the  transition  stream  of  the  progress  in  time 
S3mchronlzatlon.  The  different  configurations  shown  in  Figs.  4,  6  and  8  can  be  considered  in 
terrestrial  dig  .  al  networks.  The  time  transition  is  classified  into  5  stages. 
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Fig.  4  Entiy  level  time 
distribution  configuration 


Time  concurrency  distribution 
in  stage  2 
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Fig.  6  Advanced  level  time 
distribution  configuiation 


Fig.  7  Time  concurrency  distribution 
in  stage  3 
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Fig.  8  Final  level  time  distribution 
configuration 


Fig.  9  Time  concurrency  distribution 
in  stage  5 


371 


Entry  level  (Stages  1  and  2) 

One  of  the  most  practical  configurations  Is  time  transfer  via  low-speed  digital  paths  such  as 
the  modem  links  and  64  kb/s  ISDN  shown  in  Fig.  4.  Since  these  paths  include  synchronous 
digital  multiplexers  and  exchanges,  uncertainty  in  time  concurrency  is  on  the  order  of  100  ps 
and  is  equivalent  to  the  amount  of  frame  memories  installed  in  those  systems.  Practical 
measurements  in  such  systems  have  been  &i.„.vn  by  D.  W.  Allan  and  others  (3]  [4].  Time 
concurrency  in  stage  1  can  be  estimated  to  be  100  lo  200  ps. 

It  Is  possible  to  eliminate  the  influence  of  frame  memories  if  paths  are  composed  of 
asynchronous  digital  multiplexers  using  pulse  justification  up  to  the  highest  hierarchy.  In  thcoc 
situations,  phase-time  variations  of  timing  clocks  remain  in  the  total  time  uncertainty.  Two 
timing  clock  configurations  are  possible  at  both  ends  of  paths  in  time  control  systems, 
synchronized  timing  clocks  supplied  by  the  existing  frequency  synchronization  (syntonization), 
and  individual  timing  clocks  generated  by  independent  oscillators. 

Wander  appearing  in  synchronized  timing  clocks  is  gradually  increasing  according  to  digital 
network  expansion.  In  stage  2,  time  concurrency  can  be  estimated  at  this  time  to  be  within  10 
ps  using  these  clocks.  If  stage  2  is  introduced  in  the  existing  networks,  time  concurrency 
distribution  can  be  calculated  In  Fig.  5  based  on  the  hierarchical  tree  shown  in  Fig.  2. 

Advanced  level  (Stage  3) 

Individual  timing  clocks  can  prevent  the  influence  of  network  expansion  in  master-slave 
synchronization.  These  clocks  can  be  Indirectly  synchronized  in  frequency  by  the  phase-time 
synchronization  shown  in  Fig.  1  (Fig.  6). 

In  stage  3,  where  there  are  multi-links  of  digital  paths  for  the  time  transfer,  time 
concurrency  is  determined  by  the  number  of  repeaters  and  fusion  splices  in  fiber  connections, 
which  varies  with  a  transmission  cable  length,  and  by  the  number  of  connections  between 
multiplexers  in  intra-offices.  The  factor  of  multiplexer  connections  is  dominant  in  these 
situations  and  it  can  be  estimated  within  300  ns  rms  as  shown  Fig.  7. 


Final  level  (Stages  4  and  5) 

If  the  virtual  container  In  SDH  (Synchronous  Digital  Hierarchy)  can  be  used  for  the  time 
transfer,  the  su.gle-linking  of  digital  paths  is  possible  (Stage  4).  However,  time  concurrencj.  can 
not  be  dramatically  Improved  even  if  the  single-link  between  time  synchronized  nodes  is 
introduced.  Whe.i  the  initial  time  setting  is  adopted  together  with  the  single-linlt  configuration, 
time  concurrency  can  obtain  the  highest  performance  (Fig.  8).  Its  distribution  is  shown  in  Fig.  9 
and  it  is  within  20  ns  rms  (Stage  5). 

The  first  half  of  time  concurrency  in  Fig.  9  results  from  uncertainty  in  the  initial  time 
setting.  There  are  two  ways  for  the  ini'ial  time  setung.  flying  clock  and  common  view  method  in 
GPS.  Uncertainty  in  the  initial  timi  setting  here  is  expected  to  be  within  10  ns  in  this 
estimation.  Using  conventional  Cesium  beam  standards  for  flying  clock  method,  the  setting 
accuracy  is  now  within  100  ns.  however,  it  will  be  improved  to  10  ns  by  applying  new  oscillators 
such  as  optically  pumped  Cesium  standards.  If  the  initial  time  setting  can  correct  the  residual 
time  error,  the  second  half  of  time  concurrency  shown  in  Fig.  9  is  determined  by  relative  phase¬ 
time  synchronization  calculated  by  Eq.  (1).  It  can  also  be  estimated  to  be  within  10  ns  rms. 

Time  concurrency  transition 

Time  concurrencies  in  each  level  are  shown  in  Fig.  10.  The  entry  level  providing  time 
concurrency  within  1  ms  Is  an  area  in  the  application  coping  with  1  second.  In  the  advanced 
level,  time  concurrency  within  1  ps  enables  time  stamping  for  di.»tnbuted  data  base  and  network 
operation  systems,  and  provides  lime  synchronization  in  comparath  ^,y  lower  speed  digital 
signals.  The  final  level  Is  effective  in  future  TDMA  such  as  next-generation  cellular  phone 
^sterns,  and  can  also  contribute  to  academic  applications  such  as  geophysics  and  astronomy. 
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Fig.  10  Time  concurrency  transition  stream 


CONCLUSION 

We  presented  the  possibility  of  submicro-second  time  concurrency  in  a  400-node  scale 
telecommunication  network  with  a  maximum  transnusslon  length  of  approximately  2400  km. 
This  scale  is  similar  to  that  of  NTT  networks  in  Japan,  however,  this  estimation  method  can  b** 
applied  to  other  networks  in  other  countries. 
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QUESTIONS  AND  ANSWERS 


David  Allan,  NIST:  Did  I  understand  you  to  say  that  you  are  planning  to  use  time  division 
multiplexing  for  communication  networks? 

Mr.  Kihara:  Yes,  the  most  important  application  is  time  division  multiplexing  systems. 

Mr.  Allan:  Can  you  tell  us  how  much  more  efficiency  you  expect  from  this  new  system? 

Mr.  Kihara:  I  am  not  sure. 
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Abstract 

This  paper  presents  the  philosophy  adopted  by  Cable  and  Wireless  for  the  synchronization  of  its  world¬ 
wide  network.  It  identifies  the  architectures  of  some  of  the  clock  systems  already  deployed  and  how  network 
synchronization  has  been  implemented  at  selected  locations.  This  includes  some  innovative  designs  as  the 
network  spans  both  first  and  third  world  countries  with  a  combination  of  North  American  and  European 
hierarchy  equipment.  Different  parts  of  the  global  network  are  linked  together  by  a  combination  of  terrestrial 
microwave,  submarine  cable  and  satellite  technobgy.  The  paper  also  addresses  the  impact  of synchronization 
on  Intelsat  IDR  operation  and  the  restoration  of  submarine  cable  systems. 

Tne  paper  does  not  attempt  to  identify  details  of  all  the  clock  systems  deployed  by  Cable  and  Wireless  and 
its  subsidiary  companies  world-wide,  rather  a  snapshot  of some  of  these  systems  is  presented. 


The  Cable  and  Wireless  Network 

The  Cable  and  Wireless  Group  is  one  of  the  world’s  leading  telecommunications  operators.  The 
company  is  establishing  a  global  digital  telecommunications  network  connecting  the  world's  primary 
economic  and  financial  centers.  Private  submarine  fiber  optic  cables  link  the  Group’s  operations  In 
Europe,  North  America,  and  the  Pacific  Rim  via  Japan  and  Hong  Kong.  In  the  contiguous  United 
States,  Cable  and  W'ireless  Communications  Incorporated  provides  an  all  digital  broadband  network 
wliich  is  90%  fiber  optic,  and  within  reach  of  80%  of  the  US  business  population.  In  Bermuda,  Cable 
and  Wireless  has  interfaced  its  PTAT-1  cable  with  another  submarine  fiber  optic  cable  CARAC. 
The  CARAC  cable  interconnects  with  Tortola  in  the  British  Virgin  Islands  and  from  ther-e  south 
to  Trinidad  via  the  Group’s  Eastern  Caribbean  Microwave  System.  This  connects  with  most  of  the 
fourteen  nations  the  Group  serves  in  the  West  Indies. 

Cable  and  Wireless  owns  and  operates  many  satellite  earth  stations  in  locations  in  the  .ALtlantic,  Pacific 
and  Indian  Ocean  Regions  of  tlie  Intelsat  system. 


Synchronization  Philosophy 


The  Cable  and  Wireless  Global  Network  is  evolving  into  a  fully  digital  network  using  Plesiochronous 
Digital  Hierarchy  (PDH)  equipment.  The  network  is  split  into  separate  regional  or  national  net¬ 
works,  each  of  which  is,  or  will  be,  synchronous  at  the  primary  rate  (154-1  kbit/s  or  20-18  kbit/s) 
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and  below.  Each  Regional  or  National  network  is  synchronized  using  the  Hierarchical  Master-Slave 
Synchronization  method.  Each  network  conforms  to  a  network  synchronization  plan  which  has  been 
formulated  following  CCITT  Recommendations  G.811  and  G.812  (Red  and  Blue  Books).  As  a  result, 
the  hierarchical  clock  performances  comply  with  the  following: 


Level 

Clock  Performance  Requirements 
Drift/Day  Frequency  Offset 

CCITT 

Rees 

Remarks 

1 

- 

1  X  10"" 

G.811 

Network  Reference  Clock  co-lorated 
with  International  Switching  Center. 

2 

1  X  10-^ 

5  X  10-^° 

G.812 

Co-located  with  National  trunk  ex¬ 
change. 

3 

2  X  10-® 

1  X  10-8 

G.812 

Local  Exchanges 

4 

- 

5  X  10-5 

G.700 

series 

Primary  rate  multiplexers  and  Re¬ 
mote  Line  Units  (RLU’s) 

Where  the  Local  Exchange  Clocks  have  a  lower  performance  than  that  shown,  additional  synchroniza 
tion  links  are  provided  to  improve  the  avciilability  of  network  timing  traceable  to  the  net  vork  reference 
clock.  This  ensures  that  timing  performance  in  free-run  or  holdover  meets  the  networl;  requirements 
of  Cable  and  Wireles*; 

This  timing  strategy  also  ensures  that  network  timing  meets  the  requirements  necessary  to  achieve  ti  c 
end-to-end  slip  performance  identified  in  CCITT  Recommendation  G.822,  which  calls  for  less  than  5 
slips  in  24  hours  on  any  64  kbit/s  connection. 

Cable  and  Wireless  have  chosen  to  procure  stand-alone  reference  clocks  and  Level  2  clocks,  and  to 
implement  a  Building  Integrated  Timing  System  approach  to  their  deplojmcnt.  This  approach  en 
sures  independence  of  the  sjnehronization  system  from  the  telecommunications  cquipmei.l  deployed. 
Adai"  ./.lally,  it  provides  flexibility  in  expansion  and  avoids  vendor  dependence. 

Each  Regional  or  National  network  interworks  witli  other  regional  or  national  networks  plcsiochronouslj 
Buffers  are  incorporated  in  all  equipment  interfacing  with  international  streams. 

Typically,  the  Level  1  Reference  clocks  are  either  caesium  or  Loran-C  based.  They  have  an  accuracy 
which  exceeds  7  parts  in  10‘^  and  are  designed  to  meet  an  availability  of  99.999%.  The  Level  2  clock 
systems  are  stand-alone  network  elements  which  typically  exhibit  a  drift  performance  of  less  than  1 
part  in  10'°  per  day  in  holdover,  and  use  digital  phase  lock  loop  timing  recovery  circuits.  Each  clock 
system  can  be  operated  manually  to  support  maintenance  and  trouble  shooting. 

In  each  network,  timing  is  distributed  downstream  through  the  synchronization  hierarchy  of  clocks, 
using  the  traffic  carrying  primary  rate  streams.  Clock  recovery  occurs  at  each  node  in  the  hierarchy. 
The  streams  chosen  for  distribution  of  timing  are  direct  between  synchronization  network  elements 
and  avoid  any  intermediate  processing  at  the  primary  rate  and  below.  By  this  means  all  clocks  in 
the  network  are  timed  traceable  to  the  Network  Reference  Frequency  Standard  (NRFS)  or  Reference 
Clock.  Jitter  accumulation  is  reduced  to  a  minimum  by  using  timing  recovery  circuits  equipped  with 
phase  lock  loops  with  very  low  cut-off  frequencies. 


376 


Cable  and  Wireless  has  adopted  a  philosophy  of  distributing  the  reference  clock  at  more  than  one 
location  primarily  for  strategic  and  security  reasons.  This  approacli  is  designed  to  enhance  survivability 
and  ensure  the  continuance  of  network  timing  traceable  to  a  reference  clock,  even  during  periods  of 
catastrophic  failure. 

Each  clock  sub-system  is  a  hybrid  Level  1  and  Level  2  clock.  At  any  point  in  time,  only  one  of  the  sub 
systems  provides  the  network  reference  (Level  1  operation),  the  other  sub  systems  recover  timing  from 
incoming  primary  rate  streams  clocked  from  the  reference  sub  system's  location  (Level  2  operation). 
The  architecture  of  a  sub-system  is  as  shown  in  Figure  1. 

Control  of  this  distributed  reference  clock  system  has  been  elfexted  in  two  ways.  Some  of  the  systems 
already  deployed  use  telemetry  over  modem  channels,  others  utili^e  telemetry  embedded  in  the  piirnaiy 
rate  frame. 

The  system  deployed  in  the  Eastern  Caribbean  Network  makes  use  of  the  2048  kbit/s  primary  rate 
frame  structure.  This  has  a  number  of  spare  bits  available  for  use  by  the  network  provider.  These 
are  located  within  time  slot  zero  of  the  frame  not  containing  the  frame  alignment  word.  The  system 
consists  of  three  sub-systems,  each  being  a  hybrid  Level  ]  and  2  sy  stem.  The  status  of  each  sub-sy  stem 
is  signaled  to  the  other  two  sub-systems  using  the  spare  bits. 

The  system  deployed  in  Hong  Kong  has  two  sub  systems  which  communicate  their  status  to  eacli 
other  over  a  modem  channel.  This  philosophy  is  also  being  adopted  for  the  system  being  deployed 
in  Jamaica.  The  reason  for  this  is  that  the  Jamaica  network  is  based  on  the  North  American  digital 
hierarchy  and  there  is  "o  available  integral  telemetry  facility  embedded  into  the  1.314  kbit/s  standaid 
frame  structure  at  this  time.  (See  below  for  Facilities  Data  Link). 

A  Loran-C  based  reference  clock  has  been  operating  in  the  Bermuda  network  for  three  yc  .rs  without 
loss  of  timing.  A  fully  redundant  clock  architecture  is  employed  using  the  configuration  shown  in 
Figure  2.  Two  Loran-C  receivers  lock  to  different  Loran  chains  and  can  automatically  acquire  a  thiid 
chain  if  any  of  the  selected  chains  fail.  A  similar  system  will  shortly  be  installed  in  the  Cayman  Islands. 

Each  Level  2  clock  has  a  fully  redundant  architecture  with  a  configuration  as  shown  in  Figure  3- 
The  timing  recovery  systems  have  selectable  time  constants,  thereby  allowing  the  phase  lock  loop 
cut-off  frequency  to  be  adjusted  to  optimize  Jitter  and  wander  rejection.  They  have  a  capture  range 
of  3  parts  in  10'.  In  holdover  mode  they  can  provide  G.811  compatible  performance  for  10  hours  oi 
longer.  This  means  that  disruptions  to  the  sy  nci.ronization  distribution  network  are  transparent  to 
the  telecommunications  traffic  being  carried  by  the  network. 

Cable  and  Wireless  have  adopted  an  approach  of  quality -marking  2018  kbit/s  primary  rate  streams 
used  to  distribute  synchronization.  Such  streams  arc  at  present  marked  to  indicate  traceability  to  the 
reference  clock.  Loss  of  traceability  results  in  a  simple  bit  flip  from  the  0  state  to  the  1  state.  The  bit 
chosen  for  this  is  bit  5  in  time  slot  zero  of  the  frame  not  containing  the  frame  alignment  word. 

For  networks  based  on  the  North  American  digital  hierarchy,  the  1311  kbit/s  c.xtended  frame  super 
frame  can  be  used  to  provide  this  facility  .  There  is  a  I  kbit/s  data  channel  in  this  frame  structure,  and 
specific  code  words  may  be  standardized  for  synchronization  use.  Although  not  available  at  present, 
the  “facilities  data  link”  will  be  used  if  it  meets  Cable  and  Wireless  requirements. 

For  example,  in  the  Eastern  Caribbean  Network,  the  timing  quality  of  the  stream  is  signaled  to 
indicate  whether  it  is  traceable  to  caesium  or  not.  Each  of  the  Cable  and  Wirclcso  operated  islands  in 
the  network  have  a  slave  clock,  which  is  able  to  interrogate  each  synchronization  st.^ai.r  and  lock  to 
whichever  indicates  its  timing  is  traceable  to  the  network  reference. 
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Cable  and  Wireless  operates  the  telecommunications  of  a  number  of  small  island  nations  where  the 
only  international  routes  are  via  the  Intelsat  satellite  system.  Typically,  these  systems  now'  conform 
with  the  Intelsat  Earth  Station  Standard  (lESS)  308,  which  details  the  performance  characteristics  fui 
Intermediate  Data  Rate  (IDR)  digital  carriers.  Where  the  location  offers  only  analog  services  (Voice  or 
voice  band  data)  the  IDR  equipment  is  loop- timed  to  the  distant  end  where  a  double  Doppler  buffer  is 
employed  on  the  receive  equipment  to  absorb  the  Doppler  delay  variation.  However,  where  the  location 
operates  a  direct  digital  service,  via  IDR,  to  more  than  one  destination,  there  is  a  need  to  provide  a 
cost  effective  reference  clock  to  meet  the  network’s  synchronization  requirement.  The  solutioir  maj 
come  in  the  form  of  a  low  cost  GPS-based  system,  or  alternatively  a  slave  standard  approach.  In  the 
latter  case,  it  may  be  possible  to  extract  and  average  timing  from  a  number  of  IDR  streams  of  know  n 
quality  and  dr've  a  quartz  standard  to  emulate  the  performance  requirements  imposed  by  CCITT 
Recommendation  G.811. 

Successful  IDR  operation  requires  an  acceptable  slip  performance  for  the  satellite  section.  The 
Doppler/plesiochronous  buffer  found  within  the  IDR  equipment  must  be  clocked  out  by  a  clock  trace 
able  to  a  G.811  compatible  reference.  A  typical  configuration  is  shown  on  the  attached  drawing.  Figure 
4  (lower  half).  Here  the  clock  is  recovered  from  the  ‘transmit  to  satellite’  stream  (within  the  IDR 
equipment),  and  used  to  clock  out  the  ’receive  from  satellite’  stream  from  the  buffers.  However,  some 
IDR  modems  are  unable  to  perform  this  functioii  and  require  a  separate  external  clock  input  to  the 
buffer.  All  digital  streams  at  the  primary  rate  and  below  are  timed  traceable  to  the  reference  clock. 
Therefore,  the  slip  performance  for  a  20-18  kbit/s  or  154-1  kbit/s  prim.^;>  rate  IDR  path  will  be  of  the 
order  of  1  slip  in  70  days. 

Higher  order  multiplexers,  such  as  the  hybrid  2  Mbit/s  to  45  Mbit/s  multiplexers  used  in  the  trans¬ 
mission  system,  shown  in  Figure  1  (lower  half),  are  not  normally  required  to  be  timed  traceable  to 
the  reference  clock.  These  higher  order  multiplexers  operate  timed  from  their  own  internal  quartz 
oscillators.  These  oscillators  operate  at  a  higher  frequency  than  the  combined  aggregate  tributary 
frequency  and  employ  a  technique  known  as  bit  stuffing  or  justification  to  maintain  tributary  synchro¬ 
nism.  This  ensures  that  the  timing  of  the  tributary  stream  is  mmntained  transparent  to  the  higher 
order  multiplexer. 

For  restciation  of  a  cable  system  it  is  more  efficient  to  be  able  to  restore  at  the  highest  bit  rate,  this 
is  currently  being  performed  at  45  Mbit/s.  At  the  45  Mbit/s  rate,  it  is  essential  that  the  higher  order 
multiplexer  transmitting  the  45  Mbit/s  aggregate  stream  is  timed  traceable  to  the  network  reference 
clock  (see  Figure  4  upper  half).  Failure  to  do  this  will  make  the  slip  performance  on  the  satellite 
section  unacceptable.  The  reason  for  this  is  that  within  the  higher  order  multiple.xer  the  internal 
quartz  clock  has  an  accuracy  of  20ppm.  If  this  multiple,xer  is  not  externally  timed  the  resulting  slip 
performance  may  be  as  bad  as  1  slip  every  3  seconds.  .-Additionally,  because  the  frame  of  the  45  Mbit/s 
aggregate  stream  bears  no  relationship  to  the  frame  structure  of  the  2  Mbit/s  tributary  streams  it 
transports,  every  slip  at  the  45  Mbit/s  level  will  result  in  a  re-frame  at  the  2  Mbit/s  level. 

To  achieve  acceptable  slip  performance  during  the  period  of  cable  restoration,  the  2  Mbit/s  to  45  Mbit/s 
higher  order  multiplexer  feeding  the  45  Mbit/s  IDR  modem  must  be  timed  from  the  reference  dock. 
Cable  and  Wireless  has  achieved  this  by  equipping  clock  systems  with  15  MHz  clock  interfaces  and 
feeding  this  to  the  external  clock  input  of  the  multiplexer.  This  ensures  that  the  15  Mbit/s  ‘transmit 
to  satellite’  bit  stream  has  acceptable  timing.  If  the  buffers  within  the  IDR  modems  are  centered  at 
the  start  of  the  restoration  period,  they  should  not  slip  during  the  likely  period  of  restoration,  this  is 
unlikely  to  last  for  longer  than  15  days.  All  parties  participating  in  a  cable  restoration  via  satellite 
must  ensure  that  their  ‘transmit  to  satellite’  streams  arc  timed  as  shown  in  Figure  1  (Upper  half). 
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Gable  and  Wireless  wholly  own  or  have  capacity  in  a  number  of  submarine  cable  systems.  Some 
examples  of  wholly-owned  systems  are  the  Private  TransAtlantic  Cable,  PTAT  1,  and  the  Bermuda  to 
Tortola  cable,  CARAC.  Efficient  restoration  via  satellite  for  such  systems  is  of  paramount  importance. 

The  clock  systems  deployed  in  the  Cable  and  Wireless  network  continue  to  operate  satisfactorily.  The 
Bermuda  Loran-C  system  has  operated  fault-free  since  its  installation  in  1987.  The  reception  of  the 
Loran-C  signal  has  been  interrupted  to  one  receiver  during  a  very  heavy  rain  storm  on  one  occasion 
only.  However,  the  fully  redundant  clock  system  architecture  proved  robust  enough  to  maintain  the 
timing  signal  outputs  traceable  to  Loran-C  continuously  during  this  period.  The  quality  of  the  timing 
signal  output  has  been  periodically  compared  with  that  from  a  portable  caesium  and  found  to  be  at 
least  as  accurate. 

The  distributed  caesium- based  Eastern  Caribbean  Clock  System  has  operated  satisfactorily  since  its 
installation  in  1989.  The  system  is  designed  to  measure  both  phase  and  time  interval  error  (TIE) 
between  its  own  internal  caesium  reference  and  the  streams  passing  through  it.  TIE  is  measured 
in  consecutive  time  periods  using  windows  of  duration  of  100,  1000,  and  10000  seconds.  Phase  is 
measured  as  a  running  total  and  so  can  be  analyzed  to  give  MRTIE  over  au  extended  period.  The 
alarm  system  flags  a  TIE  alarm  on  any  stream  which  exceeds  the  CCITT  Rec.  G.811  mask. 

The  result  of  measurements  in  Tortola  indicate  that  the  MRTIE  between  the  Cable  and  Wireless  net¬ 
work  and  the  AT&T  timed  streams  passing  through  St.  Thomas  in  the  US  Virgin  Islands  are  within 
the  CCITT  Rec.  G.811  mask.  The  MRTIE  between  Barbados,  Antigua  and  Tortola,  where  the  refer¬ 
ence  clock  sub  systems  are  located,  are  within  the  resolution  of  the  system.  The  system  is  consequently 
performing  exceptionally  well  and  indicates  that  the  complete  network  is  solidly  sy  nchronized. 

The  distributed  caesium-based  sy  stem  installed  in  Hong  Kong  Telecommunications'  network  is  based  on 
a  two  sub-system  clock  with  one  sub  system  installed  on  Hong  Kong  Island  and  the  other  in  Kowloon. 
The  MRTIE  measured  between  the  two  caesiums  is  of  the  order  of  2  parts  in  10^^.  The  system  has 
operated  satisfactorily  since  its  installation  in  1987.  Again  the  system  is  equipped  to  measure  both 
TIE  and  phase. 
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Rgure  1  DISTRIBUTED  REFERENCE  CLOCK  SUB  -  SYSTEM 


Rgure  2  BASIC  BLOCK  DIAGRAM  FOR  LORAN  -  C  BASED  REFERENCE  CLOCK 


ADDmO.'WL  EaUIPUENT.  NOT  PROViDcO  lNtIlAU.Y,  BUT  SYSTEM 
PRE-WKED  TO  «iOW  INSTALLATION  AT  A  LATER  DATE 
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Figure  3  LEVEL  2  SYNCHRONISATION  SYSTEM 


I 


Fgure  4  IDR  OPERATION  INCLUDING  CABLE  RESTORATION  VIA  SATELLITE 


MAIN  OFFICE 


EARTH  STATION 


BiTERNU.  aooc  _ 

20  p^ui.  ACCUBAW  □  .  lX)t9t£!Wl£SK)CJ5i0K00S 

n  Burra? 
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QUESTIONS  AND  ANSWERS 


Unidentified  Questioner:  Have  you  measured  the  availability  that  you  got  out  of  your  LORAN 
system? 

Mr.  Bodily:  The  only  system  that  we  have  had  running  for  any  length  of  time  is  ou>-  system  in 
Bermuda,  which  is  LORAN  based.  Out  of  the  three  years  that  we  have  had  the  system  in  operation, 
we  have  had  one  occasion  where  we  lost  the  signal,  and  that  was  due  to  a  hcavj  raiiiotorm.  Apart 
from  that,  there  have  been  no  outages.  Almost  100%  availability. 

Unidentified  Questioner  fro.rn  MCI:  When  the  processor  makes  the  choice  between  those  input 
references,  is  that  purely  based  on  the  quality  marker? 

Mr.  Bodily:  No.  In  the  Level  1  system  the  quality  markers  tend  to  be  ignored.  The  signal  processor 
will  measure  the  error  between  the  outputs  of  the  two  oscillators,  or  each  oscillator  and  the  cesium 
standard.  The  quality  marker  is  really  for  use  in  the  Level  2  and  Level  3  clocks.  It  gives  a  direct 
indication  as  to  whether  the  cesium  has  actually  failed. 
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INtERJNATIONAL  TWO-WAY  SATELLITE  TIME 
TRANSFERS  USING  INTELSAT  SPACE  SEGMENT 
AND  SMALL  EARTH  STATIONS 


L.  B.  Veenstra 

International  Telecommunications  Satellite  Organization 
3400  International  Drive,  N.W. 

Washington,  D.C.  20008-3098 


Abstract 

Tlte  satellite  system  operated  by  the  International  Telecommunications  Satellite  Organization  (INTEL¬ 
SAT)  provides  new  and  unique  capabilities  for  the  coordination  of  international  time  scales  on  a  world  wide 
basis  using  the  two-way  technique.  A  network  of  coordinated  clocks  using  small  satellite  earth  stations  colb- 
cated  with  the  time  scales  is  possible.  Antennas  as  small  as  1.8  mat  K-band  and  3  m  at  C-band  transmitting 
powers  of  less  than  1 W  will  provide  signals  with  timing  jitters  of  less  than  I  ns  using  existing  spread  spectrum 
modems. 

One  way  time  broadcasting  is  also  possible,  under  the  INTELSAT  INTELNET  system,  possibly  using 
existing  international  data  distribution  (press  and  financial)  systems  that  are  already  operating  spread  spec- 
trumsystems. 

The  technical  details  of  the  satellite  and  requirements  on  satellite  earth  stations  are  given.  Tlte  resources 
required  fora  regular  operational  international  time  transfer  service  is  analyzed  with  respect  to  the  existing 
international  digital  service  offerings  of  the  INTELSAT  Business  Service  (IBS)  and  INTELNET.  Coverage 
areas,  typical  link  budgets,  and  a  summary  of  previous  domestic  and  international  work  using  this  tech¬ 
nique  are  provided.  Administrative  procedures  for  gaining  access  to  the  space  segment  are  outlined.  Contact 
information  for  local  INTELSAT  signatories  is  listed. 

The  microwave  time  and  ranging  experiments  (MITREX)  modem  is  an  efficient  device  for  time  transfer 
via  satellite  using  spread  spectrum  techniques.  International  time  transfer  using  satellite  spread  spec¬ 
trum  techniques  regularly  will  probably  require  the  use  of  an  INTELSAT  space  segment.  There  are 
no  substantial  technical  problems  in  such  use.  However,  it  is  necessary  to  identify  the  operational  is¬ 
sues  of  using  this  system  in  the  INTELSAT  environment.  This  paper  describes  the  INTELSAT  service 
compatible  with  spread  spectrum  time  transfer  and  suggests  how  such  a  service  could  be  implemented. 


INTELSAT 

INTELSAT,  the  International  Telecommunications  Satellite  Organization,  with  headquarters  in  Wash¬ 
ington,  D.C.,  is  an  international  cooperative  of  119  member  nations  that  owns  and  operates  the  global 
commercial  communications  satellite  system  used  by  over  178  countries  around  the  world  for  interna¬ 
tional  communications  and  by  35  countries  for  domestic  communications.  A  fundamental  characteristic 
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of  tlie  system,  from  the  point  of  view  of  time  transfer  is  that  access  to  the  INTELSAT  space  segment 
is  controlled  by  various  national  entities,  usually  the  members  of  INTELSAT.  These  entities  are  re¬ 
sponsible  for  the  operation  of  earth  stations  accessing  INTELSAT  space  segment.  In  many  cases, 
these  entities,  the  posts,  telephones  and  telegraphs  (PT&T),  are  part  of  their  national  government 
or  are  chartered  by  their  governments  to  provide  access  to  INTELSAT.  The  earth  stations  may  be 
owned  directly  by  the  entities,  by  common  carriers  or  by  the  end  users,  depending  on  national  policy. 
INTELSAT  operates  only  the  space  segment  and  has  no  direct  role  in  the  operation  of  the  ground 
segment.  Thus,  time  transfer  users  will  need  to  arrange  with  their  national  entities  for  earth  station 
operation  and  for  the  right  to  use  INTELSAT  space  segment.  Appendix  1  of  this  paper  contains 
contact  points  for  these  entities  in  countries  of  interest  to  the  PTTI  community. 

Services 

Two  specialized  INTELSAT  services,  IBS  and  INTELNET,  are  intended  for  digital  links  to  small 
earth  stations.  INTELNET  in  particular,  has  enough  flexibility  in  its  technical  description  to  allow 
the  operation  of  a  spread  spectrum  time  transfer  link. 

INTELNET 

INTELNET  was  designed  to  facilitate  the  operation  of  very  small  earth  stations  in  one  way  data 
broadcasting  and  two  way  low'  speed  data  transfers.  Spread  spectrum  operation  is  allowed,  along  with 
conventional  BPSK  or  QPSK  modulation.  Operation  under  the  INTELNET  service  description  is 
specifically  authorized  for  very  small  antennas. 

Space  segment  is  leased  in  “bulk”  under  the  INTELNET  service.  This  offering  is  defined  in  terms  of 
specific  transponder  bandwidths  with  a  corresponding  allocation  of  power.  Any  required  bandwidth 
may  be  used,  with  the  resources  scaled  from  the  defined  allocation.  For  example,  at  K-band,  a  lease 
of  100  Khz  capacity  would  provide  8.G  dBW  of  transponder  power.  A  lease  of  2.25  MIIz  would  provide 
22.1  dBW.  In  general,  the  ratio  of  power  to  bandwidth  is  higher  (excess  power)  than  is  needed  for  a 
single  spread  spectrum  time  transfer  link.  Both  full  time  and  occasional  use  service,  with  a  minimum 
of  30  minutes  per  period,  is  available.  Listed  below  are  the  basic  lease  powers,  referenced  to  a  100 
Khz  bandwidth,  available  on  the  INTELSAT  V  series  spacecraft. 

Global  C-Band  -6.5  dBW 

Ilemi  C-Band  -5.5  dBW 

Zone  C-Band  -5.5  dBW 

Spot  K-Band  -1-8.6  dBW 

INTELNET  DATA  BROADCAST  FOR  ONE  WAY  TIME  TRANS¬ 
FER 

There  are  a  variety  of  commercial  services  operating  spread  spectrum  one  way  data  broadcasting 
systems  on  INTELSAT.  Many  of  these  arc  operated  in  C  band  on  Global  transponders,  ty  pically  with 
a  chip  rate  (spreading  code  rate)  of  2. 1576  MIIz.  Most  are  press  news  services,  operating  nrultiplc  tirrre 
division  multiplexed  channels  or  low  data  rates,  havirtg  an  aggregate  rate  of  either  9.6  or  19.2  kbit/s. 
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These  broadcasts  could  be  used  for  one  way  time  dissemination  if  the  transmitting  stations  chip  rate 
was  synchronized  to  a  standard,  and  a  low  speed  data  subchannel  was  used  to  carry  ephemeris  and 
other  correction  information. 

INTELSAT  Business  Service 

Space  segment  for  digital  communications  links  can  also  be  obtained  u.  der  the  INTELSAT  Business 
Service  (IBS)  tariff.  In  this  service  the  power  and  bandwidth  supplied  for  a  channel  are  defined  in 
terms  of  reference  links  between  standard  sized  earth  stations.  The  reference  link  assumes  conven¬ 
tional  QPSK  data  transmission  with  either  rate  3/4  or  rate  1/2  forward  error  correction  (F.E.C.). 
Sufficient  power  is  available  to  provide  better  than  10"®  bit  error  rate  performance  under  clear  sky 
conditions.  It  is  available  under  a  full-time,  part-time  (scheduled  at  least  1  hour  per  day,  7  dajs  per 
week),  or  occasional-use  tariff.  While  the  spread  spectrum  nature  of  the  MITREX  modem  is  outside 
the  IBS  technical  description,  the  IBS  service  should  be  considered  when  it  is  necessary  to  provide 
communication  links  between  standards  sites.  On  most  transponders  where  IBS  is  used,  INTELSAT 
has  reserved  occasional  use  capacity.  This  bandwidth  could  be  used  to  accommodate  the  MITREX 
modem  operating  under  the  INTELNET  service  as  described  below. 


Operational  Matters 
Satellite  Locations 

INTELSAT  operates  15  satellites,  serving  the  three  ocean  regions,  Atlantic,  Indian,  and  Pacific.  These 
locations  in  degrees  East  are: 


AOR 

lOR 

POR 

307.0 

57.0 

174.0 

325.5 

60.0 

177.0 

332.5 

63.0 

180.0 

335.5 

66.0 

183.0 

338.5 

341.5 

359.0 

Frequency  Bands 

At  C-Band,  INTELSAT  satellites  operate  with  both  left  and  right  circular  polarization  in  the  following 
frequency  bands: 

Ground  Transmit:  5854  -  6423  MIIz 
Ground  Receive:  3629  -  4198  MIlz 


At  K-Band,  INTELSAT  satellites  operate  with  horizontal  and  vertical  polarization  in  the  following 
frequency  bands: 


385 


Ground  Transmit: 
G/ound  Receive: 
Ground  Receive: 
Ground  Receive: 


14,004  -  14,494  MIIz 
10,954  -  11,694  MIIz 
11,709  -  11,946  MHz 
12,501  -  12,746  MIIz 


(307  Deg.  West  only) 
(307  Deg.  East  only) 


Transponder  Configurations 

Most  of  the  Europe-North  American  IBS  traffic  is  carried  on  the  INTELSAT  VA(F-13)  located  at 
307o  Ecist.  The  following  configurations  of  transponders  are  currently  available: 


Ecist  K-band  spot 
West  K-band  spot 

East  K-band  spot 
West  C-band  hemi 

West  K-band  spot 
East  C-band  hemi 

East  K-band  spot 
West  C-band  hemi 

West  C-band  zone 
East  C-band  zone 

West  C-band  hemi 
East  C-band  zone 


West  K-band  spot 
East  K-band  spot 

West  C-band  hemi 
East  K-band  spot 

East  C-band  hemi 
West  K-band  spot 

West  C-band  hemi 
East  K-band  spot 

East  C-band  zone 
West  C-band  zone 

West  C-band  hemi 
East  C-band  zone 


to 

to 

to 

to 

to 

to 

to 

to 

to 

to 

to 

to 


East  K-band  spot  -i 
West  K-band  spot  H 


Full  Connectivity 


East  C-band  hemi  -1 
\\'^est  C-band  liemi 


FEast  K-band  spot 
West  K-band  spot 


|—  East  C-band  hemi 
West  C-band  hemi 


The  full-connectivity  transponder  configuration  provides  the  most  flexible  environment  for  time  trans¬ 
fer  links.  This  consists  of  a  set  of  four  transponders,  interconnected  at  the  satellite  so  that  a  signal 
received  on  any  of  the  four  uplink  beams  is  retransmitted  on  all  four  downlink  beams  simultaneously. 
Two  of  the  beams  operate  at  C-band.  These  arc  the  West  Hemi  and  the  East  Hemi.  The  K-band 
West  spot  covers  the  United  States  and  southern  Canada,  and  the  East  K-band  beam  covers  western 
European  be  seen  Figure  1  and  2.  Figures  3  through  7  show  the  global  coverage  areas  for  all  the  C 
and  K  satellite  antennas  from  the  307,  311.5  (typical  AOR),  359,  63  (typical  lOR)  and  174  (typical 
FOR).  In  addition  to  showing  the  coverage  areas  for  the  Spot,  Hemi,  and  Zone  antennas,  the  usable 
area  is  delimited  by  plots  of  the  locations  having  10,  5  and  zero  degree  elevation  look  angles  toward 
the  satellite. 

Full -connectivity  operation  can  be  used  with  spread  spectrum  code  division  multiple  access  (CDMA) 
to  allow  several  time  transfer  links  to  be  established  simultaneouslv  on  the  same  frequency,  with  all 
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carriers  visible  to  each  user.  This  means  that  in  a  two-station,  two-way  transfer,  it  is  possible  for 
each  site  to  monitor  its  own  signal  while  receiving  from  the  remote  site. 

Additional  capacity  in  the  form  of  East  spot- West  spot  K-band  capacity  is  available  at  the  325.5o 
East  and  335.5o  East  locations.  C-band  capacity  is  assigned  on  the  325.5,  335.5  and  3‘11.5o  East 
locations  serving  the  Atlantic  Ocean  region. 

The  Indian  Ocean  Region  is  served  by  satellites  at  60  and  63o  East  with  Global  transponders  and 
east/west  zone  capacity  at  C  band.  A  cross  strap  connection  WS/EZ  provides  a  link  a  K-band  in 
Europe  to  C-band  to  the  Far  East. 

In  the  Pacific  region  at  174  and  180  degrees  East,  K-band  capacity  is  available  in  the  Pacific  Ocean 
region  between  Korea  or  Japan  and  the  West  coast  of  the  United  States. 

In  all  three  ocean  regions  there  are  satellites  with  capacity  reserved  for  occasional  use.  The  reserved 
bandwidth  is  3.173  Mllz  wide,  sufficient  for  a  2.048  Mbits/s  IBS  carrier.  These  occasional  use  chan¬ 
nels  clearly  would  accommodate  a  spread  spectrum  link  if  the  transmit  spectrum  were  restricted  by 
additional  filtering.  In  the  full-connectivity  transponders,  described  above,  the  reserved  capacity  is  in 
the  form  of  two  adjacent  occasional-use  channels,  providing  a  bandwidth  of  6.345  MHz.  The  operating 
frequencies  for  the  occasional  use  channels  are  listed  in  Appcndi.K  2. 


Link  Budgets  for  MITREX 

The  link  budgets  below  show  the  required  power  for  a  time  transfer  link  operating  in  the  full- 
connectivity  transponder.  The  transmitted  power  has  been  set  to  produce  at  least  54  dB-Ilz  to  a 
small  K-band  (1.8  m)  station.  This  same  power  will  also  be  sufficient  for  use  with  a  C-band  4.5  m 
antenna. 


Uplink  beam 

WS 

ES 

Eli 

WII 

Antenna  size 

1.8 

1.8 

4.5 

4.5  meters 

Ilpa  power 

7.7 

0.9 

1.0 

1.0  Watts 

Hpa  power 

8.9 

O 

1 

0.0 

-0.1  dBW 

Antenna  gain 

46.0 

46.0 

47.7 

47.7  dBi 

E.I.R.P. 

54.9 

45.6 

47.7 

47.6  dBW 

Downlink  beam 

WS 

ES 

Ell 

WII 

Beam  edge  power 

11.7 

9.8 

-4.1 

-3.5  dBW 

2.25  Mllz  lease 

22.1 

22.1 

8.0 

8.0  dBW 

MITREX  Modem  Use 

The  simplest  way  to  use  the  MITREX  modem  on  INTELSAT  would  be  to  identify  a  tariffed  INTEL¬ 
NET  service  that  provides  at  least  the  necessary  power  and  bandwidth.  For  regular  PSK  transmissions, 
the  signal  bandwidth  at  the  -18  dB  points  is  required  to  be  within  the  allocated  bandwidth.  As  can  be 
seen  in  the  attached  spectrum  analyzer  plot.  Figure  8  shows,  the  bandwidth  of  the  MITREX  modem 
is  3.5  MIIz  at  the  -18  dB  point.  The  6  dB  bandwidth  of  the  MITREX  modem  output  is  2  Mllz.  It 
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is  possible  to  apply  additional  fdteriiig  to  the  spread  spectrum  transmitted  signal  reducing  its  -  IS  dB 
bandwidth,  and  thus  the  nominal  tariff.  However  with  the  spread  spectrum  operation  at  such  low 
levels,  the  -18  dB  bandwidth  may  not  be  appropriate  for  tariffing. 

Earth  Stations 

The  earth  station  requirements  to  operate  a  time  transfer  link  are  quite  modest. 

The  presented  link  budgets  assume  the  use  of  1.8  m  K  band  stations  as  a  minimum  size.  This  certainlj 
is  not  the  absolute  minimum,  but  it  does  represent  a  useful  compromise  of  physical  size,  link  powci 
requirements,  and  sidelobe  performance.  Therefore  a  station  equipped  with  a  solid  state  amplifier 
would  clearly  be  suitable.  Links  involving  larger  stations  will  need  even  less  transmitting  power.  At 
C-Band  earth  stations  in  the  range  of  2.5  to  3  meter  diameter  are  practical. 

Any  earth  station  classed  as  a  standard  INTELSAT  antenna  must  satisfy  the  sidelobe  gain  limit 
described  by  the  expression: 


G'  =  32  -  25  log  f, 

where  G  is  the  gain  of  the  sidelobe  envelope  relative  to  an  isotropic  antenna  in  the  direction  of  the 
geostationary  orbit  and  is  expressed  in  dBi,  and  i  is  the  angle  in  degrees  from  the  axis  of  the  main 
lobe. 

In  addition  antennas  operating  at  C  band  must  use  circular  polarization  with  a  voltage  axial  ratio  that 
does  not  exceed  1.09.  However  C  band  antennas  with  a  diameter  of  2.5  m  or  less  are  only  required 
to  have  a  voltage  a.xial  ratio  of  1.3.  To  operate  in  the  IBS  service  a  K-band  antenna  must  have  a 
minimum  G/T  ratio  of  25  dB/K,  qualifying  as  a  standard  El.  At  C-Band  the  G/T  requirement  is 
22.7  dB/K  and  a  minimum  transmitting  gain  of  -17.7  dBi  to  qualify  as  an  Fl  (nominal  -1.5m  diameter) 
standard  antenna.  To  operate  under  the  INTELNET  service,  there  is  no  minimum  G/T  requirement. 

Implementation 

INTELSAT  has  always  been  willing  to  support  innovative  uses  of  sateliite  technology  by  granting 
free  use  of  space  segment  for  tests  and  demonstrations.  A  request  for  free  use  must  be  submitted 
through  the  national  signatory  for  each  station  involved.  The  technical  approval  process  for  a  test  or 
demonstration  has  two  parts: 

1.  Initially,  the  earth  stations  involved  must  be  approved.  Small  stations  not  having  the  minimum 
G/T  values  (25  dB/K  at  K-band,  22.7  dB/K  at  C-  Band)  for  IBS  stations,  would  have  to  qualify 
under  the  standard  G  specification. 

2.  A  transmission  plan  for  the  proposed  c,\pcrimeiit  will  have  to  be  examined  to  see  whether  what  is 
proposed  will  work  with  the  resources  requested  and,  finally,  whether  the  proposed  transmissions 
may  cause  harm  to  other  users  of  the  space  segment. 

After  approval,  the  carrier  powers  arc  set  up  in  accordance  with  a  test  plan  issued  by  INTELSAT  and 
the  e-xperiment  will  then  proceed.  At  the  conclusion  of  the  experiment,  the  participating  Signatories 
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are  obligated  to  submit  to  INTELSAT  a  test  report  on  the  results.  This  report  will  be  made  available 
to  any  interested  INTELSAT  members. 

One  objective  of  such  an  experiment  should  be  an  evaluation  of  the  compatibilitj  of  such  a  service 
with  normal  INTELSAT  operations,  with  the  view  to  proposing  a  tariffed  technical  description  of 
spread  spectrum  time  transfer.  This  could  then  be  submitted  to  the  INTELSAT  Board  of  Governors 
for  formal  approval  as  a  regular  international  service  with  the  resources  allocated  and  the  consequent 
tariffs  appropriate  to  the  unique  demands  of  spread  spectrum  time  transfer. 

Alternatively,  commercial  service  could  start  immediately  under  the  IMTELNET  service  definition  and 
tariffs.  The  occasional  use  option  would  probably  satisfy  the  requirements  for  periodic  coordination 
links  between  various  national  standard  labs. 


389 


Appendix  1. 


INTELSAT  Correspondent  Representatives 

Australia  Mr.  Alan  Ward 

Intelsat  Access  Center 
GPO  Box  7000 
Sydney  NSW  2001,  Australia 
Tel.  2-287-5612 
Tlx.  10162  OTCNA 

Austria  Dipl.  Ing.  Wolfgang  Schladofsky 
Generaldirektion  fur  die  Post- 
und  Telegraphenverwaltung 
Abt.  21 
Postgasse  8 

A-1011  Vienna,  Austria 
Tel.  1-5125234 
Tlx.  112300  GENT  A 

Canada  Mr.  M.  Stephens 
Tcleglobe  Canada 
680  Sherbrooke  St  West 
Montreal,  Quebec,  H3A  2S4 
CANADA 
Tel.  514-289-7584 
Tlx.  9224 

Ms.  G.  Pazos  514-289-7771 

China  Mr.  Yang  Xueming 

Directorate  General  of  Telecom 
Ministry  of  the  P&T 
13  West  Changan  .Ave. 

100804  Beijing 
Peoples  Republic  of  China 
Tel.  661390 
Tlx.  222185  DGTEL 

France  Mr.  J.  Meunier 

Fr.ance  Telecom  -  D.T.R.E. 

246  rue  de  Bercy 
75584  Paris,  FRANCE 
Tel.  1-43426275 
Tlx.  670372 
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Germany  Mr.  A.  Binzer 
Referat  S15 

FTZ  Darmstadt,  GERMANY 
Tel.  6151-833459 
Tlx.  419201 

Mr.  G.  Rudolf  6151-83-3383 

Greece  Mr.  S.  Kontoleon 

Hellenic  Telecom.  Org.  (OTE) 
International  Comm.  Dept 
15  Stadiou  Street 
Athens  124.  GREECE 
Tel.  322-0899 
Tlx.  219797 

India  Mr.  M.K.G.  Nayar 

Videsh  Sanchar  Nigam,  Ltd. 

Videsh  Sanchar  Bhavan 
Matatma  Gandi  Road,  Fort 
Bombay  -  400  001  India 
Tel.  22-271819.X307 
Tlx.  11  2429  VSHN  IN  HQ  BY 

Italy  Dr.  Luigi  Ruspantini 

Telespazio 

Via  Alberto  Bergamini  50 
00159  Rome,  ITALY 
Tel.  498-2355 
Tlx.  610654 

Japan  Mr.  Naohiko  Hattori,  Director 

Network  Engineering  Department 

KDD  Tokyo  Network  Headquarters 

3-2  Nishi  Shinjuku 

2-Chome  Shinjuku-ku 

Tokyo  163,  Japan 

Tel.  3-347-6600 

Tlx.  22500  KDD  TOKYO 


391 


The  Netherlands 


New  Zealand 


Norway 


Spain 


Sweden 


Mr.  Peter  Essers 

PTT  Telecommunicatie 

Directorate  for  Infrastructure  (DIS) 

Prinse-s  Beatrixlaan  9 

P.O.  Box  30000 

2500  GA  The  Hague 

The  Netherlands 

Tel.  70434725 

The.  32482  DIS  NL 

Mr.  L.  A.  Watt 
International  Relations 
Telecom  Networks  and  Int’l.  Ltd. 
Telecom  Corp.  of  New  Zealand  Ltd. 
P.O.  Box  1092 
Wellington,  New  Zealand 
Tel.  4-738-444x8061 
Tlx.  31688  TELINT  NZ 

Mr.  Claus  Svendsen 

Norwegian  Telecommunications  Admin 

PO  Box  6701,  St.  Oiavs  Plass 

N-0130  Oslo  1,  NORWAY 

Tel.  70434725 

Tlx.  71203  Gentel  N 

Mr.  J.  Lorente 
TELEFONICA 

Plaza  de  Espana  4,  Pta.  3  -  7th  Floor 
Madrid  28008,  Spain 
Tel.  1  24  1  9380 
Tlx.  47793 

Mr.  A.  Martin  1-522-2936 

Barbro  Svensson 

Tcleverket 

S-123  86  Farsta 

SWEDEN 

Tel.  8-713-1568 

Tlx.  14970  GENTEL  S 
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Switzerland 


USSR 


United  Kingdom 


United  States 


INTELSAT 


Mr.  P.  Breu 

General  Directorate  PTT 

Radio  and  Television  Main  Division 

Satellite  Communications  Branch 

Speichergasse  6 

CH-3030  Berne,  Switzerland 

Tel.  31-623756 

Tl.\.  911025 

Mr.  P.  Chablais  31-622533 

Mr.  G.  Korolev,  Director 

U.S.S.R.  Satellite  Communications  Company 

Ministry  Of  Posts  and  Telecommunications 

7  Gorky  Street 

103375  Moscow,  U.S.S.R. 

Tel.  95-9255108 
Tl.\.  411120 

Mr.  M.  Seymour 
Britisli  Telecom,  PLC 
Landsec  House  Room  407 
23  New  Fetter  Lane 
London  EC4A  lAE,  England 
Tel.  1-492-3166 
T1.X.  883739 

Mr.  Mike  Perry  1-492-2263 

Mr.  Calvin  Harriott 
Communications  Satellite  Corp. 

950  L.  Enfant  Plaza  S.W. 

Washington  D.C.  20024 
Tel.  202-863-6427 
Tlx.  892688 

Mr.  Lester  Veenstra 
INTELSAT 

3400  International  Drive,  N.W. 

Washington,  D.C.  20008 
Tel.  202-944-7090 
Tlx.  64290 
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Appendix  2. 

Typical  Occasional-Use  Frequencies 


Transponder 

Configuration 

Uplink 

Downlink 

Satellite 

11/71 

WH/ES 

5938.7425 

10963.7425 

(335) 

71/11 

ES/WH 

14044.9975 

3744.9975 

(33.5) 

11/11 

WH/VVII 

5933.7700 

3708.7700 

(307) 

41/41 

WZ/WZ 

5930.5975 

3705.5975 

(307) 

41/41 

WZ/WZ 

5933.7700 

3708.7700 

(307) 

41/51 

WZ/EZ 

5939.9625 

3714.9625 

(332) 

51/41 

EZ/VVZ 

5939.9625 

3714.9625 

(332) 

62/72 

WS/ES 

4123.4025 

11073.4025 

(335) 

72/62 

ES/WS 

4123.4025 

11073.4025 

(335) 

43/53 

WZ/EZ 

6095-5975 

3870.5975 

(307) 

53/43 

EZ/WZ 

6095.5975 

3870.5975 

(307) 

13/373 

WH/ES 

6106.9825 

12686.9825 

(307) 

73/13 

ES/WK 

14176.0425 

3876.0425 

(307) 

23/163 

EH/WS 

6095.5975 

11875..5975 

(307) 

63/23 

WS/EH 

14170.0000 

3870.0000 

(307) 

14/24 

WH/EH 

6216.4225 

3991.4225 

(174) 

24/14 

EH/WH 

6216.4225 

3991.42-25 

(174) 

64/54 

WS/EZ 

14296.2150 

3996.2150 

(174) 

54/64 

EZ/WS 

6221.1925 

11496.1925 

(174) 

64/54 

WS/EZ 

14264.2200 

3961.2200 

(63) 

54/64 

EZ/WS 

6189.1975 

11464.1975 

(63) 

61/171 

WS/ES 

14058.0000 

12563.0000 

(307) 

71/161 

ES/WS 

14058.0000 

11763.0000 

(307) 

69/79 

WS/ES 

14459.4075 

11659.4075 

(3-25) 

69/79 

ES/WS 

14459.4075 

11659.4075 

(325) 

38/38 

GA/GA 

6388.5925 

4163.5925 

(332) 

S6/sr> 

GB/GB 

6303.5975 

4078.5975 

(60) 

12/22/62/72/162/172 

Full  Connectivity 

6017.1600 

3792.1600 

(307)(Hemi) 

14092.1600 

11797.1600 

(307)  (WS) 

12-597.1600 

(307)  (ES) 
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FIGURE  2 

INTELSAT  V-A(F-13)  at  307  Degrees  East  East  Spot 
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FIGURE  3 

INTELSAT  V-A(F-13)  at  307  Degrees  East 


le/i iy»o 


INTELSAT  V(F-6)  at  341.5  Degrees  East 


LONGITUOC  connuMicAriOMs  cminccmiho  ocrAKTnCHT 

THnN»ni3sioM  CNeiMCCKiMe  A  MooeciMS  scctiom 

IC/I t/90 
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LATITUDE 


FIGURE  7 

INTELSAT  VA;(F-10)  at  174  Degrees  East 
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QUESTIONS  AND  ANSWERS 


Dr.  Gernot  Winkler,  U.  S.  Naval  Observatory:  If  you  used  one  of  these  occasional  offerings 
of,  say,  a  half  an  hour  per  week,  and  a  bandwidth  of  3.5  MHz,  is  there  any  restriction  regarding  the 
information  other  than  just  the  time  code.  In  other  words,  would  there  be  a  problem  sending  teletype 
messages  also? 

Mr.  Veenstra:  If  we  approach  this  as  a  time  transfer  sevice,  it  would  be  wise  to  say  that  the  data 
channel  which  is  being  proposed  on  the  newer  spread  spectrum  modems  is  an  order  wire.  Intelsat 
never  charges  for  order  wires.  We  know  that  earth  stations  need  to  talk  to  each  other  for  coordination 
purposes.  Unofficially  and  off  the  record  to  this  minor  group,  I  would  suggest  that  you  do  not  emphasize 
the  fact  that  this  is  a  data  channel.  I  would  suggest  that  you  mention  the  fact  that  it  is  an  order 
wire,  a  low  data  rate  channel,  that  is  used  to  coordinate  at  either  end.  That  makes  it  easier  for  us  to 
say  that  we  will  give  this  is  a  free  channel  because  there  is  really  no  information  being  sent,  they  are 
transferring  phase  information.  That  is  zero  information  so  the  bureaucrats  do  not  think  that  you  are 
transferring  information  for  free.  Call  it  an  order  wire  and  not  a  communications  link. 
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THE  BBC  NETWORK  RADIO  TIME  AND 
FREQUENCY  STANDARD 
AND  ITS  ROLE  IN  THE  PROVISION  OF  THE 
GREENWICH  TIME  SIGNAL 

Mr  J.  Mcllroy 
BBC  Radio 
Broadcasting  House 
Portland  Place 
London 
WlA  lAA 

Abstract 

The  BBC  has  broadcast  the  Greenwich  Time  Signal  (GTS)  on  its  networks  since  1924.  Up  to  February 
1990  this  signal  was  generated  by  the  Royal  Greenwich  Observatory  (RGO)  in  England  and  the  BBC  was 
informed  that  the  RGO  was  moving  its  location  to  Cambridge  and  might  not  be  able  to  continue  to  provide 
the  Greenwich  Time  Service.  The  BBC  in  its  role  of  a  public  service  broadcaster  believed  that  a  long  tradition 
of  providing  a  time  signal  to  its  listeners  should  be  upheld,  and  as  such  decided  to  seek  alternutive  methods 
of provision. 

In  parallel  with  this  activity  an  in-house  requirement  arose  to  re-engjneer  time  switch  equipment  and 
provide  new  facilities  for  digital  audio  projects.  As  both  requirements  have  a  common  engineering  core,  a 
decision  was  taken  to  design  and  procure  a  Time  and  Frequency  Standard  that  could  generate  the  Greenwich 
Time  Signal  to  the  same  specification  adhered  to  by  the  RGO,  and  provide  additional  time  and  frequency 
facilities.  This  paper  discusses  initially  the  concept  of  time  and  timefrequency  dissemination  as  used  in  a 
broadcast  network,  and  folio  ivi  on  to  present  the  details  of  an  engineering  solution  to  the  requirements  of  BBC 
Network  Radio. 

Trends  in  international  broadcasting  and  the  commercial  telecommunications  market  place  point  to¬ 
wards  the  increased  use  of  digital  audio  for  studio  networking  and  terrestrial  links.  The  synchronisation 
requirements  in  this  field  are  more  stringent  tlmn  that  incurred  in  analogue  distribution.  This  paper  will 
consider  what  timing  systems  are  needed  in  these  applications  and  how  these  requirements  arc  satisfied  in 
the  BBC  Time  and  Frequency  Standard. 

Finally  this  paper  will  present  a  fringe  benefit  of  the  BBC  Network  Radio  system.  This  is  the  ability  to 
obtain  UTC  time  from  the  system  using  a  modem  dial  up  method  from  any  location  in  the  world.  This  facility 
is  currently  under  evaluation  within  the  BBC;  and  if considered  viable  will  be  available  to  other  organisations 
and  companies  in  the  near  future. 


Historical  Background  Of  The  Greenwich  Time  Signal  (GTS) 


The  measurement  and  observance  of  time  in  advanced  industrial  societies  in  the  present  age  laeiils 
a  high  priority.  Yet  this  was  not  always  so.  Scientific  interest  in  the  measurement  of  time  using 
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astronomical  and  other  methods  has  an  old  and  well  established  history,  but  the  transfer  of  a  standaul 
time  and  time  keeping  to  the  general  public  was  largely  dominated  b>  the  railway  companies. Quaint 
it  might  have  been  in  England  to  board  a  train  at  London  time,  and  leave  the  same  train  on  the  same 
day  at  Plymouth  time,  these  local  variations  were  generally  considered  unhelpful  to  the  operational 
management  ofEngland’s  railways. 

Following  the  International  Meridian  Conference  of  1884,  a  time  zone  system  based  on  the  Prime 
meridian  at  Greenwichwas  adopted  by  many  countries.  Dissemination  of  time,  particularly  to  the 
general  public,  was  largely  dominated  by  the  “six  pips”  Greenwich  Time  Signal  (GTS)  which  was 
conceived  by  Sir  Frank  Dyson,  the  ninth  Astronomer  Royal  of  the  Royal  Greenwich  Observatoi> 
(RGO). 

Following  discussions  with  John  Reith  of  the  BBC,  GTS  was  launched  at  9:30  PM  on  the  5  February 
1924  when  six  short  pips  were  broadcast.  The  timescale  reflected  Greenwich  Mean  Time  as  determined 
from  astronomical  measurements.  Initially  the  “pips”  were  derived  from  a  Shortt  pendulum  clock,  but 
in  later  years  atomic  clocks  were  employed.  The  timescale  now  adopted  is  UTC  and  GTS  as  heard 
today  consists  of  five  short  pips  of  100  ms  duration  and  a  final  pip  of  500  ms  duration,  the  start  of 
which  marks  the  exact  minute.  The  longer  pip  was  introduced  to  make  identification  of  the  final  pip 
a  more  exact  process.  See  Reference  1  for  further  information. 

Time  And  Frequency  Dissemination  Within  The  BBC  Radio  Net¬ 
work 

From  The  Past  To  The  Present  Day 

While  the  listeners  were  on  the  right  time,  courtesy  of  the  RGO,  it  /as  equally  important  to  ensure 
that  all  departments  of  BBC  Radio  were  also  on  the  same  time.  D.'Terent  techniques  for  obtaining 
and  disseminating  time  have  evolved  over  the  years.  In  the  pre-mic  uprocessor  age  cost  has  been  a 
dominant  factor,  and  a  popular  system  has  been  the  pendulum  master  impulse  clock  driving  multiple 
slave  units.  This  type  of  system  has  been  used  for  many  years  at  Broadcasting  House  although  its  dajs 
are  numbered.  A  familiar  problem  with  any  oscillator  1/  that  of  drift,  and  an  ingenious  mechanism  is 
employed  in  this  clock  to  correct  the  drift  using  GTS  at  3:00  AM  each  morning.  The  synchronisation 
element  was  the  addition  or  withdrawal  of  a  carefully  calculated  weight  from  the  pendulum,  the  effect 
of  which  caused  the  clock  to  run  slow  or  fast  as  required. 

In  1977  it  was  decided  to  upgrade  time  facilities  at  Broadcasting  House  by  the  installation  of  an  off-air 
reference  tuned  to  MSF60.  This  system  fed  selected  technical  areas  of  BBC  Radio  with  a  real  time 
code  that  was  used  to  drive  display  clocks  and  operate  time  switches. 

Frequency  dissemination  in  BBC  Radio  consisted  of  free  running  ove, '  .1  •  .  ‘  oscillators  which 
were  installed  as  a  component  of  specific  equipments.  Small  groups  of  nent  were  locked  togethei 
as  required,  but  no  master  frequency  distribution  existed  as  such. 


From  The  Present  To  The  Future 

Two  years  ago  a  decision  wa*  taken  to  re  engineer  all  timing  systems  as  current  equipment  was  obsolete 
and  inadequate  for  perceived  future  requirements.  Concurrent  with  this  period  the  RGO  announced 


402 


they  would  be  moving  site  from  Sussex  to  CambilJgeshire  and  the  continued  provision  of  GTS  was  in 
doubt.  As  such  it  was  decided  to  incorporate  the  means  to  g-  ■  er^te  GTS  within  the  new  system,  and 
maintain  it  to  the  same  degree  of  accuracy  as  that  offered  by  the  RGO. 

Technology  now  available  for  the  generation  of  studio  quality  digital  audio  has  pointed  the  way  forwaid 
to  the  all  digital  broadcast  centre  concept.  The  design  of  suui  a  system  required  an  AES/EBU  code 
master  clock  with  an  accuracy  greater  than  1  X  At  this  time  no  master  distribution  existed  for 
this  purpose.  (AES/EBU  abbreviations  refer  to  Audio  Engineering  Society/European  Broadcasting 
Union.) 

The  requirements  of  the  new  system  were  as  follows: 


General 

To  use  equipment  off-the-shelf  wherever  possible  and  to  employ  intc  atioual  standards  for  the  dis¬ 
semination  of  information,  thus  permitting  easy  expansion  of  the  ^ys  .ithout  the  additional  work 
of  building  special  interfaces. 

Time 

•  Obtainment  of  an  off-air  time  reference  from  at  least  two  sources  for  UTC  and  TOD  (Local 
Time  Of  Day). 

•  Generatif  n  of  a  broadcast  standard  timecode,  locked  to  the  off-air  tin  o  reference,  to  dissendnate 
time  and  date  information  within  Broadcasting  House. 

«  Generation  of  GTS  to  the  same  degree  of  accuracy  as  that  of  the  RGO. 

Provision  of  a  speaking  clock. 

•  Provision  of  an  AES/EBU  digital  audio  master  reference  clock,  with  the  inherent  timecode  locked 
to  the  off-air  reference. 

•  Dissemination  of  UTC  and  TOD  to  otiier  BBC  sites,  and  other  organisations  as  required. 


Frequency 

•  Provision  of  an  atomic  oscillator  system  to  sustain  the  Time  Standard  in  the  event  of  loss  of 
off-air  reception. 

•  Provision  of  frequency  clocks,  locked  to  the  Frequency  Standard,  to  satisfy  user  requirements  as 
required. 


System  Management 

•  To  use  off-the-shelf  computer  hardware,  thus  providi.ig  a  capital  cost  benefit  and  ease  of  main¬ 
tenance  by  the  use  of  standard  boards. 

•  To  use  an  industry  standard  operating  system  (OS)  thus  pe.rnitting  flexible  expansion  of  facili¬ 
ties. 
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System  Solution 

The  system  laj'out  is  illustrated  in  Figures  1  through  4.  Each  part  is  now  described; 


Time  And  Frequency  Standard 
TIME; 

Time  ’s  received  olT  air  from  GPS  and  MSF.  GPS  is  used  as  a  UTC  reference  and  to  provide  an 
accurate  1  PPS  time  mark  for  comparison  with  other  equipment,  while  MSF  is  primarily  used  as  a 
reference  for  British  Time-Of-Day  (TOD).  A  time  voting  switch  (TVS)  compares  the  time  of  all  three 
receivers  via  their  IRIG  B  outputs  and  provides  two  feeds  of  UTC  and  TOD  in  IRIG  B  format  lO  the 
system  management  computer.  If  the  voting  process  itseU  fails  the  TVS  may  be  used  as  a  stand  alone 
generator  to  create  U'^  and  TOD  outputs  tis  required  until  normal  operation  results.  Refer  to  figure 
1  for  systeni  diagram. 


FREQUENCY: 

Two  GPS  disciplined  rubidium  oscillators,  each  internallj  fitted  within  each  GPS  receiver,  are  used 
to  form  a  dual  redundant  10  MIIz  frequency  standard.  The  long  term  stability  of  GPS  is  excellent 
and  the  drift/year  of  this  system  is  typically  3  x  10“’^.  As  such  this  system  provides  a  high  degree  of 
accuracy  without  the  punitive  maintenance  costs  of  a  Cesium  sy.stem.  Refer  to  Reference  3  for  furthei 
details. 

Dissemination  Of  Time 
GENERAL: 

Time  dissemination  facilities  are  built  around  the  Leitch  CSD5300  clock  system  controller  wind  oro 
vides  time  output  in  a  variety  of  formats.  Refer  to  figure  2  for  system  diagram.  These  equipmenU  ni«y 
be  controlled  via  a  300  baud  RS232  interface  or  may  be  set  manually  via  a  front  panel  keyboard.  A  10 
MIIz  external  frequency  reference  from  the  Frequency  Standard  i.^  used  to  drive  all  time  dissemination 
equipment  thus  ensuring  tight  control  of  each  1  PPS  internal  reference.  The  1  PPS  time  mark  in  each 
clock  unit  is  compai  1  with  the  1  PPS  time  mark  reference  from  GPS  and  is  set  coincident,  advanced 
or  retarded  according  to  user  requirements. 


Greenwich  Time  Signal 

The  Greenwich  Time  Signal  is  itself  generated  from  a  Leitch  CSD5300  and  its  1  PPS  reference  is 
advanced  to  compensate  for  the  delay  in  the  transmission  path  from  Broadcasting  House  to  the 
transmitter.  Off  air  measurements  are  made  on  GTS  and  the  derived  1  PPS  is  again  compared  with 
the  GPS  RX  IPPS  reference.  BB  I  Network  Radio  aims  to  maintain  GTS  within  ±2  ms  of  UTC  on 
Radio  4  as  transmitted  on  198  kHz.  GTS  is  also  sent  via  private  wire  circuit  to  BBC  World  Service.  .Vt 
the  moment  GTS  transmissions  on  the  short  wave  network  are  not  fully  compensated  for  transmission 
'■'•.mnul  dolay. 
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TIMECODE  DISTRIBUTION: 

A  realtime  signal  in  the  form  of  EBU  Timecode  is  generated  and  distributed,  to  both  technical  and 
public  areas  of  the  building.  This  signal  is  used  to  drive  self  setting  analogue  and  digital  clocks, 
a  digital  voice  announcer  (speaking  clock)  and  is  also  used  as  a  timecode  reference  for  audio  tape 
recorders  and  time  switches.  As  this  signal  spectrum  falls  within  the  audio  band  it  is  easily  networked 
within  a  broadcast  centre. 

Refer  to  reference  4  for  further  details  on  this  system. 


REMOTE  TIME: 

A  fringe  benefit  of  the  time  dissemination  facilities  is  the  ability  to  obtain  time  via  a  modem  link. 
This  facility,  which  incorporates  automatic  path  delay  compensation,  is  used  by  various  regional  BBC 
premises  to  obtain  a  reference  for  their  local  clock  control  equipment,  and  has  proved  to  be  accurate 
for  these  purposes.  Time  transfer  accuracy  of  ±1  ms  dbmodem  error  is  quoted  by  Leitch.  The  BBC 
system  employs  CCITT  tones  and  Hayes  1200  smart  modems  Experiments  are  in  progress  to  judge 
the  accuracy  of  this  system.  Dial-up  time  facilities  are  available  for  UTC  and  TOD. 


Dissemination  Of  Frequency 
FREQUENCY  CLOCKS: 

Frequency  generators  using  Oscilloquartz  VCXO’s  are  employed  to  provide  specific  frequency  clocks  to 
user  requirements.  These  generators  are  locked  to  the  10  MIIz  frequencj  standard,  but  in  the  event  of 
a  failure  of  this  reference  the  modules  may  freewheel.  On  restoration  of  reference  a  long  time  constant 
is  used  to  permit  smooth  operation  of  the  PLL.  The  use  of  separate  modules  in  th, .  manner  makes  it 
simple  to  e.xpand  the  system  or  locate  modules  of  this  type  at  another  location. 

AES/EBU  MASTER  CLOCK: 

This  module  provides  a  digitally  encoded  stereo  audio  signal,  with  a  bit  rate  of  3.072  Mb/s,  locked  to 
the  10  MIIz  I’equency  standard. 

EBU  Timecode  carrying  TOD  information  is  also  inserted  into  tlie  bitstream.  This  signal  is  used  as  a 
master  clock  reference  for  digital  audio  studio  areas  and  for  multiplexed  digital  audio  routing  systems. 

Refer  to  figure  3  for  a  system  diagram. 


System  Computer 

A  modular  based  computer  system  is  employed  to  read  IRIG  B  format  time  signals  and  1  BPS  time 
mark  reference  from  Jie  TVS.  Time  Dissemination  modules  are  then  set  to  UTC,  TOD  or  user  specified 
time  as  required,  and  autoir.atic  monitoring  is  used  to  ensure  that  neither  the  set  time  nor  the  1  PPS 
drifts  out  of  time  s''tting.  As  the  system  resides  in  an  unmanned  apparatus  room  an  Ethernet  interface 
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is  used  to  convey  control  to  the  Network  Radio  Engineering  Operations  Centre,  where  control  may  be 
picked  up  by  a  number  of  operating  positions. 

Refer  to  figure  4  for  system  details. 
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Figure  1:  Time  ond  Frequency  Standord 


Figure  2:  Time  Dissemination 
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Figure  3  :  Frequency  Dissemination. 
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Abstract 

We  have  completed  the  first  tests  of  a  method  to  synchronize  the  clocks  of  networked  computers  to  the 
NIST  time  scale.  The  method  uses  a  server  compuL  *  to  disseminate  the  time  to  other  clients  on  the  same 
local-area  network.  The  server  is  synchronized  to  NIST  using  the  ACTS  protocol  over  a  dial-up  telephone 
line.  The  software  in  both  the  server  and  the  clients  constructs  a  statistical  model  of  the  performance  of  the 
local  clock  and  of  the  calibration  clutnnel,  and  the  parameters  of  this  model  are  used  to  adjust  the  time  of 
the  local  clock  and  the  interval  between  calibration  requests  in  a  statistically  optimum  way.  The  algorithm 
maximizes  the  time  between  calibrations  while  at  the  same  time  keeping  the  time  of  the  local  clock  correct 
within  a  specified  tolerance.  The  method  can  be  extended  to  synchronize  computers  linked  over  wide-area 
networks,  and  an  experiment  to  test  the  performance  of  the  algorithms  over  such  networks  is  being  planned. 

Introduction 

In  1988,  the  National  Institute  of  Standards  and  Technologj  (NIST,  formerly  the  National  Bureau  of 
Standards)  introduced  the  Automated  Computer  Time  Seryice.  This  seryicc  is  a  dial  up  telephone 
service  designed  to  provide  digital  access  to  the  NIST  time  scale  at  accuracies  approaching  1  ms. 
The  service  transmits  time  information  at  either  300  bits/s  or  1200  bits/s.  .-Ml  of  the  lines  support 
both  transmission  formats  using  standard  modems.  The  data  arc  transmitted  luing  standard  ASCII 
characters  yvith  7  data  bits,  space  parity  and  1  stop  bit.  The  current  telephone  number  for  the  service 
is  (303)  494-4774  (not  toll-free).  The  transmitted  datii  include  the  d.ay  number,  the  civil  dale  .and 
time  and  flags  that  give  .advance  notification  for  the  insertion  of  leap  seconds  and  for  the  transition  tu 
and  from  Daylight  Saving  Time.  See  Levine  ct  al.  (I9S9)  for  more  details. 

In  this  paper  yve  report  on  preliminary  tests  of  asystem  to  synch  roni/.e  the  time  of  neUyorked  computet.^ 
that  is  based  on  this  NIST  service.  Our  method  uses  server  computers  to  disseminate  the  lime  on  the 
computer  netyvork.  The  servers  in  turn  are  synchronized  using  periodic  calibrations  from  the  NIST  time 
scale.  One  of  the  most  important  features  of  the  system  is  the  statistical  model  thac  is  incot  por.itcd 
into  the  softyvare  in  both  the  server  and  client  m.'ichincs.  These  models  dy  nainic.illy  adjust  the  inteiv.il 
betyveen  calibrations  based  on  the  desired  synch roniz.vtion  .accuracy,  the  jitter  in  the  calibration  link, 
the  cost  of  each  calibration  and  other  factors.  They  make  optimum  use  of  the  c.ilibr.ation  d.ita  and 
optimize  the  performance  of  the  netyvork  based  on  the  specified  accur.vcy  requirements. 
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The  Network  Servers 


The  network  servers  are  general-purpose  computers  and  use  a  standard  commercial  multi  piocesslug 
operating  system.  They  are  linked  to  a  local- area  network  using  standard  hardware  and  also  have 
an  external  modem  that  is  connected  to  a  voice-grade  telephone  circuit.  The  interface  between  the 
computer  and  the  modem  uses  one  of  the  RS-232  serial  ports  of  the  system.  The  time  of  the  server  is 
advanced  automatically  in  response  to  hardware  inteuupts  generated  by  an  internal  crystal  controlled 
oscillator.  The  interval  between  interrupts  is  10  ms  for  our  hardware,  but  periods  ranging  from  1  ins 
to  50  ms  are  often  found  in  hardware  from  other  suppliers.  In  addition  to  these  hardware  interrupts, 
the  time  of  the  server  is  adjusted  by  the  software  as  described  below.  These  adjustments  are  made  to 
the  software-maintained  time  registers  only;  the  actual  oscillator  cannot  be  directly  controlled. 

The  server  software  consists  of  two  parts;  the  process  that  sets  and  maintains  the  time  of  the  local 
clock  and  the  process  that  transmits  the  time  to  other  machines  on  the  network.  These  two  processes 
are  independent,  although  they  share  access  to  a  global  set  of  parameters  that  define  the  state  of  the 
server.  Both  of  the  processes  are  normally  activated  as  part  of  the  start-up  of  the  server.  The  process 
that  controls  the  local  clock  runs  as  a  daemon  in  the  background,  while  the  transmitter  is  activated 
whenever  a  calibration  request  is  received  from  a  client  machine.  Neither  process  uses  a  siginncant 
fraction  of  the  resources  of  a  modast-sized  workstation. 

The  clock  control  daemon  is  divided  into  three  sub-processes: 

1.  A  process  that  measures  the  time  difference  between  the  server  and  NIST.  The  comparison  is 
made  using  the  dial-up  telephone  line  and  the  ACTS  protocol.  The  telephone  connection  time 
is  typically  15  s.  The  accuracy  of  this  calibration  is  about  10  ms  and  the  repeatability  is  about 
0.3  ms.  This  repeatability  is  achieved  by  careful  design  of  the  process,  especially  the  algorithm 
to  interpolate  between  the  ticks  of  the  local  clock.  This  algorithm  can  reliably  resolve  intervals 
on  the  order  of  1%  of  the  period  of  the  local  clock  (less  than  1  ms  on  most  systems). 

2.  A  process  that  uses  the  time  difference  data  to  construct  a  model  of  the  local  oscillator.  The 
principal  parameters  of  the  model  are: 

y  Clock  Rate  in  seconds  of  deviation/second 
D  Change  in  Clock  Rate  seconds/second^ 

A  Interval  between  external  calibrations 

6  Clock  Noise 

7/  Channel  noise 

Em  Maximum  time  error 

The  model  dynamically  adjusts  the  first  three  parameters,  (y.  D  and  A),  to  optimize  the  per¬ 
formance  of  the  clock  in  the  presence  of  the  two  noise  sources,  e  and  rj.  Specifically,  the  model 
attempts  to  maximize  the  interval  between  calibrations.  A,  while  at  the  same  time  keeping  the 
local  time  correct  within  the  bounds  specified  by  Em- 

3.  A  process  that  uses  the  model  parameters  to  continuously  coriect  the  local  clock.  These  cor¬ 
rections  are  implemented  as  1  ms  time  steps  in  the  appropriate  direction.  The  interval  between 
these  corrections  is  at  least  10  ms,  so  that  the  steering  does  not  exceed  10%  of  the  clock  rate. 
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The  Clock  Model 


The  free-running  performance  of  the  server  clock  is  modeled  by 


x{tj+i)  =  x{tj)  +  yy  %+i-ij) 

+0.5  X  D  .  tj+i  ~  +  6.  (l) 

This  expression  relates  the  time  difference,  x,  between  the  server  and  NIST  at  time  to  the 
difference  at  some  earlier  time  tj.  Note  that  A  =  -  tj,  and  that  A  is  not  constant  but  is  adjusted 

by  the  algorithm.  The  server  constructs  initial  estimates  for  y  and  D  by  several  successive  calibrations 
separated  by  a  time  interval  of  between  1  and  2  hours.  This  interval  is  chosen  long  enough  so  that  the 
channel  noise  tj  will  not  make  a  significant  contribution  to  the  rate  and  short  enough  so  that  D  can 
be  neglected  and  the  clock  noise  c  can  be  modeled  as  a  random  process  (even  though  all  oscillators 
have  a  noise  spectrum  that  shows  increased  variance  at  longer  periods). 

If  the  data  are  statistically  consistent,  then  the  server  changes  to  a  phase-lock  mode.  The  time  of  the 
local  clock  is  set  (usually  by  slewing  it  at  the  maximum  permitted  frequency).  When  the  local  clock 
is  on  time,  the  rate  estimate  is  used  to  apply  periodic  corrections  to  it  as  described  above. 

Subsequent  calibrations  are  used  to  refine  the  parameters  of  the  model.  The  calibration  interval  is 
gradually  lengthened  until  the  rms  error  of  the  model  approaches  the  value  of  E^-  For  any  combi¬ 
nation  of  oscillator  and  calibration  channel,  there  is  generally  an  optimum  calibration  interval  and  a 
correspoiiding  minimum  time  error,  Em-  the  performance  at  shorter  intervals  is  degraded  because  the 
ra,ndom  component  of  the  measurement  noise  degrade.'  the  rate  estimates,  and  the  performance  using 
longer  intervals  is  degraded  because  the  low-frequency  components  of  the  oscillator  noise  spectrum 
are  not  adequately  predicted  by  the  model.  This  optimum  interval  is  usually  about  24  hours  for  the 
crystal  oscillators  that  are  normally  used  in  computer  clocks,  and  the  corresponding  minimum  time 
error  is  about  1  ms. 

One  important  aspect  of  the  algorithm  is  the  reset  logic.  Most  oscillators  exhibit  occasional  glitches 
that  are  much  larger  than  the  standard  deviation  of  their  performance.  Similar  effects  are  often  found 
in  the  performance  of  the  calibration  channel.  It  is  important  that  these  effects  be  recognized  as 
unusual  and  that  they  not  be  allowed  to  corrupt  the  statistical  model  of  the  oscillator.  If  the  error 
of  a  calibration  exceeds  twice  the  running  average  standard  deviation  for  the  previous  day,  then  a 
reset  algorithm  is  executed.  The  algorithm  first  repeats  the  calibration.  If  the  two  calibrations  are 
statistically  different,  a  channel  error  is  assumed.  If  the  two  calibrations  agree  then  either  a  time  or 
frequency  step  is  assumed.  If  the  difference  between  the  next  two  calibrations  agrees  with  the  long¬ 
term  trend,  then  the  problem  is  a  time  step  only;  if  the  subsequent  calibrations  are  consistent  with 
a  I'ew  trend  then  a  frequency  step  (including  a  possible  time  step)  has  occurred.  If  the  subsequent 
calibrations  cannot  be  modeled  as  a  combination  of  a  time  step  and  a  rate  step,  then  a  hardware 
failure  is  indicated.  The  algorithm  attempts  to  re-initialize  itself  in  this  case;  if  that  attempt  fails 
then  an  unrecoverable  error  is  signaled. 


Server  Test  Results 

We  have  conducted  several  tests  to  demonstrate  the  capabilities  of  the  method.  Fig.  1  show  the  free- 
running  performance  of  the  clock  in  node  TILT.  The  time  of  the  computer  is  compared  periodically 
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with  the  NIST  time  scale  using  a  dial-up  connection  and  the  ACTS  protocol.  The  effect  of  the  clock 
rate  y,  dominates  the  performance  at  this  level. 

The  rate  of  the  clock  is  then  estimated  using  the  first  4  hours  of  data,  and  the  performance  of  the 
clock  for  the  reminder  of  the  month  is  predicted  using  (1).  The  subsequent  difference  measuremeiitb 
normally  would  be  used  to  modify  y,  D  and  A,  but  this  update  loop  was  disabled  for  these  tests. 

Fig.  2  shows  the  residuals  between  the  data  of  Fig.  1  and  the  predictions  of  the  model.  The  short  term 
variance  is  0.8  ms,  (8%  of  a  10  ms  tick)  and  the  spectrum  appears  white.  The  performance  of  the 
ACTS  system  is  considerably  better  than  this  (Allan  et  ah,  1990),  and  we  arc  probably  being  limited 
by  jitter  in  both  the  modem  equalizers  and  the  interrupt  latency  of  the  server.  This  interrupt  laleacj 
could  be  reduced  by  moving  some  of  the  code  into  the  device  driver  for  the  RS  232  port,  but  we  have 
not  done  this  at  this  time.  The  longer  period  fluctuations  are  due  to  changes  in  the  rate  of  the  clock 
oscillator;  the  relatively  small  diurnal  changes  probably  result  from  temperature  fluctuations  while  the 
longer  term  effect  can  be  broadly  characterized  by  a  random  walk  in  frequency  that  is  undoubtedlj 
due  to  aging  of  the  oscillator  crystal.  It  is  important  to  note,  however,  that  the  server  does  not  deviate 
from  the  time  predicted  by  the  model  by  more  than  ±20  ms  for  the  entire  observation  period  If  this 
level  of  performance  was  satisfactory,  the  server  could  run  for  at  least  1  month  with  no  additional 
external  call' -rations  once  the  rate  had  been  estimated. 

Fig.  3  shows  the  locked  performance  of  node  TILT.  The  parameters  of  the  lock  algorithm  have  been 
tuned  to  lock  the  time  to  the  minimum  error  Em  consistent  with  the  channel  and  measurement  noise 
spectra.  The  optimum  calibration  interval  was  about  18  hours,  but  A  was  fi-xed  at  1.8  hours  and  the 
faster  estimates  were  exponentially  averaged  to  estimate  the  optimum  rate. 

Local  Area  Network  Tests 

The  network  tests  were  performed  using  a  relatively  large  local-area  network  on  the  campus  of  the 
University  of  Colorado.  The  network  consists  of  segments  of  thick-wiie  cable  within  buildings  with 
bridges  to  connect  the  various  buildings  together.  The  ma-\imum  distance  between  buildings  is  about 
3  km. 

Two  independent  servers  (named  STRAIN  and  TILT)  were  locked  to  the  NIST  time  scale  using  the 
methods  outlined  above.  These  servers  responded  to  requests  from  any  host  on  the  network  by  sending 
the  time  together  with  flags  providing  advance  notice  of  leap  seconds  and  of  upcoming  transitions  to 
and  from  Daylight  Saving  Time.  A  single  character  specifying  the  health  of  the  server  was  also 
transmitted. 

There  are  several  different  versions  of  the  client  software.  The  simplest  version  simply  requests  the 
time  from  the  server  and  uses  the  data  to  set  the  time  of  the  client  if  the  server  is  healthy.  A  more 
complex  client  program  utilizes  the  same  algorithm  as  was  described  above  for  the  server  to  keep  the 
time  of  the  client  within  a  specified  tolerance  using  periodic  calibrations  from  the  server.  The  client 
algorithm  uses  a  somewhat  different  characierization  for  the  channel  noise  parameter  r/  since  the  client 
receives  its  calibration  data  over  a  packet  network  rather  than  over  a  single  dial-up  telephone  circuit. 

To  test  the  performance  of  the  network  software,  we  used  two  servers  and  a  single  client.  The  client 
(named  JILACK)  periodically  requests  calibration  data  from  both  servers  (named  STRAIN  and  TILT) 
and  computes  the  difference  of  the  differences: 
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(JILACK  +  ej  -  TILT  +  7?i)  -  (JILACK  +  Cj  -  STRAIN  +  772) 
(STRAIN  -  TILT  +  t/i  -  %) 


(2) 


6ts  = 


since  the  two  requests  are  so  close  together  in  time  that  the  fluctuations  of  JILACK  can  be  neglected. 
Here  Cj  is  the  unmodeled  clock  noise  of  node  JILACK  while  771  and  772  are  the  network  delays  between 
JILACK  and  the  two  calibration  nodes.  The  times  of  nodes  STRAIN  and  TILT  are  known  with  respect 

to  the  NIST  time  service  since  both  are  locked  via  periodic  calibrations  using  the  ACTS  protocol; 

(STRAIN  -  ACTS)  =  Es  +  rjai  where  <  >=  0  and  <  >- al 

(TILT  -  ACTS)  =  +  r}a2  where  <  Et>=0  and  <  Ef  >=  a\ 

Here  is  the  variance  of  the  clock  noise  and  77a  is  the  noise  in  the  ACTS  calibration  channel,  which 
is  assumed  to  be  the  same  for  both  nodes  (on  the  average).  Thus  the  differential  network  delay  can 
be  estimated  from 

(771  -  772)  «  his  -  (Es  -  Et)  +  (77ai  -  77^2)  (3) 

We  found  that  the  differential  network  delay  varies  by  less  than  ±1  ms  over  the  range  of  network  loads 
we  have  observed  and  that  <  Stg  >=0  ±  9.  ms. 

Expansion  to  Wide  Area  Networks 

There  is  no  difficulty  in  principle  in  expanding  this  system  to  wide  area  networks,  and  we  arc  currently 
planning  a  wide-area  network  test.  One  practical  limitation  will  be  the  characterization  of  the  network 
delay  parameter,  77,  which  is  likely  to  contain  time-varying  non-stationary  components.  It  is  also  likely 
that  the  network  delay  will  not  be  reciprocal  so  that  the  one-way  delay  between  two  points  cannot  be 
estimated  by  one-half  of  the  round-trip  time.  Under  these  circumstances,  a  local-area  network  syn¬ 
chronize  ^  via  a  single  server  which  is  in  turn  calibrated  using  ACTS  will  have  certain  advantages  over 
the  same  network  synchronized  using  a  wide-area  netw'ork  protocol  because  the  telephone  connections 
between  the  server  and  the  NIST  time  scale  are  much  easier  to  characterize  and  are  much  more  likely 
to  be  stable  and  reciprocal.  The  additional  cost  of  the  charges  for  the  toll  calls  is  not  high  —  one  01 
two  15  s  calls  per  day  would  be  adequate  for  almost  all  applications,  and  lower -accuracy  applications 
would  require  correspondingly  less  frequent  calibrations. 

Conclusions 

We  have  designed  and  tested  a  method  that  can  be  used  to  sy  nchronize  the  time  of  computers  on 
computer  networks  using  periodic  calibrations  from  the  NIST  time  scale.  The  method  makes  optimum 
use  of  the  calibration  data  by  constructing  statistical  models  of  the  performance  of  the  oscillators  in 
both  the  server  and  client  machines.  The  calibration  of  the  servers  uses  dial  up  telephone  connections 
whiL  are  highly  reciprocal  and  stable  and  are  therefore  much  easier  to  chaiacteiize  than  dissemination 
methods  which  depend  on  a  wide-area  network  for  synchronization. 
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Fig.  1.  Time  of  node  TILT  -  NIST  time  scale.  The  time  difference  is  measured 
using  the  ACTS  time  service  over  a  dial-up  telephone  connection.  The  slope  in 
these  measurements  shows  the  frequency  offset  of  the  free-running  oscillator, 
and  the  deviations  of  the  measurement  line  from  a  straight  line  are  mainly  due 
to  measurement  noise.  (The  width  of  the  line  is  due  to  the  size  of  the  symbol 
used  at  each  point.) 


TILT  (residuals) j  x-axis  in  days,  y-axis  in  seconds 


Fig.  2.  Difference  between  the  data  in  Fig.  1  and  the  predictions  of  the  clock 
model.  The  rate  of  the  oscillator  was  estimated  from  the  first  4  hours  of  the 
data.  The  model  parameters  were  locked  at  that  point  and  the  residuals  between 
the  modeled  clock  and  NIST  are  shown  in  the  figure. 


TILT,  locked,  x-axis  in  days,  y-axis  in  seconds 


Fig.  3.  Time  of  node  TILT  -  NIST.  The  time  of  node  tilt  is  adjusted  in 
increments  of  ±1  ms.  The  interval  between  these  software  adjustments  is  derived 
from  the  model  equation  (1).  The  parameters  of  the  model  are  updated 
periodically  using  calibrations  via  the  ACTS  time  service  over  a  dial-up 
telephone  connection.  Note  the  change  from  the  parameter  estimation  mode  to  the 
locked  mode  at  point  A,  the  glitch  at  point  B  that  was  caused  by  the  re-boot  of 
the  server  following  a  short  power  failure.  Note  also  the  automatic  adjustment 
of  the  interval  between  calibrations  at  points  C  and  D. 


QUESTIONS  AND  ANSWERS 


Dr.  Winkler,  U.  S.  Naval  Observatory:  I  miss,  in  your  discussion,  the  substantial  difference 
in  timing  in  the  computers  depending  on  the  operating  system.  In  the  PC,  wlmh  has  an  increment  of 
time  in  the*  timing  registers  of  16  milliseconds,  usually,  and  the  actual  processor  runs  at  5  or  8  or  12 
inegaHertz,  but  the  registers  are  not  updated  faster  than  every  16  millisecond..  Compare  that  to  the 
OS-2  or  the  Unix  systems  where  the  actual  time  interval  kept  is  in  seconds,  and  the  real-time  system 
such  as  the  HP  system  1000.  They  are  all  completely  different.  It  has  been  ou.  experience  that  it  is 
better  not  to  fool  around  with  the  computer  time  internally,  but  to  do  everything  externally.  Make 
the  time  measurements  externally  and  use  the  interupts  to  read  the  external  time.  I  wonder  how  the 
different  operating  systems  will  affect  that. 

Mr.  Allan;  I  am  sure  that  they  will.  We  have  done  experiments  on  Micro- Vaxes  and  on  a  Sun 
system.  The  same  technique  would  work  on  a  PC,  juct  at  a  higher  level. 
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Abstract 

When  observed  in  a  cesium  beam  frequency  standard,  the  hyperfine  transition  frequency  of  the  atoms 
differs  slightly  from  the  invariant  transition  frequency  of the  unperturbed  atoms  at  rest.  The  various  physical 
and  technical  origins  of  the  frequency  offsets  are  stated.  They  relate  to  fundamental  physical  effects,  to  the 
method  of probing  the  atomic  resonance  and  to  the  frequency  control  of  the  slaved  oscillator.  The  variation 
of  the  frequency  offsets  under  a  change  of  the  value  of  the  internal  operating  characteristics  is  considered. 
The  sensitivity  to  a  change  of  the  magnetic  induction,  the  microwave  power  and  the  temperature  is  given. 
A  comparison  is  made  of  the  sensitivity  of  cesium  beam  frequency  standards  of  the  commercially  available 
type,  making  use  of  magnetic  state  selection,  and  of  devices  under  study,  in  which  the  state  preparation  and 
detection  is  accomplished  optically.  The  pathways  between  the  external  stimuli  and  the  pliysical  origin  of  the 
frequency  offsets  are  specified. 


1.  INTRODUCTION 

According  to  a  basic  postulate  of  physics,  the  properties  of  atoms  do  not  change  with  space  and  time 
(except  for  known  relativistic  effects).  Therefore,  the  frequency  delivered  by  atomic  frequency  stan¬ 
dards  should  not  vary  with  time  and  .should  not  depend  on  perturbations  applied  such  as  constraints, 
change  of  temperature  and  humidity,  etc. 

However,  although  verj  slightly,  this  frequency  varies  during  the  device  lifetime  and  depends  on 
external  factors.  To  understand  this  undesirable  fact,  one  must  not  forget  that  the  postulate  mentioned 
implies  that  the  atoms  are  assumed  at  rest,  isolated  ard  in  free  space.  This  is  obviously  not  the  case  in 
actual  devices:  the  atoms  are  moving  at  thermal  velocities;  although  in  a  beam  they  are  not  Isolated 
and,  moreover,  the  two  energy  levels  of  interest  pertain  to  manifolds;  the  atoms  are  subjected  to 
fields.  Furthermore,  accessories  are  necessary  to  observe  the  microscopic  properties  of  the  cesium 
atoms.  They  are:  an  oven;  state  selectors,  a  microwave  cavitj;  a  set-up  to  generate  the  C  field;  a 
detector;  and  electronic  systems  to  probe  the  transition,  to  process  the  beam  tube  lesponsc  and  to 
frequency  lock  a  quartz  crystal  oscillator. 
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These  departures  from  the  ideal  conditions  and  some  of  these  accessories  can  be  sources  of  frequencj 
offsets,  the  magnitudes  of  which  depends  on  the  technical  choices  made. 

These  frequt;icy  offsets  couple  the  observed  resonance  frequency  to  the  macroscopic  world.  Since 
macroscopic  t-bjects  are  usually  sensitive  to  external  factors  such  as  temperature,  the  frequency  offsets 
depend  on  environmental  conditions  and,  consequently,  the  frequencj  of  the  standard  does  also.  Fre 
quency  changes  can  thus  be  induced  by  a  variation  of  the  temperature,  the  humidity,  the  constraints, 
the  fields,  etc. . .  applied  to  the  device. 

Although  the  frequency  offsets  are  rather  small,  they  are  numerous  in  the  cesium  beam  frequency 
standard.  However  we  shall  ignore  the  gravitational  frequency  offset,  whose  value  is  easily  predictable 
and  the  frequency  offsets  whose  change  is  negligible  in  the  usual  range  of  variation  of  the  external 
factors. 

The  frequency  offsets  can  be  sorted  out,  more  or  less  arbitrarily,  into  three  categories  depending  on 
the  principal  origin  of  the  offset.  They  are  related  to  fundamental  physical  effects,  to  the  resonance 
interrogation  rrrethod  and  to  possible  imperfections  in  the  electronic  system.  We  shall  give  their  order 
of  magnitude  and  the  possible  cause  of  their  change. 

We  shall  consider  commercially  available  cesium  beam  frequency  standards,  without  reference  to  a 
specific  model,  but  with  plausible  values  of  the  characteristic  parameters.  In  these  devices,  the  static 
and  the  microwave  magnetic  fields  are  applied  perpendicularly  to  the  atoinic  beam  axis.  The  length  of 
each  interaction  region,  /,  is  equal  to  about  1  cm.  The  separation,  L,  between  the  two  oscillatory  fields 
is  of  the  order  of  15  cm.  State  selection  is  presently  accomplished  by  deflecting  the  atom  trajectorico 
in  magnets.  The  velocity  distribution  function  of  the  atoms  detected  depends  on  the  design  and  it  is 
not  an  universal  function.  We  will  therefore  introduce  a  crude,  but  representative  distribution  of  the 
interaction  times  r  in  each  oscillatory  field  region.  It  has  the  shape  of  a  triangle  shown  in  Figure  la. 
The  maximum  of  the  distribution  arises  at  n  =  71  fis,  corresponding  to  a  velocity  iq  of  1-10  ms"’!’^. 
For  the  purpose  of  comparison,  we  shall  also  consider  the  distribution  of  interaction  times  which  is 
encountered  in  the  simplest  configuration  of  an  optically  pumped  cesium  beam  frequency  standard, 
using  a  single  diode  laser  for  the  state  preparation  and  the  state  detection.  In  that  case,  the  velocity 
distribution  is  that  of  an  effusive  beamt^!.  The  related  distribution  of  the  interaction  time  is  shown 
in  Figure  lb.  It  peaks  at  tq  =  46.5  /iS,  assumii.g  m  oven  temperature  of  100°C.  tq  =  //o  is  the 
interaction  time  for  atoms  having  the  most  probable  velocity,a,  in  the  oven. 

We  shall  give  the  order  of  magnitude  of  the  frequency  offsets  and  the  possible  cause  of  their  change.  Foi 
that  purpose,  we  shall  rely  mainly  on  results  p*  V  died  in  references  3  through  8,  where  credit  is  given  to 
prior  work.  Frequency  offsets  whose  value  depend  on  the  velocity  distribution  have  b>,en  computed  from 
equations  derived  in  [8],  assuming  slow  squa.j  wave  frequency  modulation,  for  simplicity.  Ilowevei, 
the  main  conclusions  of  this  paper  are  valid  for  other  types  of  modulation. 

In  the  following,  the  frequencj  offsets  arc  expressed  in  Hertz,  the  static  magnetic  induction  is  expressed 
in  gauss  (1  G  =  10“*'  T)  and  i/q  is  the  frequency  of  the  unperturbed  hyperfine  transition  of  the  cesium 
atom. 
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2.  FREQUENCY  OFFSETS  DUE  TO  FUNDAMENTAL  PHYSI¬ 
CAL  EFFECTS 

2.1.  Second  order  Zeeman  frequency  offset 

In  the  G-field  region,  a  static  magnetic  induction  is  applied  parallel  to  the  main  component  of  the 
microwave  magnetic  induction  sustained  in  the  interaction  regions.  It  raises  the  degeneracy  of  the 
cesium  atom  hyperfine  levels  in  the  ground  state  and  it  enables  Amp  —  0  transitions  to  be  induced. 
Its  Values  is  usually  set  around  60  mG,  to  separate  sufficiently  the  second  order  field  dependent 
{F  =  3,  mp  =  0)  (F  =  4,  mp  =  0)  clock  transition  from  the  six  other  neighbouring,  but  first  order 
field  dependent.  Amp  =  0  transitions  (see  Figure  2). 


a)  Magnetic  induction  assumed  uniform 

The  second  order  Zeeman  offset  of  the  frequency  of  the  clock  transition  is  given  by: 

=  427.45  Bl  (1) 

Assuming  Bo  =  6x  10~^  G,  the  frequency  offset  amounts  to  about  1.54  llz,  or  1.67 x  10~^°  in  relative 
value.  This  is  the  largest  frequency  offset  occuring  in  cesium  beam  frequency  standards. 

A  change,  dBo,  of  the  magnetic  induction  gives  a  change  ([{Aup)  of  the  frequency  offset.  We  have: 

=  855  Bq  dBo.  (2) 

For  i?o  =  6  X  10”^  G,  dBo/Bo  =  3  x  10“®  {dBo  =  1-8  nG),  we  have  d{Aus)lAi/B  =  This 

means  that  the  current  source  needed  to  generate  the  static  magnetic  induction  mu&t  be  of  a  sufficient 
quality,  with  a  small  sensitivity  to  temperature  changes. 

A  transverse  shielding  factor  of  about  5  x  10‘‘  gives  a  sensitivity,  equal  to  10"^^  per  Gauss,  to  a 
change  of  the  magnetic  induction  applied  externally  and  orthogonally  to  the  beam  tube.  However, 
one  should  be  cautious  in  assuming  that  the  frequency  shift  is  proportional  to  the  variation  of  the 
external  induction  since,  at  least  in  some  models,  non  linearities  have  been  obserced,  as  well  as  alack 
of  reproducibility  of  the  effect  of  the  variation. 

A  sensitivity  to  alternating  magnetic  fields  has  been  observed.  The  DC  frequeucj  offset  produced 
might  be  the  result  of  some  rectification  effect  related  to  non  linearities  occuring  either  in  the  shielding 
material  or  in  electronic  components  used  in  the  associated  electronic  sub-assemblies. 


b)  Effect  of  magnetic  field  inhomogeneities 

Actually,  the  static  magnetic  induction  is  not  uniform  in  the  C  field  region.  The  main  reasons  of  this 
imperfection  are  the  following.  The  permeability  of  the  magnetic  material  is  finite.  There  are  holes  in 
the  magnetic  shield  (the  largest  one  for  the  input  waveguide).  The  static  field  created  ma>  simply  be 
not  uniform,  at  least  in  some  tube  designs. 
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The  related  frequency  offset  can  be  separated  into  two  parts.  The  first  one  is  associated  to  the  field 
inhomogeneity  in  the  space  between  the  interaction  regions.  Let  Bo  +  AB{z)  be  the  magnetic  induction 
along  the  beam  path  and  AB{z)  its  fluctuation  with  quadratic  mean  value  ^B{zy.  The  frequency 
offset  is  equal  to: 


Au'jj  =  427  AB{zy  (3) 

Assuming  a  standard  deviation  of  2  X  we  have  =  1.9  x  10”^^.  The  second  source 

of  frequency  offset  is  the  difference  between  the  magnetic  induction  in  the  interval  between  the  two 
interaction  regions  and  the  induction  in  these  regions.  We  have: 

Au'^  =  2L4j{Bl-Bl-2Bl),  (4) 

where  Bi,  Bj  and  Bq  are  the  inductions  in  the  first  interaction  region,  in  the  second  one  and  in 
the  interval  between  them,  respectively.  The  values  of  Av'  x  B  depends,  but  only  slightly,  on  the 
microwave  power  and  on  the  frequency  modulation  parameters.  Assuming  Bi  —  Bi  —  62  mG,  Bo  - 
60  mG  and  IjL  =  1/15,  we  have  Av" Juq  —  7.6  x  10“^^,  which  is  a  significant  frequency  offset. 

The  frequency  offset  associated  with  the  magnetic  field  inhoinogeneities  can  change  if  the  field  distri 
bution  is  modified  by  an  externally  applied  magnetic  field. 


c)  Effect  of  a  magnetic  field  applied  parallel  to  the  beam  tube 

An  external  magnetic  field  applied  parallel  to  the  beam  axis  should  not  give  a  frequcnc>  shift.  Ilowevei , 
it  has  been  observed  that  such  an  effect  exists  and  that  it  is  even  larger  than  when  the  field  is  directed 
transverse  to  the  tube^^’^®!. 

A  magnetic  induction  is  added  parallel  to  the  beam  axis  in  the  C- field  region  (the  shielding  factor  is 
smaller  in  the  elongated  direction).  It  is  thus  perpendicular  to  the  main  component  of  the  microwave 
induction  and  it  can  induce  neighbouring  Amp  —  ±1  transitions,  which  may  give  rise  to  a  frequency 
shift  (see  Section  2.2b).  Furthermore,  a  distortion  of  the  magnetic  lines  of  force  by  the  magnetic 
shields  may  create  a  small  transverse  component,  dB^,  changing  the  value  of  the  frequency  offset  Ai^^. 
Moreover,  such  a  distortion  may  change  the  magnetic  field  inhomogeneities. 

2.2.  Neighbouring  transitions 
a)  Amp  =  0  transitions 

Six  intense,  field  dependent,  AF  -  ±1,  Amp  =  0  transitions  are  also  present  in  the  microwave 
spectrum  of  the  cesium  atom,  as  shown  in  Figure  2.  The  width  of  their  pedestal  is  equal  to  about 
15  to  20  kHz  and  their  separation  is  approximately  equal  to  42  kHz  when  Bq  is  close  to  60  mG.  The 
aisles  of  the  pedestal  of  the  (jp  =  4,  mp  =  1)  •Hr  (F  =  3,  mp  =  1)  and  of  the  (F  =  4,  mp  =  —1) 

(F  =  3,  mp  =  -1)  transitions  overlap  under  the  line  of  the  (F  =  3,  mp  =  0)  (F  =  4,  mp  =  0) 
transition.  In  tubes  where  the  state  selection  is  accomplished  magnetically,  the  field  dependent  lines, 
symmetrically  placed  around  the  central  one,  have  significantly  different  amplitudes,  as  shown  in  Figure 
2a.  It  follows  that  *he  shape  of  the  central  line  is  distorted  by  an  added  slanted  base  line,  and  that  a 
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frequency  offset  arises.  The  properties  of  the  latter  depends  closely  on  that  of  the  aisles  of  the  Rabi 
pedestal.  Their  amplitude  is  proportional  to  the  microwave  power  and  it  is  an  oscillating  function  of 
their  distance  to  the  line  center.  Consequently,  the  frequency  offset  depends  on  the  microwave  power 
and  on  the  value  of  the  static  magnetic  induction.  Furthermore,  it  depends  on  the  population  and 
of=the  velocity  distribution  of  the  atoms  involved  in  the  neighbouring  transitions.  The  offset  is  also 
aTunction  of  the  modulation  parameters  (c/ Appendix).  The  Rabi  pulling  effect  has  been  studied  in 
detail  by  de  Marchi^^’^J.  He  has  found  a  frequency  offset  varying  according  to  the  previous  stateuients 
in  Cs  beam  frequency  standards  produced  by  a  given  manufacturer,  as  shown  in  Figure  3.  Results 
obtained  with  standards  of  a  different  supply,  using  tubes  of  a  different  design  and  in  which  the 
frequency  modulation  scheme  is  different,  were  not  has  clear  as  that  shown  in  Figure 

The  relative  frequency  offset  may  amount  to  several  10^^  and  its  change  may  be  several  10"'^  per 
dB  of  microwave  power  variation.  When  the  influence  of  the  neighbouring  Rabi  pedestals  is  clearly 
identified,  there  are  magnetic  field  settings  for  which  the  frequency  ofLct  goes  to  zero  as  well  as  the 
sensitivity  to  a  microwave  power  variation.  In  that  case,  it  has  been  experimentally  verified  that 
Cs  beam  tubes  tuned  at  one  of  these  points  show  an  improved  long  term  stability^^’^L  However, 
most  of  the  manufactured  tubes  are  still  operating  at  a  different  point.  Then,  the  Rabi  pulling  effect 
contributes  to  their  sensitivity  to  a  change  of  their  microwave  power.  A  frequency  shift  may  also  occur 
if  the  beam  composition  varies  (change  of  the  beam  optics  and  of  the  beam  deflexion  angle,  Majorana 
trpisitions)  and  thus  the  asymmetry  of  the  microwave  spectrum.  Similarly,  a  change  of  the  velocity 
distribution  of  atoms  in  the  suble/els  mp  =  ±1  of  the  ground  states  F  =  Z  and  F  =  4  can  produce  a 
frequency  shift. 

As  shown  in  Figure  3,  the  Rabi  pulling  effect  introduces  a  sensitivity  to  a  change  of  the  value  of  the 
C-field.  However,  this  sensitivity  is  smaller  than  that  related  to  the  second  order  Zeeman  effect  and 
it  can  be  neglected. 

The  Rabi  pulling  effect  is  specific  to  beam  tubes  with  magnetic  state  selection.  The  related  frequency 
offset  and  its  sensitivity  to  the  microwave  power  and  to  other  factors  should  be  absent  in  cesium  beam 
tubes  optically  pumped  with  a  linearly  polarized  light^*^'.  In  that  case,  the  microwave  spectrum  of 
the  cesium  atom  is  highly  symmetrical  around  the  central  {F  =  3,  mp  =  0)  (F  =  4,  mp  —  0)  line, 
as  shown  in  Figure  2b.  Furthermore,  this  property  gives  the  opportunity  to  decrease  the  value  of  the 
C-field  and  thus  the  sensitivity  to  magnetic  field  changes. 


b)  Am^  =  ±1  transitions 

A  spurious  component  of  the  static  magnetic  field  parallel  to  the  beam  tube  axis,  and  therefore  per 
pendicular  to  the  main  component  of  the  microwave  magnetic  field  can  induce  Amp  -  ±1  transitions. 
This  component  can  be  produced  in  the  tube  itself  if  the  C  field  region  is  poorly  designed,  or  it  can  be 
the  result  of  an  externally  applied  magnetic  field.  The  shape  of  the  we.ak  resonance  features  is  similar 
to  that  of  the  Amp  =  0  main  lines.  Such  small  lines  can  be  seen  in  Figure  2a,  in  the  dips  between 
the  Amp  -  0  resonance  patterns.  Although  weaker,  they  are  closer  tiian  the  neighbouring  Amp  =  0 
lines.  They  may  produce  a  frequency  offset  of  the  Amp  =  0  clock  transition  when  the  populations 
the  mp  =  ±1  sublevels  are  not  identical.  It  depends  on  the  microwave  power  level. 

Am,.  =  ±1  resonance  features  can  take  a  different  shape,  as  shown  in  Figure  2b  at  mid -distance 
between  the  Amp  =  0  lines.  This  record  has  been  obtained  with  a  tube  in  which  the  apertures  in  the 
Ramsey  cavity  are  larger  than  in  conventional  ones^’^^.  Moreover,  the  value  of  the  C  field,  and  thus 
the  separation  between  the  lines,  has  been  increased  for  the  purpose  of  illustration.  Although  weak. 
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they  are  very  likely  present  in  all  beam  tubes,  but  they  may  be  masked  by  the  aisles  of  the  intense 
Amp  =  0  lines  at  the  usual  values  of  the  C-field.  Furthermore,  they  may  not  emerge  from  the  noise. 

The  Amp  =  ±1  transitions  shown  in  Figure  2b  are  likely  due  to  the  existence  of  components  of  the 
microwave  magnetic  field  which  are  perpendicular  to  the  static  field,  but  ha\e  opposite  directions 
at  points  symmetrically  disposed  around  the  waveguide  axis^'’’k  In  the  E  plane  microwave  cavities 
considered  here,  these  components  are  likely  related  to  the  distortion  of  the  microwa\e  magnetic  lines 
of  force,  which  is  created  by  the  holes. 

Like  the  Amp  =  0  ones,  these  transitions  can  have  different  intensities  in  cesium  tubes  with  magnet 
state  selectors.  Thus  the  closest  to  the  central  line  may  induce  a  frequency  offset.  The  effect  of  the 
Amp  =  ±1  transitions  is  being  studied  in  detail^*'’!. 


2.3.  Second  order  Doppler  effect 

The  second  order  Doppler  ircquency  offset  is  directly  related  to  the  time  dilatation  effect  of  the  special 
theory  of  relativitj.  In  the  presence  of  a  velocity  distribution,  the  \alue  of  the  relative  frequency  offset 
is  given  by: 


At/p 


(5) 


where  u,  is  equal  to  ti  or  a  for  cesium  beam  tubes  with  magnetic  stale  selection  or  optical  pumping, 
respectively.  Ap  depends  on  the  parameters  mentioned  in  the  Appendix,  .\ssunung  slow  square  wave 
modulation.  Figure  4  shor\s  its  variation  versus  the  amplitude  of  the  microwave  induction  for  different 
values  of  the  depth  of  the  frequency  modulation. 

For  the  values  of  the  operating  parameters  given  in  the  Appendix,  the  relative  frequency  offset  is  equal 
to  -1.1  X  10“*^  and  to  -3.8  x  10“*^  for  the  tubes  with  magnet  state  selection  and  optical  pumping, 
respectively.  A  1  dB  change  of  the  microwave  power  yields  a  small  variation  of  the  frequency  offset, 
equal  to  0.5  X  10'***  and  3.2  x  10"***,  respectively. 


2.4  Spin  exchange 

Collisions  between  alkali  atoms  cause  a  relaxation  of  the  population  of  the  hypcrfinc  energy  levels  and, 
also,  a  shift  of  the  hyperfine  transition  frequency. 

Collisions  are  present  in  a  thermal  beam.  Their  rate  is  approximately  1/3  that  occuring  in  a  vapor 
showing  the  same  atoni  density.  Furthermore,  a  background  pressure  of  cesium  vapor  c.\isls  in  a  beam 
tube,  mainly  at  the  end  of  its  life,  when  the  getters  get  saturated. 

However,  the  value  of  tire  spin  exchange  frequency  shift  cros  section  of  the  cesium  atom  is  not  known 
at  present.  Work  in  this  respect  is  desirable.  It  is  thus  not  possible  tc  give  a  quantitative  estimate 
of  the  related  frequency  offset.  However,  it  would  be  of  interest  to  know  whether  spin  e.\change  can 
cause  an  ageing  effect  through  a  change  of  the  background  vapor  pressure,  or  not. 
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2; 5.  Light  shift 


The  frequency  offset  called  the  light  shift  is  of  course  specific  to  optically  pumped  cesium  beam  tubes. 
It  is  due  to  a  displacement  of  the  hyperfine  levels  in  the  giound  state,  which  is  induced  by  transitions 
between  the  ground  state  and  an  excited  state. 

In  a  cesium  beam  tube,  the  photons  emitted  by  the  fluorescing  atoms,  and  which  propagate  along 
the^beam  path,  reach  the  microwave  interaction  region  and  perturb  the  transition  frequency.  Photons 
scattered  from  the  laser  pumping  light  can  be  efficiently  eliminated  by  proper  design  of  the  optical 
part  of  the  device. 

An  estimate  of  the  magnitude  of  the  light  shift  has  been  calculated  by  several  aulhorsl^®~*^^K  For  a 
small  tube  of  the  commercial  type,  it  is  predicted  to  be  smaller  than  10“^^,  in  relative  value,  using 
*he  X>2  line  at  8o2  nm  for  the  atom  preparation  and  detectioiJ'^),  and  one  order  of  magnitude  smaller 
with  the  Di  line  at  894  nmt^®).  No  experimental  result  is  available  yet. 

This  frequency  offset  depends  on  the  number  of  fluorescing  atoms  and  thus  on  the  atomic  beam 
intensity.  The  latter  can  easily  be  maintained  sufficiently  stable.  Moreover,  the  number  of  fluorescing 
atoms  is  not  much  sensitive  to  the  intensity  of  the  laser  light  beam  when  the  optical  pumping  is 
almost  complete  in  the  two  optical  interaction  regions.  Thus,  the  stability  of  this  intensity  should  not 
be  critical. 

3.  FREQUENCY  OFFSETS  DUE  TO  THE  INTERROGATION 
METHOD 

A  microwave  signal  is  necessary  to  probe  the  atomic  resonance,  since  the  Cs  beam  frequency  standard 
is  a  passive  device.  Frequency  offsets  are  related  to  the  implementation  of  a  microwave  cavity,  with 
its  two  interaction  regions,  and  to  the  presence  of  spurious  spectral  components  in  the  interrogation 
signal. 


3.1.  Mean  phase  shift  between  the  two  oscillatory  fields 

A  small  amplitude  travelling  wave  is  superimposed  to  th<;  cavity  standing  wave.  It  carries  the  energy 
lost  in  the  waveguide  walls  and  in  the  two  terminations.  This  travelling  wave  couples  any  dissymme¬ 
try  in  the  electrical  properties  of  the  two  arms  (unequal  length,  unequal  losses,  unequal  reflections, 
asymmetry  of  the  feeding  junction)  into  ?  small  phase  difference  between  the  two  oscillatory  fields. 
The  resonance  line  is  then  distorted  by  an  additional  component  which  is  an  odd  function  of  [u  -  t'o)- 
A  frequency  offset  follows  which  can  be  thought  as  a  residual  first  order  Doppler  effect. 

Assuming  a  phase  difference,  between  the  antinodes  of  the  magnetic  field  in  the  two  interaction 
regions,  the  frequency  offset  is  given  by: 


(6) 


where  T,  is  a  characteristic  value  of  the  time  of  flight  of  atoms  between  the  two  interaction  regions. 
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We  have  chosen  %  —  T\=-Llv\  for  the  tube  with  magnetic  state  selection  and  T\  =  Tq  -  Lja  for  the 
tube  with  optical  pumping.  depends  on  the  parameters  listed  in  the  Appendix. 

In  a  short  Ramsey  cavity  {L  —  15  cm),  a  difference  between  the  electrical  length  of  the  two  arms  equal 
to  approximately  3  X  10“®  m  gives  <j>=  10  /xrad.  With  the  values  of  the  operating  parameters  given  in 
the  Appendix,  the  relative  frequency  offset  amounts  to  1.5  x  10"^^  and  2.9  x  10"'^  for  the  tubes  with 
magnetic  state  selection  and  optical  pumping,  respectively.  A  1  dB  change  of  the  microwave  power 
yields  a  relative  frequency  variation  of  0.4  x  10“^'*  and  1.3  x  10"^“*,  respectively. 

A  differential  dilatation  of  the  length  of  the  cavitj  arms,  corresponding  to  a  temperature  unbalance 
of  1  K  gives  a  change  of  the  phase  difference  of  0.6  /^rad  and  thus  a  negligible  frequency  offset  of  the 
order  of  1  X  10“^"^. 


3.2.  Distributed  phase  shift 

In  each  interaction  region,  there  exists  a  space  dependent  phase  shift  of  the  microwave  magnetic  field. 
It  is  due  to  the  travelling  wave  component  transporting  the  energy  lost  in  the  cavity  walls.  The 
distributed  phase  shift  is  present  even  if  the  phase  difference  between  the  centers  of  the  interaction 
regions  is  equal  to  zero.  It  has  a  component  in  the  direction  transverse  to  the  beam.  A  longitudinal 
component  likely  exists  also.  It  is  related  to  the  presence  of  the  holes  which  enable  the  atoms  to  cross 
the  oscillatory  field  region. 

Actually,  the  order  of  magnitude  of  the  frequency  offset  associated  with  the  transverse  phase  shift  is 
the  same  as  that  due  to  the  phase  difference  between  the  two  cavity  endst^®!.  The  longitudinal  phase 
shift  gives  a  frequency  offset  only  if  the  two  apertures  and  the  two  cut-off  sections  attached  to  the 
main  waveguide  show  an  asymmetry^^f 


3.3.  Cavity  pulling 

If  the  cavity  is  not  exactly  tuned  at  the  atomic  transition  frequency,  then  the  amplitude  of  the  mi¬ 
crowave  field  does  not  vary  symmetrically  when  the  atomic  resonance  is  scanned.  A  frequency  offset 
of  the  resonance  frequency  follows.  It  is  given  by: 


(7) 


where  Auc  is  the  cavity  mistuning.  Tc  is  the  cavity  response  time,  equal  to  Qd being  the  cavity 
quality  factor.  T,  has  the  same  meaning  as  in  Equation  6.  Ac  depends  on  the  operating  conditions, 
as  described  in  the  Appendix.  The  quantity  (Tc/T,)^  is  of  the  order  of  magnitude  of  (QcIQi)^, 
where  Qi  is  the  line  quality  factor.  For  slow  square  wave  modulation,  figure  5  shows  the  variation 
of  Ac  versus  the  amplitude  of  the  microwave  field,  for  different  values  of  the  depth  of  the  frequency 
modulation.  Assuming  the  operating  conditions  introduced  previously,  Qc  -  5000,  L  -  15  cm  and  a 
cavity  mistuning  of  0.1  MHz,  the  relative  frequency  offsets  amounts  to  1.1  x  10~^^  for  the  classical  tube 
and  to  1.4  X  10~^^  for  the  tube  with  optical  pumping.  The  variation  of  the  cavity  pulling  frequency 
offset,  for  a  1  dB  change  of  the  microwave  power,  is  equal  to  2.3  x  10"*^  and  3.6  x  10"^^  for  the 
classical  tube  and  the  optically  pumped  tube,  respectively. 
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Assuming  6  constant,  the  frequency  shift  related  to  a  change  AT  of  the  cavity  temperature  is  given 
by: 


(8) 


where  a  is  the  linear  coefficient  of  expansion  of  the  cavity  material.  With  a  =  1.6x  10~®  and  AT  =  IK, 
we  have:  At'r/t'o  =  1.6  X  10"^^  and  2.0  X  10“^^  for  the  tube  with  magnetic  state  selection  and  optical 
pumping,  respectively.  Moreover,  the  cavity  detuning  changes  the  microwave  power  applied  to  the 
atoms,  which  must  be  taken  into  account^®).  Furthermore,  the  temperature  change  will  vary  the 
microwave  power. 

The  cavity  pulling  frequency  offset,  and  its  variations,  are  larger  for  the  optically  pumped  tube  than 
for  the  traditional  one.  However,  it  can  be  reduced  by  decreasing  the  value  of  the  cavity  quality 
factor,  since  the  frequency  offset,  and  its  changes,  varies  as  Ql.  Similarly,  it  would  be  appropriate 
to  increase  the  value  of  6ro  towards  the  point  where  Ac  goes  to  zero.  It  can  be  shown  that,  at  that 
point,  the  DC  content  of  the  beam  tube  response  shows  a  maximum,  in  the  case  of  slow  square  wave 
modulation.  Another,  but  more  involved  possibility  consists  in  using  two  or  three  lasers  instead  of 
one.  Implementation  of  detection  via  a  cycling  transition,  and/or  of  pumping  with  two  small  powei 
lasers,  favors  slow  atoms^*®'^°J.  This  increases  the  mean  time  of  flight,  with  a  subsequent  decrease  of 
the  related  frequency  shifts^^^J. 


3.4.  Majorana  transitions 

If  the  magnetic  field  varies  along  their  path,  the  travelling  atoms  are  subjected  to  a  time  dependent 
perturbation.  It  may  have  spectral  components  causing  transitions  between  the  nip  sublevels  of  the 
F  =  3  and  F  =  4  manifolds.  They  are  called  Majorana  transitions.  They  are  usually  avoided  by 
trimming  properly  the  magnetic  field  along  the  atom  path. 

Should  they  occur,  the  effect  of  these  transitions  is  not  completely  understood  yeti^^i.  However,  they 
may  give  indirect  frequency  shifts,  tis  briefly  explained  now.  In  practical  magnetic  state  selectors, 
the  deflection  of  a  trajectory  depends  on  the  atom  value,  besides  the  velocity.  It  follows  that 
the  occurence  of  Majorana  transitions  changes  the  trajectory  of  the  atoms  which  are  able  to  hit  the 
hot  wire  detector  and,  therefore,  their  velocity  distribution.  The  effect  of  these  transitions  is  thus 
i)  to  modify  the  signal  to  noise  ratio  of  the  resonance  detection,  ii)  to  modifj  the  amplitude  of  the 
neighbouring  transitions  and  the  related  frequency  offset,  iii)  to  change  the  frequency  offsets  depending 
on  the  trajectory  (such  as  that  related  to  the  transverse  phase  shift)  and  iv)  to  vary  the  frequency 
offsets  depending  on  the  velocity  distribution. 

In  optically  pumped  tubes,  Majorana  transitions  can  be  more  easily  avoided.  Since,  moreover,  the 
atom  deflection  by  light  is  very  small,  their  effect  should  be  negligible. 

3.5.  Spectral  purity  of  the  interrogation  signal 

The  signal  at  9.192  631...  GHz,  which  is  necessary  to  observe  the  resonance  of  the  Cs  passive  frequency 
standard,  is  generated  by  the  methods  of  frequency  synthesis,  starting  from  the  output  of  a  quartz 
crystal  oscillator.  Therefore,  any  spurious  spectral  component  in  the  signal  of  this  oscillator  is  enhanced 
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by  the  process  of  frequency  multiplication.  Furthermore,  frequency  mixing  is  necessary  to  create  the 
frequency  required  and,  usually,  the  final  signal  contains  unwanted  spectral  components. 

External  factors  can  also  be  the  source  of  spectral  impurities.  Sidebands  at  50  or  60  IIz  from  the 
carrier  come  from  the  power  supply.  Other  spectral  components  can  be  coupled  to  the  interrogation 
signal  in  the  presence  of  external  signal  generators.  Vibrations  perturb  the  quartz  crystal  resonator 
and  are  another  source  of  spurious  sidebands. 

The  additional  spectral  components  give  rise  to  virtual  transitions  which  shift  the  energy  levels  of  the 
F  =  3,  mp  =  0  and  F  =  4,  =  0  states.  The  complete  analytical  expression  of  this  frequency 

offset  is  complicated  in  the  case  of  a  cesium  beam  tube^^^^.  We  shall  only  consider  her*"  the  effect  of 
an  additional  spectral  component  whose  frequency  u'  is  such  that  we  have  \u'  -  //ol  ~  20  kHz.  This 
means  that  this  component  is  present  outside  the  Rabi  nedestal  bandwidth.  The  frequency  offset  is 
then  given  by: 


Air'^Liy'  —  ^o) 


(9) 


where  6i  is  a  measure  of  the  amplitude  of  the  spurious  microwave  induction.  Its  definition  is  similar 
to  that  of  b  (see  Appendix).  The  quantity  is  approximately  equal  to  0.65  for  the  operating 
conditions  considered  here  and  for  both  types  of  tube.  Thus  the  frequency  offset  is  proportional  '.j 
the  power  of  the  added  signal  and  inversely  proportional  to  its  separation  from  the  carrier. 

In  many  cesium  beam  frequency  standards,  a  residual  sideband  is  present  at  12.6  Mllz  from  the 
carrier.  Taking  into  account  the  filtering  effect  of  the  cavity,  and  assuming  Qc  -  2000,  its  power  is 
approximately  20  dB  below  that  of  the  carrier.  We  thus  have  =  2  x  10^  rad  s”^.  With  IjL  -  1/15, 
the  relative  frequency  offset  is  small,  equal  to  0.4  x  10"^^.  It  changes  if  the  power  of  the  side-band 
varies.  It  also  depends  on  the  power  of  the  carrier  in  as  much  as  the  frequency  mi-\ing  process  binds  the 
power  of  the  side- band  to  that  of  the  carrier.  It  is  worth  mentioning  that  the  effect  of  a  spurious  side¬ 
band  may  be  large  for  \u'  -  uo\  comprised  between  approximately  the  half-width  at  half-maximum 
(HWHM)  of  the  central  fringe  of  the  Ramsey  pattern  and  the  IIWHM  of  the  Rabi  pedestal. 


4.  FREQUENCY  OFFSETS  DUE  TO  THE  ELECTRONIC 
SYSTEM 

4.1.  Modulation  and  demodulation  related  frequency  offsets 

It  can  be  shown  that  a  false  error  signal  is  produced  and  therefore  a  frequency  offset  of  the  slaved 
quartz  crystal  oscillator  results  from  the  presence  of  the  following  imperfections^^J;  i)  the  spectrum 
of  the  modulation  waveform  is  distorted  and  comprises  spectral  components  at  frequencies  2pi>M,  p 
being  an  integer  and  the  frequency  of  the  modulation,  ii)  the  amplitude  of  the  microwave  field 
applied  to  the  atoms  is  not  a  constant  and  has  spectral  components  at  frequencies  (2p  +  and  iii) 
the  spectrum  of  the  demodulation  waveform  contains  even  haimonics  of  the  modulation  frequency  U/,, 
whereas  the  even  harmonics  of  the  beam  tube  response  are  not  sufficiently  rejected. 

Results  have  been  given  in  the  case  of  a  sinusoidal  modulation  waveform^^'^  For  instance,  a  second 
harmonic  distortion  ratio  of  10"^  gives  a  relative  frequency  offset  of  about  10“'^.  We  shall  consider 
a  slow  square  wave  frequency  modulation  to  exemplify  the  effect  of  a  modulation  of  the  amplitude  of 
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the  microwave  field.  If  6  +  A6  and  b  -  Ab  are  the  values  of  that  amplitude  during  the  first  and  the 
second  half  of  the  modulation  period,  respectively,  then  the  frequency  offset  is  given  by: 

Assuming  Ab/b  =  10“®,  which  is  a  severe  requirement,  and  the  value  of  the  operating  parameters 
given  in  the  Appendix,  the  relative  frequency  offset  is  equal  to  0.3  x  10"^*  and  2.1  x  for  the 

traditional  tube  and  the  optically  pumped  tube,  respectively.  The  sensitivity  to  a  microwave  power 
change  is  approximately  4  x  10“^^  per  dB  for  both  types  of  tube.  The  quantities  A,„  and  Ac  are 
equal  to  zero  for  the  same  values  of  the  operating  parameters. 

Alternating  magnetic  fields  applied  externally  to  the  frequency  standard,  having  a  frequency  equal 
to  I'm  or  its  multiples,  can  add  detrimental  components  to  the  beam  tube  response  and/or  perturb 
greatly  the  modulation  and  demodulation  processes.  They  can  be  the  cause  of  large  frequency  offsets. 


4.2.  Frequency  offsets  arising  in  the  frequency  control  loop 

Until  now,  analog  electronics  is  implemented  in  most  of  the  commercially  available  units  to  filter 
the  beam  tube  response,  to  obtain  the  error  signal  and  to  realize  the  proper  loop  transfer  function. 
However,  operational  amplifiers  have  a  finite  DC  gain  and  show  current  and  voltage  offsets.  The  first  of 
these  imperfections  translate  a  frequency  offset  of  the  free  running  quartz  crystal  oscillator  (e.p.  10“') 
in  relative  value)  into  a  frequency  offset  at  the  output  of  the  standard  (e.p.  10"^^).  The  latter  is 
inversely  proportional  to  the  gain  of  the  electron  multiplier,  which  is  known  to  change  with  time. 
The  second  imperfection,  the  voltage  offset  (e.g.  10  pvolts)  also  gives  a  frequency  offset  at  the  output 
(e.g.  10“^^)  which  depends  on  temperature,  like  the  voltage  offset.  Such  defects  can  be  completely 
eliminated  using  a  digital  frequency  control  loopf^^'^^l 

A  drift  of  the  quartz  crystal  oscillator,  at  a  rate  of  10“^  per  day  when  it  is  free-running,  gives  a 
relative  frequency  offset  equal  to  10"^'’  assuming  a  first  order  loop  with  a  time  constant  of  1  s.  This 
effect  disappears  with  a  second  order  loop. 


5.  INFLUENCE  OF  THE  ADJUSTEMENT  OF  THE  INTERNAL 
PARAMETERS 

Although  we  have  given  a  plausible  magnitude  of  the  values  of  the  various  frequency  offsets  and 
of  their  possible  change,  the  actual  values  depend  on  the  particular  adjustement  of  a  given  cesium 
beam  frequency  standard.  This  refers  to  the  value  of  the  C-field  and  of  its  inhomogeneities,  the 
microwave  power,  the  cavity  mistuning,  the  cavity  phase  shift,  the  velocity  distribution  (urn  geometrical 
alignment),  the  level  of  the  spectral  impurities,  the  spurious  modulation  of  the  amplitude  of  the 
microwave  induction,  etc.  Even  the  sign  of  the  frequency  offsets  related  to  the  cavity  tuning  and 
to  the  cavity  phase  shift  may  vary  from  unit  to  unit.  The  variability  of  the  sensitivity  to  external 
factorst^^"'^®^,  is  therefore  not  surprising.  We  have  noticed  that  optically  pumped  tubes  should  not 
be  affected  by  the  presence  of  neighbouring  transitions,  thanks  to  the  symmetry  of  the  microwave 
spectrum  which  can  be  achieved  in  that  case.  This  symmetry  has  the  additional  advantage  to  allow 
one  to  decrease  the  value  of  the  C-field  and,  consequently,  to  decrease  the  sensitivity  to  its  change. 
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However,  the  sensitivity  to  the  adjustment  of  other  internal  characteristics,  such  as  the  cavity  tuning, 
is  potentially  larger  than  in  traditional  tubes.  This  is  primarily  due  to  the  larger  velocitj  of  the  atoms 
detected.  The  general  cure  is  a  better  control  of  the  misadjustments.  In  the  particular  Ccise  of  the 
cavity  pulling  effect,  a  reduction  of  the  value  of  Qc  will  contribute  to  solve  the  difficulty.  Nevertheless, 
one  should  be  careful  to  improve  the  spectral  purity  of  the  signal  at  the  output  of  the  final  frequency 
multiplier  or  mixer,  since  the  filtering  effect  of  the  cavity  will  be  decreased  accordingly. 


6.  CONCLUSION— SENSITIVITY  TO  EXTERNAL  FACTORS 

< 

Figure  6  shows  the  most  efficient  pathways  from  the  external  variables  tothe  physical  origins  of  the 
largest  change  of  the  output  frequency  in  the  cesium  beam  frequency  standard^®!. 

The  effect  of  external  DC  and  AC  magnetic  fields  has  been  described  in  Section  2.1.  A  variation 
of  the  temperature  can  change,  for  instance;  i)  the  current  creating  the  static  magnetic  field  aud 
the  properties  of  the  shielding  material,  ii)  the  characteristics  of  the  electronic  components  used  in 
the  generation  of  the  microwave  power  and  thus  the  level  of  this  power,  iii)  the  dimensions  of  the 
microwave  cavity  and  thus  its  resonant  frequency  and  iv)  the  voltage  offset  of  operational  amplifiers 
in  the  frequency  control  loop.  Humidity  can  change  the  value  of  capacitances  used  in  the  tuning  of 
the  various  stages  of  frequency  synthesis  chain  and,  consequently,  the  microwave  power.  It  can  also 
change  leakage  currents  in  the  frequency  control  loop.  A  constant  acceleration  varies  the  position  of 
the  atomic  trajectories  with  respect  to  the  beam  tube  structure  and,  thus,  the  velocity  distiibution. 
However,  its  main  effect  is  to  change  the  free-runnning  frequency  of  the  quartz  crystal  oscillator. 
Vibrations  create  sidebands  in  the  quartz  crystal  oscillator  output.  Most  of  the  external  variables  are 
not  independant  onesf^°^.  A  change  of  the  humidity,  of  the  atmospheric  pressure,  of  the  orientation 
of  the  unit  in  the  earth  gravity  field  and  of  the  supply  voltage  will  modify  the  internal  temperature 
and/or  temperature  gradient  and  thus  the  temperature  of  the  various  sub -assemblies  of  the  device. 
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APPENDIX 

In  the  two  separated  oscillatory  field  method,  the  probability  that  a  transition  occurs  depends  on 
the  amplitude  of  the  microwave  field  and  on  the  velocity  distribution  function  of  the  atoms  detected. 
It  follows  that  most  of  the  properties  of  a  cesium  beam  frequency  standard  depends  on  these  two 
parameters.  Furthermore,  the  medium  term  frequency  stability  and  a  number  of  frequency  offsets 
depend  on  the  way  the  line  shape  is  explored  (frequency  or  phase  modulation  waveform,  depth  of  the 
frequency  or  phase  deviation  and  modulation  frequency).  These  effects  are  considered  in  references 
[4,8,31]. 

It  is  convenient  to  characterize  the  amplitude  of  the  microwave  magnetic  induction  applied  in  the 
interaction  regions  by  the  quantity  b,  which  has  the  dimension  of  rad  s"^.  It  is  given  hy  b  =  figBlh, 
where  B  is  the  actual  value  of  the  amplitude  of  the  microwave  magnetic  induction,  is  Bohr  magneton 
and:  ft  is  Planck  constant  divided  by  2ir. 

Optimum  operating  conditions  exist,  depending  on  the  criterion  considered Considering  the  opti¬ 
mum  amplitudes  of  the  microwave  field,  they  are  all  close  to  values  such  that  we  have  bti  and  bro 
equal  to  1.5,  where  ri  and  tq  are  defined  in  Section  1. 

The  amplitude  of  the  frequency  modulation  which  is  needed  to  probe  the  atomic  resonance  is  usually 
set  close  to  its  half  width  at  half  maximum.  We  have  thus  chosen  u)mT-[  =  =  1.5,  where  u;/27r  is 

the  modulation  depth.  Ti  and  To  are  defined  in  Section  3.1. 
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fW  arbitrary  units 


Figure  1.  Distribution  of  interaction  times 

a)  approximate  distribution  in  a  tube  with  magnet 
state  selectors 

b)  distribution  in  a  tube  using  a  single  laser  for 
state  selection  and  detection. 


Figure  2.  Microwave  spectrum  of  cesium  atoms  in  the  ground  state. 
The  relative  amplitude  of  the  seven  lines  is  shown 

a)  in  a  tube  with  magnet  state  selectors.  3^=  70  mG 

b)  in  a  tube  using  a  single  laser  for  state  selection  and 
detection.  3^  =  110  mG. 
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Corrected  y 


Figure  4.  Second  order  Doppler  effect,  assuming  slow  square  wave  frequency 
modulation.  Variation  of  Ap  versus  bTj^  or  bx^  for  different 
values  of  and 

a)  Tube  with  magnet  state  selector 

b)  Tube  using  a  single  laser  for  state  selection  and  detection. 


Figure  5.  Cavity  pulling,  assuming  slow  square  wave  frequency 

modulation.  Variation  of  A  versus  bt,  and  bT  . 

C  1  0 

a)  Tube  with  magnet  state  selector 

b)  Tube  with  a  single  laser  for  state  selection  and 
detection. 


Figure  6.  Pathways  between  the  external  stimuli  and  some  of  the  physical 
origins  of  the  frequency  offsets,  via  internal  characteristics 
of  fhe  device. 
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Abstract 

Environmental  sensitivity  is  often  the  most  significant  limitation  to  the  practical  stability  of  rubidium  fre¬ 
quency  standards  (RFS).  For  example,  temperature  sensitivity  can  cause  a  rapid frequency  change  of  several 
parts  in  10^^  for  a  tactical  RFS  that  has  an  aging  of  only  1x1 Imonth.  Other  important  environmental 
factors  are  barometric  pressure,  vibration,  magnetic  field,  and  nuclear  radiation. 

This  paper  considers  the  physical  mechanisms  that  lie  behind  these  environmental  sensitivities,  and 
relates  them  to  the  performance  of  actual  rubidium  frequency  standards.  It  is  part  of  an  effort  currently 
underway  under  NIST  and  IEEE  sponsorship  toward  a  standard  characterizing  such  environmental  sensi¬ 
tivities.  For  the  systems  designer,  a  better  understanding  of the  reasons  for  RFS  environmental  sensitivity  will 
help  in  making  program  tradeoffs.  For  the  user  of  these  devices,  a  better  knowledge  of  the  causes  for  Rb  clock 
instability  will  aid  in  their  testing  and  proper  application.  For  the  time  and  frequency  specialist,  a  review  of 
these  factors  may  prove  useful  toward  improving  RFS  design. 

Some  of  the  RFS  environmental  sensitivities  are  due  to  simple  physical  mechanisms  like  the  effect  of 
dc  magnetic  field  on  the  Rb  hyperfine  resonance  frequency.  For  these,  an  analysis  can  be  based  on  physical 
principles  and  straightforward  design  factors.  Other  environmental  factors,  like  temperature  sensith  ity,  are 
more  complex  combinations  of  many  effects,  both  physical  and  practical,  and  the  analysis  often  takes  the 
form  of  an  error  budget  with  large  unit-to-unit  variations. 

Today ’s  rubidium  frequency  standards  span  a  wide  performance  range  from  small,  inexpensive  units  with 
pplO^^  error  budgets  to  larger,  higher  performance  versions  offering  pplO^'^  stabilities.  For  both  extremes, 
however,  environmental  sensitivity  can  be  the  most  significant  performance  limitation.  This  paper  helps 
explain  wny,  ani  offers  some  insight  into  how  to  make  improvements. 


INTRODUCTION 


The  rubidium  gas  cell  atomic  frequency  standard  has  found  widespiead  use  since  its  intioduction 
about  thirty  years  ago.  It  offers  the  best  combination  of  stability,  size,  weight,  power,  life,  and  cost  foi 
many  commercial  and  military  applications.  In  many  of  these  applications,  enviionincutal  sensitivity 
is  the  most  significant  performance  limitation.!^'  This  paper  will  attempt  to  sumniauze  the  physical 
basis  of  the  environmental  sensitivity  of  the  rubidium  frequency  standard  (RFS). 

An  understanding  of  the  physical  mechanisms  that  cause  environmental  sensitivity  is  of  obvious  con¬ 
cern  to  the  RFS  designer,  especially  since  the  device  may  be  intended  for  a  haish  tactical  application. 
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But  it  is  also  important  for  the  specifier  and  user  of  these  devices  to  have  a  good  understanding  of  tlie 
root  causes  of  RFS  environmental  sensitivity. 

The  paper  begins  with  an  examination  of  the  principal  factors  that  contribute  to  RFS  instability. 
These  are  the  causes  of  environmental  sensitivity.  It  then  considers  each  environmental  factoi  and 
relates  it  to  the  RFS  sensitivities.  Additional  information  is  presented  in  the  form  of  tables.  The  table 
columns  cover  the  three  major  RFS  sections,  while  the  table  rows  relate  similar  sensitivity  factois. 


RFS  SENSITIVITIES 

The  largest  factors  contributing  to  the  environmental  sensitivity  of  a  rubidium  frequency  standard 
are  shown  in  Table  1.  Most  of  these  factors  are  basic  characteristics  of  the  physics  package  (such  as 
magnetic  sensitivity)  that  become  environmental  sensitivities  when  the  instabilities  of  the  electronics 
circuits  (such  as  the  C-field  current  source)  are  considered. Some  of  these  RFS  sensitivities  are  fixed 
(such  as  magnetic  dependence),  while  others  vary  with  operating  conditions.  For  example,  the  effects 
of  servo  amplifier  and  rf  chain  offsets  scale  with  the  strength  of  the  discriminator  slope.  Environmental 
constraints  can,  in  turn,  affect  the  realizable  Rb  signal.  An  RFS  required  to  operate  at  an  elevated 
ambient  temperature  must  compromise  its  S/N  ratio  and  discriminator  signal  by  using  an  absorption 
cell  oven  setpoint  higher  than  optimum. 


TABLE  1  RFS  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

C-Field  Sepsitivitv: 

Magnetic  Bias  Field 

Residual  Oven  Heater  Field 

C-Field  Stability: 

Volt  Ref  k  Current  Source 

Temp  Controller  Heater  Current 

Light  Shift: 

Light  Intensity  &  Spectrum 

Lamp  Exciter: 

Lamp  Excitation  Power 

Temperature  Coefficients: 
Lamp  TC 

Filter  Cell  TC 

Absorption  Cell  TC 

C-Field  Coil  Resistance  TC 
Cavity  TC 

Temperature  Controllers: 
Thermal  Gain 

DC  Amplifier  Stability 

Thermistor  Self-IIeating 
Thermistor  Stability 

Bridge  Resistor  Stability 

RF  Power  Coefficient: 

Buffer  Gas  Confinement 

Line  Inhomogeneity 

C-Field  Inhomogeneity 

Abs  Cell  Temperature  Gradient 

RF  Chain: 

Microwave  Excitation  Power 

RF  Spurious  Components 
Modulation  Distortion 

Barometric  Coefficient: 

Abs  Cell  Buffer  Gas  Offset 
'  Abs  Cell  Envelope  Deflection 

Discriminator  Signal: 
Discriminator  Slope 

Servo  Loop: 

Static  &  Dynamic  TVacking  Error 

Servo  Amplifier: 

Finite  Gain  k  Phase  Error 

Static  k  Dynamic  Offsets 

Mod  Deviation  Change 

2nd  Harmonic  Ripple 

Optical  Path: 

Light  Beam  Motion 

Crystal: 

G-Sensitivity 

Servo  Amplifier: 

Servo  Interference 

Magnetic  Field  Sensitivity:  The  magnetic  field  sensitivity  of  an  RFS  is  a  result  of  the  hypeifiue 
magnetic  resonance  on  which  it  depends.  The  physics  package  uses  an  internal  longitudinal  dc  magiietio 
bias  field  to  orient  the  Rb  atoms  and  separate  the  Zeeman  sublevels.  The  “field  independent"  clock 
transition  has  a  quadratic  dependence  Af  -  573  where  A/  is  the  frequency  change  in  Hz  and  II 
is -the  magnetic  field  in  Gauss.  The  incremental  magnetic  sensitivity  varies  linearly  with  the  magnetic 
bias  field  ^  H  AH,  where  -/  is  the  fractional  frequency  change,  is  the  Rb  frequency 

(«6835  MHz),  and  AH  is  the  magnetic  field  change.  The  fractional  magnetic  sensitivity  theiefoie 
varies  as  ^  =  1.68x10"^ where  is  the  fractional  field  change. 

Light  Shift:  Light  shift  is  one  of  the  fundamental  stability  limitations  of  the  rubidium  frequenc> 
standard.t'^1  Because  optical  pumping  is  usually  done  in  the  same  place,  and  at  the  same  time,  as 
interrogation  of  the  Rb  atoms,  asymmetry  in  the  pumping  light  spectrum  causes  a  frequency  olfset.^^J 
For  good  performance,  it  is  necessary  to  operate  the  unit  at  the  condition  of  zero  light  shift  (ZLS) 
where  the  frequency  is  independent  of  light  intensity.  This  is  accomplished  by  adjustment  of  the  Rb 
lamp  isotopic  ratio  for  an  integrated  cell  and  adjustment  of  the  length  and/or  temperature  of  a  discrete 
filter  cell.f®^  The  condition  of  zero  light  intensity  coefficient,  zero  lamp  TC,  and  zero  lamp  rf  excitation 
power  coefficient  are  not  exactly  the  same,  and  there  is  always  some  residual  light  shift  sensitivity. 

Temperature  Coefficients:  A  closely  related  fundamental  RFS  limitation  is  lamp  and  cell  temper¬ 
ature  sensitivity.  Lamp  and  filter  cell  TCs  are  light  shift  effects.  Absorption  cell  TC  is  primarily  due 
to  buffer  gas  effects.  Two  configurations  offer  overall  optimization  of  RFS  physics  package  operating 
corrditions.f^^  For  the  integrated  cell,  optimization  of  the  lamp  isotopic  mix  and  the  cell  buffer  gas 
mix-can  provide  an  overall  zero  light  shift/zero  TC  condition.!"^!  For  the  discrete  filter  cell,  an  Rb®^ 
lamp  with  a  Rb®®  filter  cell  and  a  Rb®^  absorption  cell,  with  the  two  cells  in  the  same  oven,  and  with 
optirnized  operating  temperatures  and  buffer  gas  mixes,  provides  an  overall  ZLS/ZTC  condition.^^J  An 
RFS  physics  package  using  this  arrangement  can  be  easily  adjusted  for  optimum  operating  conditions 
by  setting  the  lamp  oven  temperature  (light  intensity)  for  zero  cell  oven  TC  and  setting  the  cell  oven 
'  temperature  (hyperfine  filtration)  for  zero  lamp  oven  TC  (ZLS).  This  also  provides  a  homogeneous 
light  spectrum  for  low  rf  power  sensitivity.  Typical  residual  TCs  are  a  few  pplO^V°C  for  the  RFS 
lamp  and  cell  ovens.  A  wall  coated  cell  without  buffer  gas  has  a  relatively  large  TC  (»2pplO^°/°C). 

RF  Power  Coefficient:  RFS  rf  power  sensitivity  is  due  primarily  to  inhomogeneity  within  the 
absorption  cell.l^l  The  microwave  field  strength  is  not  uniform  within  the  cavity,  and  most  of  the 
signal  comes  from  whatever  region  has  the  optimum  rf  level.  The  buffer  gas  confines  a  particular  Rb 
atom  to  a  small  region  of  the  cell.  If  some  other  frequency-determining  variable,  such  as  C-field, 
temperature,  light  intensity,  or  light  spectrum,  is  also  inhomogeneous,  then  a  change  in  rf  power  that 
shifts  the  region  of  optimum  signal  will  also  cause  a  frequency  change. 

Barometric  Coefficient:  The  primary  RFS  pressure  sensitivity  is  due  to  volumetric  change  of  the 
absorption  cell  envelope.  This  is  caused  by  the  pressure  shift  coefficient  of  the  buffer  gas,^^*^^  and  scales 
with  the  net  buffer  gas  frequency  offset.  Typical  buffer  gas  offsets  range  from  a  few  100  Hz  to  a  few 
kHz.  An  RFS  using  a  wall-coated  cell  with  no  buffer  gas  would  have  a  lower  barometric  sensitivity. 

Modulation  Distortion:  Modulation  distortion  is  a  primary  cause  of  frequency  offsets  and  instability 
in  passive  atomic  frequency  standards.  Low  frequency  phase  modulation  (PM  or  FM)  is  applied  to  the 
physics  package  rf  excitation  to  produce  an  ac  discriminator  signal.  This  error  signal  is  synchionously 
detected  and  used  to  generate  a  control  voltage  to  lock  a  crystal  oscillator  to  the  atomic  resonance. 
Even-order  modulation  distortion  shifts  the  center  of  gravity  (CG)  of  the  microwave  excitation  and 
causes  a  frequency  offset;  any  change  in  this  offset  causes  a  frequency  change. 
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This  effect  may  be  understood  by  considering  the  spectrum  resulting  from  distortionless  FM  at  f„,od 
and  2fmod-  The  1st  order  upper  and  lower  FM  sidebands  have  opposite  sense  while  the  2nd  order 
sidebands  have  the  same  sense.  Thus,  with  2nd  harmonic  distortion,  the  lower  2nd  order  sidebands 
subtract  and  the  upper  2nd  order  sidebands  add,  shifting  the  CG  of  the  overall  spectrum  toward  a 
higher  frequency.  This  shifts  the  locked  frequency  in  the  opposite  direction  by  an  amount  given  by 
^  where  62  is  the  relative  amount  of  2nd  harmonic  distortion  and  Qi  is  the  Rb  line  For 

a  -70  dB  2nd  harmonic  distortion  level  in  an  RFS  with  a  300  Hz  line  width,  this  produces  a  fractional 
frequency  offset  of  7xl0~^^.  A  15%  change  in  the  amount  of  distortion,  due  to  an  environmental  effect, 
would  result  in  a  frequency  change  of  1x10“^^.  Another  way  to  visualize  this  is  to  consider  the  effect  of 
even -order  distortion  on  the  shape  of  a  fundamental  sinusoidal  modulation  waveform.  Fur  worse  case 
phasing,  one  side  of  the  waveform  is  flattened,  causing  a  shift  in  the  average  frequency. 


Modulation  distortion  can  be  introduced  in  several  ways;  Distortion  on  the  modulation  signal  itself, 
distortion  in  the  phase  modulator,  and  distortion  introduced  by  asymmetrical  rf  selectivity  and  AM- 
to-PM  conversion  in  the  multiplier  chain.  The  modulation  signal  can  be  made  very  pure  (free  from 
even -order  distortion)  by  generating  It  from  a  precise  square-wave  followed  by  passive  filtration  aud/ui 
integration.  Low-distortion  phase  modulation  is  possible  with  a  hyperabrupt  tuning  varactor  in  an  all 
pass  network.  The  latter  also  suppresses  AM,  which  helps  avoid  subsequent  AM-to  PM  convcisioii. 
The  phase  modulation  should  be  done  at  a  relatively  low  rf  frequency  where  the  requiied  deviation  i.-^ 
low.  An  active  phase  modulator,  such  as  a  phase-lock  loop  (PLL),  can  introdu  e  distortion  because 
of  coherent  ripple  in  the  modulation  transfer  function,  and  a  passive  network  is  generally  better. 


Many  subtle  modulation  distortion  effects  can  occur  in  a  rf  multiplier  chain.  Each  stage  of  a  harmonic 
multiplier  enhances  the  PM  index  and  can  suppress  AM  by  limiting.  AM-to-PM  and  PM-to-AM 
conversion  can  cause  frequency  sensitivity  to  rf  stage  tuning  and  level.  PLL  multipliers  can  have 
problems  due  to  finite  loop  bandwidth  and  phase  detector  distortion.  Step  recovery  diode  (SRD) 
multipliers  exhibit  sensitivity  to  drive  and  bias  conditions.  The  first  stages  in  a  multiplier  chain  aie 
usually  the  most  critical  since  that  is  where  the  AM  and  PM  indices  are  closest  and  the  spurious 
components  are  closest  to  the  carrier.  Interstage  selectivity  is  critical  in  a  harmonic  multiplier  chain, 
it  is  vital  to  avoid  spectral  asymmetry  caused  by  complex  mixing  between  subharmonic  components. 
The  output  of  each  stage  must  be  well-filtered  before  driving  the  next  stage,  and  yet  selective  networks 
must  be  symmetrical  and  stable  against  temperature  and  drift.  It  is  especially  important  to  have  a 
pure  drive  signal  to  the  final  SRD  multiplier.  A  direct  multiplier  chain  is  preferable  to  one  using  mixing 
to  avoid  asymmetrical  microwave  spectral  componerrts.  Modulation  of  the  VCXO  by  2nd  harmonic 
ripple  from  the  servo  amplifier  has  the  same  effect  as  even-order  modulation  distortion,  producing  a 
frequency  offset  that  is  subject  to  change  versus  environmental  conditions. 


Amplitude  Modulation:  Amplitude  modulation  on  the  microwave  excitation  is  another  form  of 
modulation  distortion  that  can  cause  frequency  offset  and  instability.  AM  at  the  fundamental  servo 
modulation  rate  on  the  microwave  excitatiorr  will  produce  a  spurious  fundamental  component  on  the 
recovered  signal  that  the  servo  will  null  by  making  a  corresponding  frequency  offset. 

The  frequency  offset  caused  by  AM  at  the  servo  modulation  frequency  is  given  by  ^  where 

ai  is  the  relative  amount  of  AM.^^J  As  for  the  2nd  harmonic  PM  distortion,  a  -70  dB  AM  level  with 
a  line  Q  of  23x10®  results  in  a  frequency  offset  of  7x10“^^. 


Spurious  RF  Components:  Spurious  rf  spectral  components  can  pull  the  locked  frequency  by 
causing  a  shift  in  the  CG  of  the  microwave  excitation.  The  amount  of  pulling  depends  on  the  relative 
spurious  level,  its  asymmetry,  and  its  separation  from  the  carrier.  The  change  in  frequency  due  to  a 


444 


spurious  component  is  given  by  ^  |  •  4^-2  _/,) »  where  7  is  the  ratio  of  Larmor  frequency  to 

magnetic  field  and  H  is  the  spurious  microwave  magnetic  field  at  frequency  Experiments 

have  shown  that  an  interfering  signal  equal  to  the  normal  microwave  excitation  at  a  separation  of  5 
MIIz  causes  a  frequency  offset  of  5x10“^^.  Those  values  may  be  scaled  to  predict  the  pulling  at  uthei 
relative  amplitudes  and  separations.  For  example,  a  SSB  component  with  a  25  kllz  separation  at  a 
level  of  —98  dBc  at  13.4  Mllz  would,  after  multiplication  by  510  to  the  Rb  resonant  frequency,  have 
a  relative  level  of  -44  dBc  and  would  cause  a  frequency  offset  of  1x10“^^.  Such  a  pulling  effect  could 
be  caused  by  slightly  asymmetrical  sidebands  due  to  ripple  from  a  switching  power  supply. 

Subharmonics:  Subharmonics  are  a  particularly  bothersome  spectral  component  in  the  drive  signal 
to  the  SRD  multiplier.  Subharmonic  spectral  components  introduce  time  jittei  between  the  impulses 
that  generate  the  microwave  energy,  and  can  change  the  average  rf  power  as  the  spectrum  changes 
versus  temperature  or  some  other  environmental  condition.  The  period  of  the  Rb  microwave  excitation 
is  about  150  psec,  so  time  jitter  of  the  SRD  multiplier  drive  waveform  on  the  order  of  10  psec  can 
have  a  significant  effect  on  its  amplitude.  The  average  of  two  waveforms  diffeiing  in  phase  by  10/150 
=  7%  or  24®  reduces  the  effective  amplitude  by  l-cos(24®)  =  9%,  or  about  -0.8  dB.  Changes  in  rf 
power  will  give  frequency  shift  on  the  order  of  lppl0^°/t^B,  which  corresponds  to  a  fiequency  change 
of  8x10“^^  for  the  example  above.  For  a  typical  multiplication  factor  of  80,  this  corresponds  to  a 
PM  index,  m,  of  10  •  27r/(150  •  80)  =  5x10“^  rad,  or  a  subharmonic  level  of  —52  dBc.  Thus  even  a 
relatively  “clean”  SRD  multiplier  drive  spectrum  can  introduce  significant  frequency  offsets. 


ENVIRONMENTAL  FACTORS 

Magnetic  Field:  The  inherent  RFS  sensitivity  to  dc  magnetic  field  is  useful  for  initial  fiequency 
calibration  and  to  correct  for  aging,  but  it  also  causes  external  magnetic  sensitivity.  Magnetic  shielding 
is  the  primary  means  to  reduce  this  sensitivity.  It  is  also  desirable  to  operate  the  unit  at  the  lowest 
possible  value  of  C-field.  This  requires  a  tight  tolerance  on  absorption  cell  buffer  gas  fill  piessuie  01 
the  use  of  a  frequency  synthesizer  for  tuning. 

At  a  C-field  of  250  mG  (a  typical  value  that  provides  a  total  frequency  adjustment  range  of  about 
5xl0~®),  the  incremental  C-field  sensitivity  is  ^  =  4.19x10“® A//.  For  a  magnetic  sensitivity  of 

lxl0“^VGauss,  this  dictates  a  maximum  internal  field  change  of  240  /rC  and  a  shielding  factor  of 
about  4200.  This  can  be  realized  with  two  nested  magnetic  shields. 

The  design  of  magnetic  shields  is  outside  the  scope  of  this  paper, but  it  is  worthwhile  to  mention 
some  important  considerations.  The  RFS  magnetic  sensitivity  is  gieatcst  along  the  optical  axis  of  the 
physics  package  (the  direction  of  the  internal  C-field).  Generally  at  least  one  shield  is  located  directly 
around  the  physics  package.  The  longitudinal  shielding  factor  of  nested  shields  depends  critically  on 
their  end  spacings.  Rounded  corners  arc  desirable  to  avoid  fringing.  The  shielding  factor  depends  on 
the  applied  field  strength  since  the  permeability  of  the  shielding  material  is  nonlinear. 

RFS  magnetic  sensitivity  can  be  reduced  by  periodically  switching  the  polarity  of  the  C  field,  thus 
obtaining  1st  ordei  cancellation  of  the  external  field.f^'^1  While  this  may  be  eflective  under  some 
circumstances,  there  is  no  entirely  satisfactory  way  to  perform  the  switching. 

Internal  residual  magnetism,  if  stable  and  unifoim,  is  not  especially  critical  foi  Rb  frequency  standaids. 
Residual  magnetic  fields  from  oven  heaters  can  be  an  important  consideiation  howevei.  The  latlei  can 
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cause  a  “pseudo-TG”  effect  as  the  ambient  temperature  and  heater  power  varies.  The  most  significant 
factors  contributing  to  UFS  magnetic  sensitivity  are  shown  in  Table  2. 


TABLE  2  RFS  MAGNETIC  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

C-Field: 

Magnetic  Sensitivity 

Residual  Oven  Heater  Field 

None 

Temperature  Controllers: 

Oven  Heater  Current 

Pressure:  The  volumetric  change  in  the  absorption  cell  that  causes  barometric  pressure  sensitivity  is 
due  mostly  to  “oil-can”  deflection  of  the  end  windows.  This  deflection  scales  with  the  4th  power  of  the 
cell  diameter  and  inversely  with  the  cube  of  the  window  thickness.  Cell  window  thickness  is  limited 
by  glassworking  and  dielectric  loading  considerations,  and  the  typical  barometric  sensitivity  is  about 
lxlO~^°/atm.  This  sensitivity  can  be  a  very  significant  contributor  to  RFS  frequency  instability  in  an 
otherwise  benign  environment.  Atmospheric  barometric  fluctuations  of  5%  cause  5x10“^^  frequency 
fluctuations  that  limit  the  RFS  noise  floor.  The  absence  of  this  form  of  environmental  disturbance 
is  an  important  factor  in  the  excellent  stability  of  GPS  Rb  clocks.^^®^  The  barometric  sensitivity  can 
also  be  important  for  aircraft  applications,  and  may  dictate  the  use  of  a  hermetically  sealed  unit.f^^l 

Another  RFS  pressure  sensitivity  mechanism  is  change  in  convective  and  conductive  heat  transfer. 
The  latter  does  not  change  significantly  until  the  barometric  pressure  is  reduced  to  below  about  1 
Torr.  All  devices  with  non-negligible  power  dissipation  must  be  conductively  heat  sunk.  Within  the 
physics  package,  thermal  gradients  change,  oven  ^^uwer  drops,  and  the  stabilization  factor  improves  in 
vacuum.  An  RFS  does  not  use  high  voltages  and  can  be  safely  operated  throughout  the  full  pressure 
range  from  sea  level  to  hard  vacuum  without  any  corona  discharge  hazard.  The  most  significant  factors 
contributing  to  RFS  pressure  sensitivity  are  shown  in  Table  3. 


TABLE  3  RFS  PRESSURE  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

Absorption  Cell: 

Envelope  Deflection 

Lamp  &  Cell  Ovens: 

Thermal  Effects 

Crystal  &  Other  Devices: 
Thermal  Effects 

Electronic  Devices: 

Thermal  Effects 

Temperature:  Temperature  sensitivity  is  often  the  most  significant  environmentcJ  sensitivity  of 
a  rubidium  frequency  standard.  A  stability  of  3xl0~^°  is  typical  for  a  small  tactical  RFS  over  a 
military  temperature  range,  whereas  the  unit  will  not  have  that  much  frequency  aging  over  scvcial 
years.  Furthermore,  there  is  considerable  unit  to  unit  variation  of  this  important  parametei,  which  is 
not  necessarily  monotonic  and  which  may  have  regions  of  high  incremental  sensitivity.  Many  physical 
mechanisms  can  contribute  to  RFS  temperature  sensitivity,  and  large  unit  to  unit  variations  aie  often 
observed  since  the  performance  of  a  particular  unit  may  be  the  algebraic  sum  of  several  faclois.  The 
most  significant  factors  contributing  to  RFS  temperature  sensitivity  are  shown  in  Table  1. 

These  TC  mechanisms  are  categorized  as  involving  either  the  Rb  physics  package,  the  crystal  oscil 
lator,  or  the  electronics.  In  most  cases,  it  is  physics  package  sensitivity  that  causes  an  electiunic 
sensitivity.  Each  of  the  phy  sics  package  elements  (lamp,  filter  cell,  and  absorption  cell  or  combined 
filter/absorption  cell)  has  an  mtrinsic  TC,  but  the  overall  Rb  physics  package  can  be  designed  so 
that  it  has  low  temperature  sensitivity.  Consider,  for  example,  a  classic  design  using  a  Rb®"  lamp,  a 
discrete  Rb®®  filter  cell,  and  a  Rb®^  absorption  cell.  A  change  in  lamp  temperature  causes  a  change  in 
light  intensity,  which,  due  to  the  light  shift  effect,  can  cause  a  frequency  change.  This  sensitivity  can 
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be  nulled  by  proper  filter  cell  length  and  operating  temperature.  But,  at  this  ZLS  condition,  the  filter 
cell  will  have  a  relatively  large  negative  TC  (w  -lxlO“^°/°C).  The  absorption  cell  TC,  however,  can 
be  changed  from  a  significant  positive  to  a  significant  negative  TC  by  adjusting  its  buffer  gas  mix. 

TABLE  4  RFS  TEMPERATURE  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

Lamp  TC: 

Light  Intensity/Spectrum 

Rb  Vapor  Pressure 

Lamp  Oven  Temp  Controller: 
Thermal  Gain 

Temperature  Setpoint 

Filter  Cell  TC: 

Light  Shift 

Hyperfine  Filtration 

Filter  Temp  Controller: 
Thermal  Gain 

Temperature  Setpoint 

Absorption  Cell  TC: 

•Buffer  Gas  TC 

Cavity  Temp  Controller: 
Thermal  Gain 

Temperature  Setpoint 

Lamp  Excitation  Sensitivity: 
See  Lamp  TC 

Lamp  Exciter  TC: 

RF  Power  Oscillator/Regulator 

Cavity  RF  Power  Coeff: 
Spatial  Inhomogeneity 

RF  Chain: 

RF  Power/ALC 

C-Eield  Sensitivity: 

Magnetic  Bias 

C-Field  Source: 

Volt  Ref/Current  Source 

RF  Spectrum: 

CGChange 

RF  Chain: 

Mod  Distortion,  Spurious 

Cavity  Pulling: 

Line  Q/Cavity  Q  Ratio 

Cavity  Temp  Controller: 
Thermal  Gain,  Setpoint 

Crystal  Osc  TC: 

Static  &  Dynamic  TYacking  Error 

Servo  Amplifier: 

Static  Dynamic  Servo  Gain 

Suppose,  then,  that  the  filter  and  absorption  cells  share  the  same  thermal  environment  (oven).  Then 
the  absorption  cell  TC  can  be  made  to  cancel  that  of  the  filter  cell  giving  an  overall  net  zero  TC.  In 
fact  the  situation  is  particularly  favorable  because,  on  a  unit-to-unit  basis,  the  lamp  oven  TC  can 
easily  be  nulled  by  adjusting  the  cell  oven  temperature  to  the  ZLS  condition  while  the  cell  oven  TC 
can  simultaneously  be  nulled  by  adjusting  the  lamp  oven  temperature.  (The  latter  is  possible  because 
the  magnitude  of  the  negative  filter  cell  TC  varies  with  the  light  intensity  while  the  positive  TC  of  the 
absorption  cell  is  constant.)  The  residual  TC  of  each  oven  can  easily  be  held  to  ±  2xlO""/°C.  This 
approach,  along  with  ovens  having  a  modest  stabilization  factor  (200),  can  thus  reduce  the  overall 
physics  package  TC  to  ±  ‘JxlO~'^/°C,  or  about  10%  of  the  temperature  error  budget  for  a  small 
tactical  RFS. 

Another  significant  physics  package  consideration  is  rf  power  shift.  Any  resonance  line  spatial  iiihomo- 
geneity  or  asymmetry  will  make  the  locked  frequency  vary  with  rf  power.  Spatial  inhomogeneity  givob 
a  different  frequency  versus  rf  power  as  the  position  of  maximum  signal  moves  within  the  microwave 
cavity.  Use  of  a  discrete  filter  cell  is  -ritical  here  to  avoid  spatial  inhomogeneity  due  to  nonuniform 
light  shift  within  the  resonance  cell.  Other  factors  are  C-field  uniformity  (use  a  Helmholtz  coil  con¬ 
figuration),  a  clean,  symmetrical  if  spectrum  (avoid  synthesis  and  mixing),  and  employment  of  a  high 
thermal  conductivity  oven  to  avoid  temperature  gradients  along  the  absoiption  cell.  Still  anothei 
physics  package  TC  factor  is  residual  magnetic  field  from  the  oven  heaters  (sec  above). 

However,  the  most  significant  TC  mechanisms  are  likely  to  be  electronic.  Items  of  particulai  conccin 
are  C-field  stability,  RF  power  stability,  modulation  distortion,  and  servo  offsets.  Teinpcratuie  sensi¬ 
tivity  due  to  the  C-field  current  source  is  dependent  on  the  C-field  setting.  At  2.50  u.C,  the  fractional 
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C-field  sensitivity  is  about  1x10"^°/%.  For  a  tactical  RFS  with  a  3xl0~^°  stability  requirement  over  a 
-55°C  to  +75°C  temperature  range  the  C-field  current  must  be  stable  to  about  100  ppm/°C.  C  field 
temperature  compensation  can  cause  disparate  frequency -temperature  characteristics  at  difiereiit  fre¬ 
quency  adjustments. 


A  typical  RFS  rf  power  coefficient  is  about  lpplO'®/dB.  This  imposes  a  stringent  requirement  on  the 
stability  of  the  rf  power  that  excites  the  Rb  physics  package. 


Cavity  pulling  is  usually  a  negligible  contributor  to  RFS  temperature  sensitivity.  Vaiiier  and  Auduiitf'^^ 
derive  a  cavity  pulling  factor  ^  ‘  ~  10“',  where  Qc  is  the  cavity  loaded  Q  («  200),  Qt 

is  the  Rb  line  Q  («  10”,  a  is  the  maser  gain  parameter  («  10“^),  and  S  is  the  rf  saturation  factor 

(w  2  for  optimum  discriminator  slope).  It  should  be  noted  that  P  is  not  equal  to  ^  as  is  often 
assumed  for  a  passive  atomic  frequency  standard  because  the  maser  gain  parameter,  although  small, 
is  not  negligible.  A  cavity  TC  of  200  kHz/°C  and  an  oven  stabilization  factor  of  300  yields  an  RFS 
TC  of  about  lxl0-^'‘/°C. 


Another  minor  cavity -related  temperature  sensitivity  is  caused  by  rf  power  variations  due  to  ca\it> 
detuning.  An  rf  power  shift  coefficient  of  5xlO“"/dB  with  the  same  cavity  mistuned  at  the  -3  dB 
point  would  cause  an  RFS  TC  of  about  2xlO”’'V°C. 


Servo  offset  can  be  a  significant  contributor  to  RFS  TC.  A  typical  value  for  the  discriminator  slope 
at  the  input  of  the  servo  integrator  is  1  mX'/pplO^^.  Servo  offset  can  be  introduced  by  integrator  dc 
offset  or  by  pickup  of  synchronous  detector  reference  drive.  A  10%  change  in  a  1  mV  servo  offset 
would  cause  a  1x10“^^  frequency  change. 

Exposure  to  rapid  temperature  change  can  impose  significant  stress  on  an  RFS.  A  particularly  severe 
case  is  warmup  after  a  cold  soak.  Nevertheless,  a  well- designed  RFS  can  withstand  thousands  of 
such  cycles  with  little  effect  on  long-term  stability Rapid  change  in  ambient  temperature  can  also 
produce  pseudo  frequencj  offset  due  to  rate-of- change- of- phase  in  selective  circuits  such  as  ciistal 
filters,  or  VCXO  tracking  error  due  to  finite  servo  gain. 


Shock:  The  most  significant  factors  contributing  to  RFS  shock  sensitivity  are  shown  in  Table  5. 
Exposure  of  an  RFS  to  mechanical  shock  can  cause  timing  error  and  permanent  frequency  offset. 
Movement  of  optical  elements  can  cause  light  shifts,  movement  of  rf  elements  can  cause  rf  power 
shifts,  and  movement  of  thermal  elements  can  cause  TC  shifts. 


TABLE  5  RFS  SHOCK  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

Lamp  Assembly: 

Lamp  Movement 

Lamp  Exciter: 
Component/Wiring  Disturbance 

Optical  Path: 

Movement  of  Optical  Element 

Crystal: 

Frequency  Change  or  Damage 

Servo  .Amplifier: 

Finite  Static  Dynamic  Gain 

SRD  Multiplier: 

Microwave  Power 

RF  Chain: 

Component/VViring  Disturbance 

Lamp  &  Cell  Ovens: 
Thermistor  Stress 

Temp  Controllers: 
Temperature  Setpoint 

Acceleration:  The  most  significant  factors  contributing  to  RFS  acceleration  sensitivity  are  shown 
in  Table  6.  An  RFS  does  not  have  an  inherent  static  acceleration  sensitivity.  It  may,  however, 
show  frequency  change  due  to  stat.*,  acceleration  or  orientation  because  of  thermal  effects.  Frequency 
change  is  also  possible  due  to  redistribution  of  molten  rubidium  in  the  lamp  under  high  static  g  forces. 
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Dynamic  acceleration  can  have  a  profound  effect  on  the  stability  and  purity  of  an  RFS,  as  discussed  in 
the  Vibration  section  below.  The  most  significant  factors  contributing  to  RFS  acceleration  sensitivity 
are  sliown  in  Table  6. 


TABLE  6  RFS  ACCELERATION  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

Crystal: 

Servo  Amplifier: 

G-Sensitivity 

Finite  Static  Servo  Gain 

Rb  Lamp/Light  Path: 

Rb  Movement  (Light  Shift) 
Movement  of  Optical  Element 

Servo  Amplifier: 

Servo  Offset  (A  Gain) 

SRD  Multiplier: 

RF  Chain: 

Microwave  Power 

RF  Power 

Vibration:  The  most  significant  factors  contributing  to  RFS  vibration  sensitivity  aie  shown  in  Table 
7.  The  stability  and  purity  of  an  RFS  are  affected  by  mechanical  vibration  piiniarily  because  of  the 
acceleration  sensitivity  of  the  quartz  crystal  used  in  the  VCXO.  Direct  vibrational  modulation  of  the 
crystal  oscillator  at  vibration  frequencies  higher  than  the  servo  bandwidth  affects  the  RFS  phase  noise 
and  spectral  purity  without  producing  a  frequency  offset.  Spurious  components  are  produced  at  ± 
at  a  dBc  level  of  £{fvib)  =  201ogjo  [  2j^J  »  where  q  is  the  crystal  acceleration  coefficient,  fo  is  the 
carrier  frequency,  and  G  is  the  peak  acceleration.  The  Allan  deviation  frequency  stability  is  degraded 

to  (Tj,(r)  =  7  G  [~^  vvhere  r  is  the  averaging  time.  Vibrational  modulation  of  the  VCXO 

at  the  2nd  harmonic  of  the  servo  modulation  rate,  however,  can  cause  a  large  frequency  offset.  Low 
frequency  vibrational  modulation  of  the  crystal  oscillator  can  cause  a  frequency  offset  due  to  loss  of 
microwave  power.  These  XO  effects  are  reduced  by  a  high  modulation  late,  a  wide  servo  bandwidth, 
and  alow  crystal  g-sensitivity. 


RFS  stability  can  also  be  affected  by  vibrational  modulation  of  the  physics  package  light  beam  at  ui 
near  the  servo  modulation  rate.  This  problem  is  reduced  by  rigid  physics  package  construction.  Circuit 
board  and  wiring  microphonics  can  also  affect  RFS  stability.  The  most  significant  factors  contributing 
to  RFS  vibration  sensitivity  are  shown  in  Table  7. 


TABLE  7  RFS  VIBRATION  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

Crystal: 

G-Sensitivity  (2fn,od) 

Servo  Amplifier: 

Interference 

SRD  Multiplier: 

Microplionics,  AM 

Oscillator  Circuit: 
Microplionics  (2fmod) 

RF  Chain: 

Microplionics,  Carrier  Pow’cr 

Rb  Lamp: 

Rb  Movement  (Light  Shift) 

Servo  Amplifier: 

Servo  Offset  (A  Gain) 

Optical  Path: 

Lightbeam  Motion  (fmod) 

Servo  Amplifier: 

Interference 

Radiation:  The  radiation  sensitivity  of  an  RFS  is  essentially  that  of  its  electronic  circuits  since  the 
Rb  physics  package  is  inherently  quite  hard.^^®^  Survivability  can  be  a  critical  requirement  for  both 
transient  and  total  dose  radiation  environments.  RFS  radiation  hardening  is  a  specialized  aiea  that 
requires  specific  design  techniques,  careful  analysis,  and  expert  advice.^^®^ 

Under  transient  radiation,  an  RFS  may  be  required  to  “operate  through”  or  to  quickly  recover  fic- 
quency  accuracy;  in  all  cases  it  must  not  suffer  latchup,  burnout,  or  other  permanent  dcgiadation. 


449 


Passive  “fly wheeling”  using  a  high-Q  passive  circuit  is  one  technique  to  maintain  a  continuous  output 
under  transient  radiation.  The  most  critical  parts  for  latchup  are  usually  CMOS  de\iccs;  all  circuits 
may  require  resistors  or  other  means  for  current  limiting. 

Total  dose  radiation  hardening  requires  careful  analysis  (based  on  piece  part  test  data).  The  most 
critical  devices  are  usually  servo  amplifier  and  temperature  controller  op  amps  and  the  C  field  voltage 
reference.  The  most  critical  part  for  neutron  fluence  is  usually  the  silicon  photodetector,  which  loses 
output  due  to  lattice  damage.  The  most  significant  factors  contributing  to  RTS  radiation  sensitivity 
are  shown  in  Table  8. 


TABLE  8  RFS  RADIATION  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

C-Field: 

Magnetic  Sensitivity 

C-Field  Source: 

Volt  Ref,  Current  Source 

Photodetector: 

Detectivity  Loss 

Crystal: 

Frequency  Cliange 

Servo  Amplifier: 

Servo  Offset  (A  Gain) 

TVansient  Recovery,  Static  Error 

Electromagnetic  Interference:  The  most  significant  RFS  EMI  susceptibility  is  usually  power  sup¬ 
ply  ripple  and  transients.  Ripple  susceptibility  is  generally  worst  at  the  RFS  servo  modulation  rate, 
large  frequency  offsets  are  possible  due  to  interference  with  the  servo.  RFS  radiated  susceptibility 
depends  critically  on  the  shielding  and  filtering  of  the  RFS  package  and  leads.  The  requirements 
for  reverse  and  overvoltage  transient  protection  vary  dcimnding  on  the  characteiistics  of  the  external 
power  supply.  RFS  turn-on  (in  rush  current)  and  turn  off  (voltage  spike)  transients  can  be  a  problem 
for  the  host  system.  The  most  significant  factors  contributing  to  RFS  EMI  sensitivity  aie  shown  in 
Table  9. 


TABLE  9  RFS  EMI  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

None 

Oscillator: 

Spurious  Components 

Lamp  Exciter: 

Light  Modulation  (fmod) 

Servo  Amplifier: 

Interference  (fmod) 

Power  Supply: 

Ripple  Attenuation 

Humidity:  RFS  moisture  sensitivity  is  most  often  associated  with  high  impedance  seivo  amplifici 
synchronous  dctcctor/integrator  circuits.  For  an  unsealed  unit,  peiformance  under  humidity  oi  salt  fug 
depends  on  the  adequacy  of  the  conformal  coating  and  encapsulating  processes  used.  The  capiibility  to 
withstand  immersion  is  seldom  a  requirement  for  an  RFS,  and  requires  a  sealed  case  and  connectors. 
The  most  significant  factors  contributing  to  RFS  humidity  sensitivity  are  shown  in  Table  10. 


TABLE  10  RFS  HUMIDITY  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

None 

None 

Servo  Amplifier: 
Dctcctor/integrator  Leakage 

Te.mperature  Controllers: 
Temperature  Setpoint 

Supply  Voltage:  RFS  sensitivity  to  supply  voltage  can  occur  due  to  a  large  number  of  factois.  The 
dc  input  is  often  used  directly  as  the  supply  voltage  for  the  oven  heaters,  and  changes  associated  with 
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the  RFS  temperature  controllers  (dc  offsets,  thermistor  self  heating,  heater  magnetic  field,  etc.)  can 
cause  supply  voltage  sensitivity.  Significant  electronic  supply  sensitivity  is  also  possible  in  the  lamp 
exciter  and  rf  circuits.  An  important  distinction  is  between  actual  voltage  sensitivity  and  thermal 
effects  due  to  a  change  in  supply  voltage.  The  most  significant  factors  contributing  to  RFS  voltage 
sensitivity  ate  shown  in  Table  11. 


TABLE  11  RFS  VOLTAGE  SENSITIVITIES 


PHYSICS  PACKAGE 

CRYSTAL  OSCILLATOR 

ELECTRONICS 

C-Field: 

Residual  Oven  Heater  Field 

None 

Temp  Controllers: 

Heater  Current 

Thermistor  Self-Heating 

Lamp  Exciter: 

Lamp  Excitation  Power 

RF  Chain: 

RF  Power/ALC 

Mod  Generator: 

Modulation  Deviation 

Storage:  Exposure  to  wide  temperature  extremes  during  storage  is  generally  not  a  problem  foi  a 
well-designed  RFS.  Besides  the  obvious  material  considerations,  Rb  redistribution  within  the  lamp 
and  cells  during  prolonged  hot  storage  can  be  a  factor  for  subsequent  lamp  starting  and  frequency 
restabilization.  This  may  worsen  lamp  starting,  lower  cavity  Q,  obstruct  the  light  path,  and  generally 
cause  a  longer  restabilization  time.  Storage  within  normal  operating  temperatures  does  not  have  any 
significant  effect  on  subsequent  RFS  performance.  Test  data  indicates  that  an  RFS  “freezes  out”  during 
storage,  and,  when  turned  on  again,  quickly  assumes  the  previous  frequency  and  aging.  Electronic 
failure  rates  are  lower  during  storage,  since  electrical  and  thermal  stresses  are  removed,  but  chemical 
processes  still  continue  (at  a  lower  rate). 

Retrace:  A  well-designed  RFS  has  an  excellent  frequency  retrace  characteristic  (pplO”)  that  is  non- 
accumulative  with  little  dependency  on  temperature,  off  time,  or  restabilization  timc.i^^J  Frequency 
retrace  is,  by  definition,  measured  by  returning  the  unit  to  exactly  the  same  operating  conditions  to 
exclude  other  environmental  sensitivities. 

Relativity:  Relativistic  effects  due  to  velocity  and  gravitational  potential  are  ordinarily  negligible 
for  Rb  clocks  except  for  those  in  a  spacecraft  environment.!^®!  Time  dilation  causes  the  frequency 

A  r  2 

of  a  moving  clock  to  appear  to  run  more  slowly  by  an  amount  f  ^  where  v  is  the  clock 

velocity  and  c  is  the  velocity  of  light.  For  a  GPS  satellite  in  a  12-hour  circular  orbit,  the  fractional 
frequency  change  is  -8.35x10"'^.  Gravitational  redshift  causes  a  clock  to  run  more  slowly  in  a  stronger 
gravitational  field  by  an  amount  ^  ~  r)’  Earth’s  gravitational  constant,  R 

is  the  Earth’s  radius,  and  r  is  the  orbital  radius.  It  is  about  lpplO^®/meter  at  the  Earth's  surface. 
For  a  GPS  satellite,  the  gravitational  redshift  is  5.28x10“^®  and  the  net  relativistic  frequency  change 
is  +4.45x10-^°. 
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PHYSICS  OF  SYSTEMATIC  FREQUENCY  VARIATIONS  IN 

HYDROGEN  MASERS 


Edward  M.  Mattison 
Smithsonian  Astrophysical  Observatory 
Cambridge,  Massachusetts 

ABSTRACT 

The  frequency  stability  of  hydrogen  masers  for  intervals  longer  than  10^ 
seconds  is  limited  at  present  by  systematic  processes.  We  discuss  the  physics  of 
frequency-determining  mechanisms  internal  to  the  maser  that  are  susceptible  to 
systematic  variations,  and  the  connections  between  these  internal  mechanisms  and 
external  environmental  factors.  Based  upon  estimates  of  the  magnitudes  of  systematic 
effects,  we  find  that  the  primary  internal  mechanisms  currently  limiting  long-term  maser 
frequency/stability  are  cavity  pulling,  at  the  level  of  parts  in  10^^  per  day,  and  wall  shift 
variations,  at  the  level  of  parts  in  10^^  to  parts  in  lO^^  per  day.  We  discuss  strategies 
for  reducing  systematic  frequency  variations. 

INTRODUCTION 

The  hydrogen  maser  is  the  most  stable  frequency  standard  currently  available,  providing 
fractional  frequency  stabilities  of  better  than  Ixl0~l5  for  averaging  intervals  on  the  order  of  10^ 
seconds.  The  fundamental  mechanisms  limiting  maser  frequency  stability  are  well  know;  additive 
thermal  noise  entering  the  maser’s  r.f.  receiver^  causes  the  two-sample  (Allan)  deviation  o(i)  to  vary 
with  the  averaging  interval  t  as  and  is  the  dominant  mechanism  typically  for  x<  100  seconds, 
while  thermal  noise  within  the  atomic  linewidth^  causes  a(x)  to  vary  as  X“^^,  and  typically  dominates 
the  stability  for  100<x<10^  seconds^.  For  intervals  longer  than  roughly  seconds,  a(x)  generally 
increases  with  x,  due  to  systematic  processes  affecting  the  frequency.  In  this  regime,  typical  plots  of 
the  Allan  deviation  show  a(x)~x^  indicating  domination  by  linear  frequency  drift  When  linear  drift 
is  removed  from  the  frequency  data,  a(x)  often  varies  as  x^^,  which  is  characteristic  of  random- walk 
of  frequency.  Random  walk  frequency  variations  are  likely  to  result  from  the  simultaneous  action  of 
several  quasi-independent  processes;  an  underlying  x^^  variation  of  a(x)  suggests  that  a  number  of 
systematic  effects  are  at  work  in  addition  to  the  dominant  long-term  process. 

In  order  to  improve  the  long-term  frequency  stability  of  hydrogen  masers,  systematic 
frequency-varying  processes  must  be  identified  and  reduced.  At  the  present  level  of  maser 
performance,  not  one,  but  many  such  processes  must  be  dealt  with  in  order  to  achieve  a  substantial 
improvement  in  long-term  stability.  The  aim  of  the  present  work  is  three-fold;  first,  to  identify 
sources  of  systematic  frequency  variation;  second,  to  estimate  the  magnitudes  of  the  various 
combinations  of  effects  on  the  frequency  stability;  and  third,  to  identify  strategies  for  minimizing 
these  systematic  effects. 


453 


SOURCES  OF  SYSTEMATIC  FREQUENCY  VARIATION 


The  sources  of  systematic  frequency  ,driation  in  hydrogen  masers  can  be  organized  into  three 
groups,  as  shown  in  Tablt.  1:  the  basic  internal  mechanisms  that  determine  the  maser’s 
frequency'*,  including  cavity  pulling,  internal  magnetic  fields  and  field  gradients,  wall  shift, 
collisional  frequency  shifts,  and  second  order  Doppler  effect;  (ii)  environmental  variables,  including 
ambient  temperature,  r  .gnetic  field,  humidity,  barometric  pressure,  vibration,  gravity,  and  time;  and 
(iii)  the  myriad  structiues  and  systems  within  the  maser  that  can  connect,  or  transduce,  environmental 
changes  to  the  internal  mechanisms.  Time  is  included  as  an  environmental  or  driving  mechanism 
because  many  components,  both  mechanical  and  electronic,  are  observed  to  vary  slowly,  or  “age,” 
without  direct  external  intervention. 


Table  1  —  Schema  of  Frequency-determining  Mechanisms 


Maser  Frequency  Physics 
(Internal) 

Driving  Mechanisms 
(External) 

Cavity  frequency  (pulling) 

Time 

Magnetic  field  (internal) 

Temperature 

Wall  shift 

<t=Transducinge= 

Magnetic  field  (external) 

Collisional  shifts 

Mechanisms 

Humidity 

2nd  Order  Doppler  shift 

"Vibration 

(dPhase/dt) 

Barometric  pressure 
Gravity 

Transducing  mechanisms,  and  their  connections  between  environmental  drivers  and  internal 
maser  physics',  are  listed  in  Table  2.  As  indicated  in  Table  2,  the  links  between  environmental  and 
i.iterndl  mechanisms  are  multiple,  with  many  environmental  drivers  acting  upon  several  physical 
mechanisms,  often  through  several  different  Uansducing  effects,  and  many  internal  mechanisms 
affected  by  more  than  one  environmental  force.  Because  all  active  masers  necessarily  employ 
systems  that  accomplish  similar  ends,  the  list  of  transducers  is  relatively  general;  the  magnitudes  of 
systematic  fiequency  variations,  however,  can  differ  by  orders  of  magnitude,  depending  upon  the 
specitlcs  of  maser  design. 

Relevant  to  practiail  considerations  of  maser  frequency  stability,  but  not  included  in  the  list  of 
Table  2,  are  noise  and  phase  variations  introduced  by  the  comparison  system  used  to  measure  maser 
frequencies.  Thermal  and  mechanical  disturbance  of  signal-ca.Tying  cables,  and  thermal  noise  in 
amplifier  and  mixers,  can  inmxiuce  phase  changes  that  are  difficult  to  separate  from  maser  frequency 
variations;  these  effects  are  most  important  in  relatively  short-term  comparisons  (under  30  minutes), 
and  will  be  parti  mlarly  Important  when  comparing  cryogenic  masers,  which  are  projected  to  have 
stabilities  in  the  range  of  to  10”*^. 


454 


Internal 

Mechanism 

Transducing  Mechanism 

Cavity  Frequency 

Bulb  Dielectric  coef 

1 

j 

Cavity  bulk  thermal 
expansivity 

Cavity  coating  thermal 
expansivity 

Tuning  diode  voltage 

Cavity  ioint  shrinkage 

Cavity  bulk  shrinkage 

Coupling  circuif/isolator 

Thermistors/resistors 

Beam  flux  variation 

Barometric  pressure 

ixme  Temp  Humid  Bare  MagFld  Vib 


Magnetic  Field 
magnitude  & 
gradients 


WaU  Shift 


External  mae  fid  variation 


Internal  field  current  var. 


Atomic  state  distribution 


Storage  bulb 
contamination 

X 

Coating  changes 

X 

Collisional  Shifts 

State  distrib.  changes 

Beam  flux  variation 

2nd  order 
Donpler 


Temperature 


Some  of  the  transducing  effects  of  Table  2  require  explanation.  An  important  internal  maser 
frequency-determining  mechanism  is  cavity  pulling;  a  change  Afc  of  the  maser’s  resonant  cavity 
frequency  produces  a  change  Afm  in  the  maser  frequency  given  by 

Afc  =  Afm(Qc/Qlinc)  (1) 

where  Qc  is  the  loaded  cavity  Q  and  Qime  is  the  atomic  line  Q.  The  main  factor  affecting  the  cavity’s 
resonance  frequency  is  the  cavity’s  size:  the  resonance  frequency  of  a  typical  cavity  varies  with  cavity 
length  at  a  rate  of  roughly  10  MHz/cm,  so  that  for  Qc/Q]ine~l()~^.  a  typical  value,  a  fractional  change 
in  the  maser  frequency  of  10“^^,  which  is  readily  measurable,  is  produced  by  a  cavity  length  change 
of  roughly  one  Angstrom,  or  the  size  of  an  atom  *’e  cavity’s  dimensions  are  affected  by  the  thermal 
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expansivity  a  of  the  material  of  which  the  cavity  is  constructed  (a~10~8  for  low-expansion 
materials  like  Cervit  or  Zerodur,  and  a~2xl0"5  °C“^  for  metals  suc^  ^s  copper  or  aluminum); 
contraction  of  the  joints  between  the  cavity’s  cylinder  and  endplates  over  periods  of  months  to  years^; 
thermal  expansivity  of  the  cavity’s  metallic  coating  (for  non-metallic  cavity  materials);  change  in  the 
coating’s  internal  stress^;  and  shrinkage  of  the  cavity’s  (bulk)  structural  material  over  years”^’^'^.  The 
cavity’s  resonance  frequency  is  also  affected  by  thermally-induced  changes  in  the  quartz  storage 
bulb’s  dielectric  coefficient  and  by  changes  in  the  cavity’s  varactor  tuning  diode  voltage,  which  can 
result  from  temperature  changes  in  the  diode  voltage  reference  or  voltage  divider  circuit  (or  digital-to- 
analog  converter  pAC],  if  used),  and  from  aging  of  the  reference,  divider,  or  DAC. 

Internal  magnetic  fields  affect  the  maser’s  frequency  primarily  through  the  quadratic 
dependence  of  the  hydrogen  hyperfine  energy  upon  magnetic  field,  and  also,  in  masers  that  are  not 
properly  tuned,  through  magnetic -gradient  line  broadening,  which  can  change  the  amount  of  cavity 
pulling  by  varying  the  line  Q.  In  addition,  the  internal  field  affects  the  magnetic  gradient  shifts®, 
which  depends  upon  the  d.c.  magnetic  field  gradient,  asymmetry  in  the  r.f.  magnetic  field,  and  the 
state  distribution  in  the  atomic  beam.  Variations  in  the  internal  magnetic  field  can  result  from  changes 
in  the  external  (ambient)  magnetic  field,  which  is  never  perfectly  excluded  by  the  maser’s  magnetic 
shields;  from  changes  in  the  shielding  factor  of  the  shields  that  may  result  from  vibration  or,  possibly, 
from  aging;  and  from  changes  in  the  current  that  supplies  the  solenoid  that  generates  the  uniform 
internal  field.  The  solenoid  current  is  susceptible  to  many  of  the  environmental  mechanisms  that  can 
affect  the  tuning  diode  voltage. 

Slow  changes  in  maser  frequency  due  apparently  to  variations  in  the  wall  shift  have  been 
observed.  Wall  shift  changes  might  be  caused  by  contamination  of  the  storage  surface  by  materials 
outgassed  from  other  parts  of  the  maser  or  entering  the  storage  bulb  from  the  hydrogen  dissociator; 
by  outgassing  of  contaminants  from  the  bulb  surface  (cleanup);  and  by  physical  or  chemical  changes 
in  the  fluorocarbon  storage  coating  itself. 

Frequency  shifts  due  to  collisions  between  stored  hydrogen  atoms  —  spin-exchange  shifts 
and  so-called  Crampton-Verhaar  shifts  —  are  affected  by  variations  in  the  hydrogen  beam  flux 
inter.sity  and  by  changes  in  the  mag.ietic  fields  in  the  region  between  the  state-selection  magnets  and 
the  resonant  cavity,  which  can  vary  the  distribution  of  atomic  states  entering  the  storage  bulb. 

The  second-order  Doppler  shift  affects  the  maser  frequency  directly  through  the  speed,  and 
therefore  the  temperamre,  of  the  hydrogen  atoms  in  the  storage  bulb. 

ESTIMATION  OF  SYSTEMATIC  EFFECTS 
APPROACH  TO  ESTIMATION 

In  estimating  the  magnitude  of  the  many  frequency-varying  effects,  both  analytical  and 
experimental  approachs  are  used.  Some  effects  can  be  analysed  from  physical  principles;  for 
example,  the  second-order  Doppler  shift  Afo  is  directly  related  to  the  temperature  of  the  storage  bulb, 
while  the  change  in  the  cavity  resonance  frequency  due  to  cavity  expansion  can  be  expressed  as  a 
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function  of  the  cavity’s  temperature  and  the  cavity  material’s  thermal  expansion  coefficient  a.  Other 
effects  are  difficult  or  impossible  to  analyse  from  first  piinciple&,  and  must  be  measured;  examples  are 
cavity  joint  shrinkage,  and  cavity  frequency  changes  resulting  from  variation  in  the  length  of  the 
coaxial  cable  coupling  the  cavity  to  the  r.f.  output  circuit.  Some  effects,  such  as  magnetic  field 
sensitivity  or  thermal  variations,  can  be  measured  in  controlled,  relatively  short-term  tests,  others, 
notably  the  wall  shift  and  cavity  shrinkage,  require  very  long-term  observations  and  measurements. 

For  all  effects,  estimating  absolute  frequency  variations  requires  assumptions  about  the 
construction  of  the  maser,  the  effectiveness  of  its  control  systems,  and  the  magnitudes  of 
environmental  variations.  Here  we  assume  an  active  maser  with  a  low-expansivity  resonant  cavity; 
thermal  control  that  maintains  the  maser’s  cabinet  air  temperature  constant  to  0.1  ®C  and  the  cavity 
temperature  constant  to  2x10“^  "C;  and  passive  magnetic  shields  with  a  shielding  factor  S  = 
AHcxt/AHint  ~  4x10'^.  As  discussed  in  a  later  section,  cavity  autotuning  and  other  environmental 
control  mechanisms,  which  are  not  assumed  here,  have  the  potential  of  significantly  reducing  some 
systematic  frequency  variations. 

DISCUSSION  OF  SPECIFIC  EFFECTS 

Cavity  coupling  circuit.  In  addition  to  being  a  function  of  internal  mechanisms  such  as  the 
bulb  dielectric  coefficient  and  the  cavity’s  dimensions,  the  cavity’s  resonance  frequency  is  affected  by 
the  external  circuit  that  couples  r.f.  power  out  of  the  cavity.  Because  the  circuit  terminator,  usually  a 
ferrite  isolator,  cannot  be  perfectly  matched  to  its  input  coaxial  cable,  changes  in  the  cable’s  length  can 
alter  the  amount  of  r.f.  power  reflected  back  to  the  cavity,  and  consequently  change  the  cavity 
frequency.  As  shown  in  Fig.  1,  which  represents  measurements  using  a  particular  isolator,  cable, 
and  cavity  coupling  coefficient,  the  sensitivity  of  maser  frequency  to  cable  length  can  be  as  much  as 
several  parts  in  10^2  pgr  gm  if  thg  cable’s  length  is  not  adjusted  optimally,  or  nominally  zero  if  the 
cable’s  length  is  properly  chosen.  The  choice  of  cable  length  affects  not  only  the  maser’s  sensitivity 
to  the  cable  itself,  but  also  its  sensitivity  to  changes  in  the  terminating  isolator.  This  effect  may  play  a 
part  in  the  sensitivity  to  changes  in  ambient  humidity,  discussed  below. 

Cavity  dimension  changes  The  cavity  resonance  frequencies  of  many  masers  increase 
monotonically  with  time.  Figure  2  shows  the  change  in  maser  frequency  due  to  cavity  resonance 
frequency  variations  in  Smithsonian  Astrophysical  Observatory  (SAO)  masers  over  periods  of  up  to 
ten  years^^  The  data  were  obtained  from  the  variations  in  the  tuning  diode  voltages  required  to  keep 
the  maser  cavities  spin-exchange  tuned'2,  and  were  translated  to  a  common  origin  for  ease  of 
comparison.  The  frequencies  almost  invariable  increase,  at  rates  that  generally  decrease  with  time, 
and  lie  between  roughly  2xl0-15/day  and  7xl0~^5/day.  A  possible  source  of  such  behavior  has  been 
suggested  to  be  shrinkage  of  the  polished,  although  not  optically  contacted,  joints  between  the  cavity 
cylinder  and  endplates.  Optically  contacted  joints  in  similar  materials  have  been  shown  to  shrink  at 
roughly  exponentially  decreasing  rates,  with  characteristic  times  on  the  order  of  months^  The 
continuing  increase  in  cavity  frequencies  over  many  years,  howeve-  ggests  shrinkage  of  the  bulk 
cavity  material  itself.  Such  shrinkage  has  been  observed  in  gauge- f  ..ks  of  Zerodur^  and  ULE^  and 
in  Zerodur  and  ULE  laser  etalons®,  and  is  summarized  in  Tab’  Column  3  of  the  table  gives  the 
equivalent  maser  frequency  change  that  would  result  from  the  material  shrinkage,  assuming 
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Qc/Qline~10“^-  The  substantially  lower  shrinkage  rate  observed  in  a  ULE  etalon  provides  reason  to 
believe  that  a  proper  choice  of  cavity  material  ca^i  result  in  a  significant  decrease  in  cavity  frequency 
variation. 


Table  3  —  Shrinkage  Rates  of  Low-expansivity  Cavity  Materials 

Material 

Material  creep 
(l/L)(dL/dt)  (dav-1) 

Maser  freq  change 
(l/f)(df/dt)  (day-1) 

Zerodurl  initial 

-1.8  X  10-9 

3.6  X  10-14 

after  10  vrs 

-2.9  X  10-11 

5.8  X  10-16 

Zerodur^  initial^ 

-3.9  X  10-10 

7.6  X  10-14 

after  900  days 

-1.8  X  10-10 

3.6  X  10-15 

ULE^  initial 

-3.7  X  10-9 

9.3  X  10-15 

after  20  days 

-4.6  X  10-11 

9.2  X  10-16 

iRef.  7.  g.  31.5  years  after  heat  treatment 

Wall  Shift  Even  after  changes  in  cavity  frequency  are  accounted  for  by  spin-exchange  tuning, 
masers  are  observed  to  have  long-term  frequency  ^fts  that  are  generally  ascribed  to  changes  in  the 
wall  shift.  Figure  3  shows  the  frequencies  of  7  hydrogen  masers  measured  after  tuning^^.  (The 
tunings  and  frequency  measurements  were  generally  done  after  the  masers  had  been  opened  to  the 
atmosphere  for  changing  of  their  vacuum  pump  elements.)  The  tuned  maser  frequencies  were 
compared  with  UTC  by  means  of  GPS  common-view  measurements  or,  in  the  case  of  the  early 
measurements,  transportable  cesium  clocks.  (For  this  reason  the  early  measurements  have  relatively 
large  uncertainties.)  The  frequencies  of  most  of  the  masers  decrease  with  time,  at  rates  between 
roughly  -bxlO-l^/day  to  -2xl0“15/day.  Some  of  the  more  recently  built  masers,  on  the  other  hand, 
appear  to  increase  slightly  in  frequency,  at  rates  of  up  to  +6xl0“^6/day.  These  wall  shift  changes 
may  be  due  to  chemical  or  physicd  alterations  in  the  coating  materials,  or  to  adsorption  or  desorption 
of  contaminants.  In  addition,  wall  shift  changes  have  been  observed  that  result  from  changes  in  the 
hydrogen  flux  intensity  entering  the  storage  bulb.  Wall  shift  variations  cannot  be  removed  by  cavity 
retuning  or  servo  control,  and  represent  what  is  likely  to  be  the  dominant  systematic  effect  on  long¬ 
term  maser  frequency  stabilit>.  Research  into  improved  wall  coating  materials  is  called  for,  building 
upon  Soviet  work  that  has  yielded  coatings  with  up  to  10  times  less  wall  shift  than  previous 
materials^^ 

Gravity  Gravity  affects  the  frequency  of  the  hydrogen  maser  both  through  the  relativistic 
effects  to  which  all  clocks  are  subject,  and  through  deformations  of  the  maser’s  structure,  primarily 
the  microwave  cavity.  In  particular,  many  masers  are  sensitive  to  tilt,  the  measured  sensitivity  of  one 
maser^^,  for  example,  is  3.6x1 0"^^/degree.  While  tilt  sensitivity  should  not  affect  the  frequency 
stability  of  a  maser  located  on  a  solid,  it  does  limit  the  resettability  of  a  maser  after  being  moved,  and 
requires  masers  to  be  carefully  repositioned  or  retuned  after  being  moved. 

Humidity  High-stability  cesium  and  hydrogen  clocks  have  been  observed  to  be  sensitive  to 
humidity.  Changes  in  humidity  might  affect  a  maser’s  frequency  by  altering  the  thermal  conductivity 
of  the  air  within  the  maser  cabinet  and  thus  affecting  its  temperature  control  systems,  or  by  altering 
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the  surface  conductivity  of  the  high-impedance  circuits  supplying  the  tuning  diode  voltage;  there  is 
also  evidence  suggesting  that  humidity  may  affect  the  maser’s  output  isolator  or  coaxial  coupling 
cable^^. 

SUMMARY  OF  RESULTS 

The  results  of  measurements  and  calculations  of  a  variety  for  systematic  effect  are  summarized 
in  Fig  4.  The  black  lines  give  ranges  of  sensitivities  for  effects  that  can  be  estimated  with  a 
reasonable  degree  of  confidence;  gray  lines  represent  values  for  which  precision  is  lacking,  or  for 
which  parameters,  such  as  '^avity  detuning,  can  vary  over  a  substantial  range  and  depend  upon 
specific  maser  operation.  Lack  of  space  prevents  presentation  of  detailed  derivations;  details  are 
available  elsewhere^"^.  It  can  be  seen  from  Fig.  4  that,  under  the  assumptions  made  here,  the  major 
systematic  contributions  to  maser  frequency  variation  arise  from  dimensional  aging  of  the  cavity 
material  and  from  wall  shift  variation,  contributing  frequency  v_iiations  on  the  order  of  parts  in 
10^6/day.  A  variety  of  other  effects  are  expected  to  come  into  play  at  the  level  of  parts  in  10^^,  and  as 
a  matter  of  observation,  frequency  stabilities  currently  appear  limited,  even  after  removal  of  linear 
frequency  drift  and  rate  of  change  of  drift,  to  several  parts  in  10^^  for  periods  of  days  to  weeks^. 

STRATEGIES  FOR  REDUCING  SYSTEMATIC  FREQUENCY 
VARIATIONS 

A  variety  of  approaches  to  reducing  systematic  frequency  variations  in  hydrogen  masers  have 
been  implemented  or  proposed.  Cavity  pulling  in  active  masers  has  been  addressed  by  means  of 
servo  systems  that  lock  the  cavity’s  resonance  frequency  to  the  atomic  masing  frequency  1^49.20, 
Active  servo  control  has  also  been  applied  to  the  reduction  of  magnetic  field  effects;  one  such  system 
concentrates  and  senses  the  magnetic  field  within  the  outermost  magnetic  shield  and  controls  a 
solenoid  to  compensate  for  ambient  field  changes^^.  Single-state  hydrogen  beam  state  selection 
systems^i *22.23  ^an  improve  magnetic  performance  as  well  as  reduce  cavity  pulling.  By  preventing 
hydrogen  atoms  in  undesired  hypeifine  states  from  entering  the  storage  region  these  systems  reduce 
spin-exchange  relaxation,  thereby  increasing  the  line  Q  and  decreasing  cavity  pulling;  in  addition,  they 
substantially  reduce  collisional  frequency  shifts  that  make  the  maser  susceptible  to  magnetic  field 
variations24. 

Electronic  control  systems  and  servos,  including  the  temperature,  hydrogen  flux,  tuning 
diode,  and  magnetic  field  controllers  used  in  all  masers,  are  potentially  subject  to  long-term  changes 
due  to  aging  of  components  such  as  voltage  references,  thermistors,  setpoint  resistors,  varactor 
diodes,  and  isolators.  The  effects  of  such  aging  on  maser  frequency  stability  has  not  been  reported, 
and  will  require  lengthy  and  careful  investigation  to  quantify. 

Wall  shift  variations  cannot  be  reduced  by  incorporating  nev/  maser  systems,  but  rather  by 
improving  the  chemical  and  physical  properties  of  the  wail  coating  material,  and  perhaps  by 
identifying  and  reducing  contaminating  materials  in  the  maser. 
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A  different  approach  to  improving  maser  frequency  stability  is  available  for  use  with  masers 
that  are  employed  as  medium-term  flywheel  oscillators  or  frequency  references.  The  drift  rate  of  a 
maser  can  be  established  by  spin-exchange  tuning  the  maser  at  intervals  of  weeks  to  months,  or  by 
comparing  the  maser’s  frequency  with  international  references  by  means  of  GPS  common-view 
measurements.  Using  a  phase-continuous  digital  synthesizer  in  the  maser  receiver  system,  the  output 
frequency  of  the  maser  receiver  can  be  varied  in  steps  of  less  than  to  compensate  for  the  maser 
drift.  The  tuning  diode  is  then  reset  at  intervals  of  weeks  to  months  to  the  tuned  cavity  condition,  at 
which  time  the  synthesizer  frequency  is  adjusted  simultaneously  to  keep  the  maser’s  output  frequency 
constant 

CONCLUSIONS 

At  the  present  state  of  the  art,  hydrogen  maser  frequency  stability  appears  limited  to  a  few 
parts  in  10^5  for  intervals  of  days  to  weeks.  Improvement  of  long-term  stability  will  require  careful 
attention  to  a  variety  of  systematic  effects.  An  advantageous  approach  to  dealing  with  these  effects 
appears  to  be  to  identify  and  reduce  systematic  processes  as  much  as  possible,  and  then  to  employ 
active  servo  control  systems  to  reduce  them  further,  taking  care  that  the  control  systems  do  not, 
themselves,  introduce  other  systematic  variations. 
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Fig.  1.  Maser  frequency  as  a  function  of  RF  output  cable  length. 
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Fig.  2.  Maser  output  frequency  vs.  time  due  to  cavity  resonance  frequency 
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Fig.  3.  Variation  in  tuned  maser  frequency  as  a  function  of  time 
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Calculation  or  Measurement:  Estimate: 
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Log  Allan  deviation:  -18  -17  -16 

Fig.  4.  Summary  of  estimated  systematic  frequency  variations. 
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Abstract 

The  frequency,  amplitude,  and  noise  of  the  output  signal  of  a  quartz-crystal<ontrolled-oscillator  is  af¬ 
fected  by  a  large  number  of  environmental  effects.  This  paper  examines  the  physical  basis  for  the  sensitivity 
of  precision  oscillators  to  temperature,  humidity,  pressure,  vibration,  magnetic  field,  electric  field,  load,  and 
radiation.  The  sensitivity  of  crystal  oscillators  to  radiation  is  a  very  complex  topic  and  poorly  understood. 
Therefore  only  a  few  general  results  are  mentioned.  The  sensitivity  to  most  external  influences  often  varies 
significantly  from  one  oscillator  type  to  another  and  from  one  unit  of a  given  type  to  another.  For  a  given  unit, 
the  sensitivity  to  one  parameter  often  depends  on  the  value  of  other  parameters  and  history.  Representative 
sensitivity  to  the  above  parameter  will  be  given. 


I.  Introduction 

Quartz-  crystal  oscillators  are  a  fundamental  clement  in  many  areas  of  frequency  metrology  affecting 
applications  such  as  communication  and  navigation.  Their  frequency,  output  level,  amplitude  noise, 
and-phase  noise  are  generally  critical  parameters  that  determine  the  overall  performance  of  a  sj stem.  In 
many  applications  their  performance  is  significantly  less  than  that  obtained  under  ideal  environmental 
conditions.  In  this  paper  I  will  briefly  outline  the  physical  basis  and  representative  values  for  the 
sensitivity  of  quartz  crystal  oscillators  to  environmental  parameters.  The  most  important  of  these 
are  temperature,  humidity,  pressure,  vibration,  magnetic  field,  electric  field,  load,  and  radiation.  The 
sensitivity  of  quartz  oscillators  to  radiation  is  a  very  complex  and  poorly  understood  topic  and  therefore 
only  a  few  general  results  are  mentioned.  For  a  given  oscillator  the  sensitivity  to  one  parameter  often 
depends  on  the  value  of  other  parameters,  and  the  history  of  the  device.  It  is  often  difficult  to 
separate  the  influence  of  one  parameter  from  that  of  another.  Several  methods  for  characterizing  the 
environmental  sensitivities  of  both  quartz  resonators  and  oscillators  are  discussed  in  [1].  Much  more 
effort  is  needed  in  this  area. 


n.  Model  of  a  Quartz  Controlled  Oscillator 

Figure  1  shows  asimplified  diagram  of  a  quartz  crystal  controlled  oscillator.  The  well  known  oscillation 
conditions  are  that  the  phase  around  the  loop  be  an  integral  multiple  of  2;r  and  that  the  loop  gain  be 
1  [2-5].  Small  changes  in  the  loop  phase,  df>,  are  compensated  by  a  change  in  oscillation  frequency  of 
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A/z/zio  =  (1/2(9)  d<f>, 


(1) 


where  i/q  is  the  oscillation  frequency  and  Q  is  the  loaded  Q-factor  of  the  resonator.  Small  changes  in 
the  frequency  of  the  resonator  are  directly  translated  into  changes  in  the  frequencj  of  the  oscillator 
since  the  rest  of  the  electronics  is  generally  very  broadband  compared  to  the  resonator,  that  is, 

h^OosdtWaloT  ^^/^Orcsonator'  (^) 

These  two  equations  provide  the  basis  for  understanding  how  the  various  environmental  conditions 
affect  both  the  short-term  and  the  long-term  frequency  stability  of  the  oscillators. 


III.  Changes  Within  the  Re  .onator 


Environmental  effects  that  change  the  frequency  of  the  resonator  have  been  investigated  by  many 
people  in  much  more  detail  than  can  be  described  in  this  paper.  The  most  important  environmentally 
driven  changes  within  the  resonator  are  driven  by  changes  in  temperature,  level  of  excitation  (rf 
amplitude),  stress,  adsorption  and  desorption  of  material  on  the  surface,  vibration,  radiation,  electric 
field,  and  magnetic  field. 

The  frequency  shifts  due  to  these  effects  are  universal  to  the  extent  that  a  given  change  in  resonator 
frequency  causes  the  same  change  in  oscillator  frequency  in  the  limit  that  the  oscillator  loop  is  broad¬ 
band.  Different  oscillator  designs  have  an  influence  on  the  apparent  isolation  of  the  resonator  from 
the  environmental  parameters. 

A.  Temperature  and  Temperature  Changes 

Temperature  variations  change  the  value  of  the  elastic  constants  .and,  to  a  lesser  degree,  the  dimensions 
of  the  resonator.  The  change  in  lesonator  frequency  with  temperature  varies  greatly  with  crystallo¬ 
graphic  cut  and  orientation  [G-21].  Figure  2  shows  a  typical  static  frequency  versus  temperature  curve 
for  precision  quartz  resonators  [16].  The  actual  values  depend  on  the  resonator  cut,  overtone,  fre¬ 
quency,  iiameter,  and  mounting  technique.  Temperature  changes  and  temperature  gradients  often 
cause  frequency  changes  that  are  large  compared  to  the  slope  of  the  static  curve  [6-22].  Typical 
coefficients  for  the  frequency-temperature  effect  for  5  MIIz  resonators  are 

Ai//j/o  =  10"®  AT^  -  10-®  dTIdl  (3) 

for  5th  overtone  AT-cuts,  and 

Aiz/i/o  =  10"®  AT'"  -f- 10""  dT/dl  (4) 

for  3rd  overtone  SC-culs.  Here  AT  is  the  temperature  difference  in  K  from  turnover  and  dTfdl  is  the 
rate  of  change  of  temperature  in  K/s. 
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The  dynamic  temperature  effect  leads  to  hysteresis  in  the  jx^jerimental  medsuremeiitb  of  temperature 
coefficients  as  shown  in  Figs.  3  and  4.  This  effect  makes  it  difficult  to  locate  the  exact  turn-over 
point.  This  in  turn  leads  to  oscillators  with  finite  frequency  changes  even  for  slow,  small  temperature 
excursions,  especially  for  AT-cut  resonators.  Table  1  shows  typical  temperature  coefficients  for  an  AT- 
cut  resonator  as  a  function  of  the  error  in  setting  the  oven  to  the  exact  turn-over  point.  Table  2  shows 
typical  temperature  coefficients  for  an  SC-cut  resonator  as  a  function  of  the  error  in  setting  the  oven  to 
the  exact  turn-over  point.  The  actual  change  in  temperature  may  be  driven  by  changes  in  atmospheric 
pressure  and/or  humidity  thereby  changing  the  thermal  conductance  and  temperature  gradients  within 
the  oscillator  package  [22-24].  Deposited  radiative  energy  car.  also  change  the  temperature  of  the 
resonator.  The  performance  potential  of  AT-cut  resonators  is  extremely  difficult  to  attain  due  to  their 
very  high  dynamic  temperature  coefficient.  Sulzer  was  the  first  to  attain  a  performance  ^  3  x  10 
from  AT-cut  resonators,  and  it  w'as  many  years  before  it  was  generally  realized  that  the  reason  for  the 
excellent  perforniance  was  an  oven  design  with  extremely  low  thermal  transients  [25].  The  reduction 
in  the  dynamic  temperature  coefficient  for  SC-cut  resonators  as  compared  to  the  earlier  AT-  and  BT- 
cut  resonators  represents  a  major  advance  in  the  practical  application  of  quartz  crystal  oscillators  in 
nonideal  environments  using  only  simple  ovens.  Much  better  thermal  performance  can  be  obtained 
using  multiple  ovens  [26],  aged  high  performance  thermistors  [27],  and  compensated  oven  designs  [28]. 
The  tradeoff  is  increased  complexity,  size,  weight,  and  cost. 

Temperature  generally  does  not  affect  the  phase  noise  or  short-term  frequency  stability  of  an  oscillator. 
However,  in  cases  where  the  sustaining  electronics  is  not  temperature  controlled,  slight  changes  in  gain 
and  noise  figure  with  temperature  will  be  reflected  in  the  output  phase  noise.  Rev  iews  of  the  correlation 
of  output  phase  noise  with  the  noise  performance  of  the  sustaining  stage  and  output  amplifier  are  given 
in  [2-5, -29]. 

Another  important  effect,  especially  with  AT-cut  resonators,  is  activity  dips.  Activity  dips  arc  due  to 
the  accidental  overlap  of  some  other  mode  of  the  resonator  with  the  resonance  mode.  This  coupling  to 
the  unwanted  mode  leads  to  increased  losses  and  hence  a  reduction  in  the  oscillator  amplitude.  The 
frequency  of  the  resonator  is  also  pulled  by  the  coupling  to  the  other  mode,  which  usually  has  much 
higher  sensitivity  to  temperature  than  the  primary  mode  of  oscillation.  This  leads  to  temperature- 
frequency  coefficients  that  vary  rapidly  with  temperature  over  very  narrow  ranges  in  temperature  of 
the  resonator  [30-34].  Figure  5  shows  the  frequency -versus- temperature  performance  of  the  primary 
clock  in  the  Ginga  satellite  [33].  The  nonlinear  thermal  coefficient  near  18"C  make  it  very  difficult  to 
model  to  accurately  recover  clock  timing.  SC  cut  resonators  and  some  types  of  lateral  field  resonators 
show  much  reduced  incidence  of  activity  dips  and  their  associated  quirks  in  the  temperature  coefficients 
[34-36]. 

The  dynamic  temperature  effect  and  the  possibility  of  an  activity  dip  significantly  complicates  the 
specification  and  measurement  of  oscillator  temperature  coefficients.  For  critical  applications  the 
frequency  must  be  measured  over  the  entire  operating  temperature  range  using  a  model  of  the  actual 
temperature  profiles. 

B.  RF  Excitation  Level 

The  frequency  of  the  resonator  is  also  a  function  of  amplitude  of  the  signal  level  as  shown  in  Fig. 
6  [16,  18-20.  34,  37-39].  The  sensitivity  to  this  effect,  usually  called  the  amplitude-frequency  effect, 
is  a  function  of  the  blank  curvature  as  shown  in  Fig.  7  [34].  Typical  sensitivities  to  this  parameter 
range  from  appro.ximately  10”°//tlF  for  5th  overtone  AT-  BT-cut  resonators  to  parts  in  10”’V/‘ll' 
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for  3rd  overtpr.p.  SC-cut  resonators  at  5  MIlz.  The  primary  environmental  drivers  for  this  effect 
are  temperature,  hun.idity,  or  radiation  changing  the  excitation  le\el  tlirough  interaction  with  the 
automatic  gain  c,  atrol  (AGC)  and  the  gain  of  the  sustaining  stage.  Changes  in  the  dc  supply  voltage 
can  also  affect  t>'e  amplitude  of  .scillation  by  changing  the  AGC  circuitry. 


C.  Stress  (Force) 

Stress  on  the  resonator  blank  changes  the  resonance  frequency  through  the  .lunlinear  piezoelectric 
coefficiento  '’1,  34,  40-44].  Stress  is  transmitted  to  the  resonator  througli  the  mounting  structure. 
It  can  originate  from  temperature-driven  dimensional  variations  in  the  .acuum  enclosure,  or  changes 
in  the  pressure  surrounding  the  vacuum  enclosure,  changes  in  the  magnetic  field  causing  a  change  in 
tue  mounting  force  due  to  the  use  of  magnetic  components.  The  stress  on  the  resonator,  due  to  the 
use  of  electrodes  directly  plated  onto  the  resonator,  can  change  with  resonator  drive,  temperature, 
radiation  exposure,  and  time.  The  stress  due  to  the  electrode  has  been  estimated  [12-13,  20],  but 
the  changes  with  environmental  effects  such  as  vibration  and  temperature  cycling  are  very  difficult  to 
estimate.  Figure  8  shows  the  change  in  frequency  of  a  traditional  AT-cut  plate  due  to  diametrically 
opposed  forces  in  the  plane  of  the  resonator  as  a  function  of  the  angle  between  the  applied  force  and 
the  X  axis  [29].  BVA  resonators  are  probably  less  sensitive  to  this  effect  due  to  their  unique  mounting 
arrangement  [20-21]. 


D.  Adsorption-Desorption 

Changes  in  the  quantity  or  distribution  of  molecules  on  the  surface  of  the  resunator  can  lead  to 
very  large  changes  in  the  frequency  of  the  resonator  [o,  16,  46-48].  One  monolayer  added  to  a  5 
MHz  resonator  amounts  to  roughly  1  part  per  million  change  in  the  frequency  [16].  Major  drivers  of 
changes  in  the  backgiound  pressure  and  in  the  movement  of  adsorbed  gasses  are  temperature  changes 
and  enclosure  outgassing  or  leaks. 

The  background  pressure  of  helium  inside  the  resonator  enclosure  can  significantly  increase  if  the 
vacuum  enclosure  is  glass  and  the  resonator  is  operated  in  an  environment  with  laigc  amounts  of 
helium.  A  typical  helium  kak  rate  for  a  glass  enclosure  operating  at  80“C  in  a  pure  helium  environment 
is  5  X  lU  *Pafs.  Even  in  air  at  80°C  the  helium  builds  up  at  a  rate  of  approximately  2  x  10~^Pa/s  or 
about  O.lPafyr  [49].  The  use  of  metal  enclosures  greatly  reduces  the  helium  leak  rate,  but  most  metals 
outgas  sigiiificant  amounts  of  hydrogen  and  may  contribute  to  the  drift  of  some  oscillators  [29,49].  A 
typical  sensitivity  for  an  AT-cut  resonator  to  a  non-reactive  gas  is  10“^/Pa  (0.7  X  /Torr). 
Ceramic  enclosures  that  reduce  the  helium  and  nydiogen  leak  rates  to  negligible  values  have  been 
uevelCi^ed  [46].  There  also  Is  some  question  as  to  what  portion  of  the  residual  phase  noise  in  quartz 
resonators  is  due  to  time  varying  rates  of  collisions  with  the  background  gas  [48]. 


E.  Acceieration  ATbration 

Although  a  large  shock  and/or  vibration  can  change  the  long-term  frequency  rf  the  reso.iator,  the 
dominant  ’ffect  is  usually  the  instantaneous  change  in  the  frequency  of  the  resonator  due  to  chanj^js  in 
the  stress  applied  to  the  r^'sonator  through  the  mounting  structure  [6,14,16,18-21,50-57].  The  frequency 
change  depends  on  orientation  and  is  linear  with  applied  acceleration  or  vibration  up  to  approximately 
51*  g  [19].  See  Fig.  9.  Tiie  ma'''mum  sensitivity  is  typically  of  order  2  x  10~^fg.  Significant  effort  has 
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been  expended  in  minimizing  this  effect  through  compensation  [52-54],  mounting  techniques  [20-  21,49- 
50,52],  and  resonator  fabrication  techniques  [20-21].  The  net  sensitivity  for  specially  compensated  or 
fabricated  oscillators  ranges  from  approximately  10“^^  to  3  x  10"^°  per  g.  The  change  in  frequency 
due  to  inversion  “2p  tipover  test”  is  often  biased  due  to  changes  in  the  temperature  gradient  as  shown 
in  Fig.  10.  Although  not  commonly  mentioned,  magnetic  field  sensitivity  can  also  bias  the  test  since 
the  magnetic  field  effect  also  is  a  function  of  position  and  motion  [58-59]. 

The  ph^e  noise  of  a  resonator  subjected  to  vibration  is  increaised  by  an  amount 

£(/)  =  (5) 

where  T  is  acceleration  sensitivity  and  A  is  the  applied  acceleration.  Figure  11  shows  the  quiescent 
phase  noise  of  a  100  MIIz  oscillator  and  that  obtained  with  F  =  2  X  10“‘’/p  and  A  =  2cos2ff/t.  The 
increase  in  phase  noise  over  that  obtained  under  quiescent  conditions  is  approximately  70  dB  at  a 
Fourier  frequency  of  10  kHz.  Even  with  F  =  1  x  10~'^/p  the  degradation  would  be  about  30  dB. 


F.  Radiation 

Radiation  intv.'  iCts  with  the  resonator  in  many  ways.  Although  not  fully  characterized  for  each 
resona,tor  type  and  oscillator,  it  is  possible  to  list  some  common  aspects.  A  more  detailed  summary  is 
found  in  [lb]. 

Pulse  Irradiation  Results 

1.  For  applications  requiring  circuits  hardened  to  pulse  irradiation,  quartz  resonators  are  the  least 
tolerant  element  in  properly  designed  oscillator  circuits. 

2.  Resonators  made  of  unswept  quartz  or  natural  quartz  can  experience  a  large  increase  in  series 
resistance,  i?*,  following  a  pulse  of  radiation;  the  radiation  pulse  can  even  stop  the  oscillation. 

3.  Resonators  made  of  propeny  swept  quartz  experience  a  negligible  change  in  R,  when  subjected 
to  pulsed  ionizing  radiation  (the  oscillator  circuit  does  not  require  a  large  reserve  of  gain  margin). 

Steady-State  Radiation  Results 

1. 


3. 


At  doses  <100  rad,  frequency  change  is  not  well  understood.  Radiation  can  induce  stress  relief. 
Surface  effects  such  as  adsorption,  desorption,  dissociation,  polymerization  and  charging  may  be 
significant.  The  frequency  change  is  nonlinear  with  dose. 

At  doses  >1  Krad,  frequency  change  is  quartz  impurity  dependent.  The  ionizing  radiation  pro¬ 
duces  electron-hole  pairs;  the  holes  are  trapped  by  the  impurity  A1  sites  while  the  compensating 
cation  (e.g.  Li  or  Na)  is  released.  The  freed  cations  are  loosely  trapped  along  the  optic  axis. 
The  lattice  near  the  A1  is  altered,  and  the  elastic  constant  is  changed;  therefore,  the  frequency 
shifts.  Ge  impurities  are  also  troublesome. 

At  10^  rad  dose,  frequency  r'  uige  ranges  from  per  rad  for  natural  quartz  to  lO"*'*  per  rad 
for  high  quality  swept  quartz. 
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4.  Frequency  change  is  negative  for  natural  quartz;  it  can  be  positive  or  negative  for  cultured  and 
swept  cultured  quartz. 

5.  Frequency  change  saturates  at  doses  >  10®  rads. 

6.  The  Q  degrades  if  the  quartz  contains  a  high  concentration  of  alkali  impurities;  the  Q  of  res¬ 
onators  made  of  properly  swept  cultured  quartz  is  unaffected. 

7.  Frequency  change  anneals  at  T  >  240°C  in  less  than  3  hours. 

8.  Preconditioning  (e.g.,  with  doses  >  10®  rads)  reduces  the  high  dose  radiation  sensitivities  upon 
subsequent  irradiations. 

9.  High  dose  radiation  can  also  rotate  frequency-vs.-temperature  characteristic. 

G.  Electric  Field 

The  frequency  of  certain  resonator  cuts  are  directly  affected  by  the  application  of  even  small  electric 
fields  through  changes  in  dimension  and  effective  mass  and  through  interaction  with  the  nonlinear 
coefficients  [58-63].  The  application  of  electric  fields  also  tends  to  cause  ions  within  the  crystal  to 
move  which  changes  the  frequency.  The  net  result  is  that  the  change  in  frequency  generally  has  a 
fast  component  due  to  the  interaction  with  the  crystal  constants  and  one  or  moie  slower  components 
associated  with  the  movement  of  ions  as  shown  in  Fig.  12.  The  slower  time  constants  depend  ex¬ 
ponentially  on  temperature.  This  electric  field  effect  has  been  used  to  vibration  compensate  SC  cut 
resonators  [54]  and  to  create  an  ultra  linear  phase  modulator  [60].  Sensitivities  to  this  effect  are  highly 
cut  and  material  dependent  and  range  from  approximately  10~”  to  10~®  per  volt  applied  across  the 
resonator.  Large  electric  fields  and  elevated  temperatures  are  sometimes  ased  to  “sweep”  ions  out  of 
the  quartz  bar  prior  to  fabrication  resonators  [16,60-63].  This  is  most  often  used  on  resonators  for 
radiation-environments. 

H.  Magnetic  Field 

The  inherent  magnetic  field  sensitivity  of  quartz  resonators  is  probably  smaller  than  /T  [1,64- 
66].  Most  resonators  are,  however,  constructed  with  magnetic  holders.  As  the  magnetic  field  changes 
the  force  on  the  various  components  of  the  resonator.  This  causes  a  frequency  shift  through  the 
force-frequency  coefficient  discussed  above. 


IV.  Changes  Within  the  Loop  Electronics 


Many  environmental  parameters  cause  change  in  the  phase  around  the  oscillator  loop.  The  most 
important  are  temperature,  humidity,  pressure,  acceleration/vibration,  magnetic  field,  voltage,  load, 
and  radiation.  This  environmental  sensitivity  often  leads  to  increases  in  the  level  of  wide-band  phase 
noise  in  the  short-term,  random-walk  frequency  modulation  in  the  medium-term,  and  drift  in  the 
long-term.  The  value  uf  loop  ph.nse  shift  are  not  universal,  but  critically  depend  on  the  circuit  design 
and  the  loaded  Q-factor  of  the  oscillator. 
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A.  Tuning  Capacitor 

The  frequency  of  the  oscillator  is  generally  fine-tuned  using  a  load  capacitor,  Cl-,  of  order  20  to  32 
pF.  In  practice  this  capacitor  is  often  made  up  of  a  fixed  value  (selected  at  the  time  of  manufacture), 
a  mechanically  tuned  capacitor  for  coarse  tuning;  a  varactor  for  electronic  tuning,  and  a  contribution 
from  the  input  capacitance  of  the  sustaining  stage  and  matching  *_tworks.  The  frequency  change  for 
small  changes  in  Ci  are 


Cl  12  dCi 

Co  +  ClCo  +  Cl’ 


(6) 


where  Cq  is  the  parallel  capacitance  and  Ci  is  the  motional  capacitance.  It  is  not  uncommon  for 
the  first  term  in  Eq.  5  to  be  of  order  10"^  [16].  In  this  case  a  change  in  Cl  of  only  10“®  results  in 
a  frequency  change  of  10“^.  Primary  environmental  parameters  which  change  Cl  are  temperature, 
humidity,  pressure,  and  shock/vibration.  Humidity  and  pressure  change  the  ratio  between  convection 
and  conduction  cooling.  See  Figs.  10  and  13.  Pressure  changes  in  a  hermetically  sealed  oscillator  can 
also  be  driven  by  temperature.  This  changes  the  temperature  gradients  and  thereby  the  temperature 
of  the  tuning  capacitor  (and  also  the  temperature  of  the  resonator.)  Shock  and  vibration  can  change 
the  mechanical  capacitor,  if  present.  Changes  in  the  supply  voltage,  AGC  and  temperature  all  change 
the  input  capacitance  of  the  sustaining  stage  and  the  varactor  diode.  Humidity  can  change  the  value 
of  the  dielectric  coefficient  and  losses  in  the  capacitors  and  even  the  circuit  board.  Radiation  can 
change  the  gain  and  offsets  of  the  AGC  and  the  sustaining  stage  and  thereby  change  the  effective 
input  capacitance. 


B.  Mode  Selection/Tuned  Circuits 

Most  oscillators  use  matching  circuits  and  filters  to  adjust  the  loop  phase  to  approximately  Ott  arid, 
especially  with  SC-cut  resonators,  to  suppress  unwanted  modes.  The  phase  shift  across  a  transmission 
filter  is  given  appro.ximately  by  Eq.  1  with  the  Q  in  this  case  being  that  of  the  tuned  circuit,  Qc-  The 
fractional  change  in  output  frequency  due  to  small  changes  in  either  circuit  inductance,  Lc,  or  circuit 
capacitance,  Cc,  is  approximately  given  by 


Au/i/ 


1  Qc  dX 

2Q^  QCc'^  Lc' 


(7) 


Far  from  resonance  the  change  in  loop  phase  with  change  in  filter  capacitance  or  inductance  is  generally 
much  less  than  that  given  by  Eq.  (1).  This  suggests  that  the  use  of  notch  filters  to  suppress  unwanted 
modes  is  probably  superior  to  the  use  of  narrow-band  transmission  filters. 

The  values  of  most  resistors,  inductors  and  capacitors,  and  even  parameters  associated  with  the  active 
junctions,  are  a  function  of  temperature,  humidity,  current,  or  voltage.  Significant  impnwements  in 
the  medium-term  frequency  stability  can  often  be  obtained  merely  by  sealing  an  oscillator  to  prevent 
changes  in  the  humidity  and  pressure  [22-23].  Figure  13  shows  the  frequency  change  of  a  high  perfor¬ 
mance  oscillator  due  to  a  change  in  relative  humidity  from  approximately  20%  to  100%  [22-2-3].  This 
fractional  change  of  frequency  is  about  1000  times  the  normal  1  s  frequency  stability  of  3  x  10~^^. 
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C.  External  Load 


If  the  extern"’  load  of  the  oscillator  changes,  there  Is  a  change  in  the  amplitude  and/or  phase  of  the 
signal  reflecteu  ack  into  the  oscillaVr.  The  portion  of  this  reflected  signal  that  reaches  the  oscillating 
loop  changes  the  phase  of  the  oscillation  and  hence  the  output  frequency  by  an  amount  given  by  Eq. 
(1)  aiid  reexpressed  in  Eq.  (8).  In  this  case  we  can  estimate  the  maximum  phase  change  as  just  the 
square  root  of  the  isolation.  For  example  -10  dB  of  isolation  corresponds  to  a  maximum  phase  deviation 
of  10“^  radiaus. 


Az//y  ~  ~  ;^\/isolation  (8) 

For  Q  ~  10®  and  isolation  of  40  dB,  the  maximum  pulling  is  approximately  ^u/u  —  10"®.  This 

is  an  approximate  model  for  most  5  MIIz  oscillators.  As  the  frequency  increases  the  problem  of  load 
pulling  becomes  much  worse  because  both  the  Q-factor  and  the  isolation  decrease. 


D.  Acceleration,  Vibration,  and  Magnetic  Fields 

Acceleration  and  vibration  can  distort  the  circuit  substrate  and  the  position  of  components  leading  to 
changes  in  the  stray  inductance  and/or  capacitance  and  thereby  changes  in  the  frequency.  Virtually 
none  of  the  presently  available  oscillators  have  magnetic  shielding.  The  presence  of  magnetic  field  com 
plicates  matters  significantly  since  changes  in  orientation  within  the  magnetic  field  lead  to  frequency 
shifts  and  motion  dependent  effects.  Therefore  movement,  acceleration,  and  or  vibration  certainly 
leads  to  induced  electric  and  magnetic  fields  that  disturb  the  quiescent  performance  of  the  oscillator... 
In  most  cases  such  eflects  are  very  difficult  to  separate  from  other  motion  induced  effects.  Accel¬ 
eration  and  vibration  of  circuit  elements  in  the  absence  of  a  magnetic  field  lead  to  phase/frequency 
modulation.  These  effects  are  difficult  to  separate  from  tlmoe  due  to  changes  of  stress  applied  to  the 
resonator,  but  are  no  doubt  present  and  may  in  some  cases  prevent  accurate  measurements  on  some 
low-g-sensitive  resonators  [1,56,57,64-66]. 


Discussion 

The  frequency  stability  of  quartz- crystal  controlled  oscillators  has  been  refined  to  the  point  that  small 
changes  in  a  wide  variety  of  environmental  parameters  are  now  significant.  The  most  important 
environmental  parameter  is  probably  acceleration  and  vibration  at  frequencies  less  than  approximatclj 
100  Hz.  All  of  the  other  environnientaJ  drivers  can  be  significantly  reduced  by  appropriate  attention  to 
circuit  design  and/or  sliielding.  Among  the  remaining  environmental  drivers,  temperature  is  probably 
the  most  significant.  Most  oscillator  ovens  could  be  significantly  improved  using  better  circuits  and 
better  insulation.  Magnetic  shielding  may  be  necessary  to  actually  realize  the  full  performance  cf 
low-g  sensitivity  resonators.  Pressure  and  humidity  effects  can  be  very  serious  in  open  oscillators. 
Fortunately  these  effects  can  be  eliminated  by  hermetically  sealing  the  oscillator.  The  sensitivity  to 
low  doses  of  radiation  is  not  well  understood.  More  work  needs  to  be  done  to  refine  the  characterization 
of  sensitivity  to  various  environmental  parameters. 
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Table  1.  Typical  frequency  versus  temperature  coefficients  for  an  AT  cut  resonator  with  a  turnover 
temperature  of  85°C  as  a  function  of  oven  parameters.  Frequency  stability  of  1  x  10“^^  requires 
AT/dt  <  IQuRfs. 


Aulv  ~  3  X  lO'^AT^  +  10“®  (IT/dt 


Oven  Offset 

Oven  Change 

mK 

±100  mK 

±10  mK 

±  ImK 

±  0.1  mK 

0 

3  X  10-^" 

3  X  lO-i'^ 

3  X  10-1'* 

3  X  10-1^ 

1 

3  X  10-^° 

5  X  10-12 

2  X  10-1° 

6  X  10-1° 

10 

5  X  10-1° 

2  X  10-11 

6  X  10-1° 

6  X  lO-i-i 

100 

2  X  10“° 

6  X  10-11 

6  X  10-12 

6  X  10-1° 

Table  2.  Typical  frequency  versus  temperature  coefficients  for  a  SC-cut  resonator  with  a  turnover 
temperature  of  85°C  as  a  function  of  oven  parameters.  Frequency  stability  1  x  10"^^  requires  AT/r/t  < 
mnKIs. 

=  4  X  +  3  X  l0-~ (ITldi 


Oven  Offset 

Oven  Change 

mK 

±100  mK 

±10  mK 

±1  mK 

±0.1  mK 

0 

4x  10-1^ 

4  X  10-1° 

2x  10-*° 

4  X  10-1' 

1 

4  X  10-11 

6  X  10-1° 

1 

O 

X 

8x10-1° 

10 

6  X  10-11 

2  X  10-12 

8  X  lO-i'i 

CO 

X 

>-• 

o 

1 

100 

2  X  10-1° 

8  X  10-12 

8  X  10-1° 

8  X  lO-i'i 
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Table  1.  Typical  frequency  versus  temperature  coefficients  for  an  AT-cut 
resonator  with  a  turnover  temperature  of  85°^  as  a  function  of  oven 
parameters.  Frequency  stability  if  1  X  10  requires  AT/dt  <  10  nK/s. 

Lv/v  =  3  X  10‘^AT^  +  10"^  dT/dt 

Oven  Offset  Oven  Change 

mK  ±100  +mK  ±  10  mK  ±  1  mK  ±  0.1  mK 


0 

1 

10 

100 


3  X  10'^°  3  X  lO'^^  3  X  lO'^^  3  X  10 

-10  -12  -13 

3  X  10  5  X  10  ^  2  X  10  6  X  10 

5  X  10'^°  2  X  10"^^  6  X  10‘^^  6  X  10 

2  X  lO"^  6  X  10’^^  6  X  10"^^  6  X  10 


Table  2.  Typical  frequency  versus  temperature  coefficients  for  a  SC-cut 
resonator  with  a  turnover  temperature  ofi^SS^C  as  a  function  of  oven 
parameters.  Frequency  stability  1  x  10  requires  AT/dt  <  330  nK/s. 

Lv/v  ==  4  X  10‘^AT^  +  3  X  lo'^  dT/dt 

Oven  offset  Oven  Change 

mK  ±100  mK  ±  10  mK  ±  1  mK  ±  O.l  mK 


4  X  10 


4  X  10 


2  X  10 


4  X  10 


4  X  10 


6  X  10 


2  X  10 


8  X  10 


6  X  10 


2  X  10 


8  X  10 


8  X  10 


2  X  10 


8  X  10 


8  X  10 


8  X  10 


□SCILLPiTOR  MODtiL 


—10] - 

1 

OL/TPUT 


HEATER 


Fig.  1  Simplified  block  diagram  of  a  quartz-crystal-controlled-oscillator . 
Loop  gain  =  1  and  loop  phase  =  nlit  n  =  0,1,2.... 


FREQUENCY-TEMPERATURE-OVEN  CHARACTERISTICS 

-TURNOVER  POINT -A 

\  ,  /—OVEN  SET  POINT 


— ^A|<— 

OVEN 

OFFSET 

^2  ATo 

OVEN  CYCLING  RANGE 


TEMPERATURE 


Fig  2.  Idealized  frequency  versus  temperature  curve  for  a  quartz  resonator 
The  turnover  point  and  the  oven  offset  from  turnover  are  indicated.  From 
[16). 
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Fig.  3.  Frequency  versus  temperature  for  a  5  MHz  AT-cut  resonator, 
temperature  curve  is  shown  in  curve  1.  The  other  curves  show  the 
with  ±4°C  sinusoidal  temperature  cycling  at  a  sweep  frequency  of  S 
Hz-curve  2,  3.7  x  10"*  Hz-curve  3,  a..d  7.4  x  10" ‘  Hz-  curve  4.  A 
the  curves  yields  a  dynamic  temperature  coefficient  of  -1.3  x  10"^ 
[101 . 


SC  cut  3rd  overtone  5  MHz 


Temperature  (oc) 

Fig.  4.  Frequency  versus  temperature  for  a  5  MHz  SC -cut  resonator 
temperature  curve  is  shown  in  curve  1.  The  other  curves  show  the 
with  ±  4°C  sinusoidal  temperature  cycling  at  a  sweep  frequency  of 
Hz-curve  2,  and  1.8  x  10'®  Hz-curve  3.  A  model  fit  to  the  curves 
dynamic  temperature  coefficient  of  3  x  10"^  s/°C.  From  [10]. 


The  static 
response 
1.2  X  10'5 
model  fit  to 
s/°C.  From 


The  static 
response 
9.1  X  10’* 
yields  a 
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Temperature  (OQ) 


Fig.  5.  Frequency  versus  temperature  for  the  primary  timing  clock  of  the  Ginga 
satellite.  From  [33]. 


Fig.  6.  Frequency  versus  the  rf  excitation  level  for  a  5  MHz  AT-cut 
resonator.  From  [19]. 


Frequency  vs.  Drive  Level 


Fig.  7.  Frequency  versus  the  rf  excitation  level  for  AT-,  BT-,  and  several 
SC-cut  resonators.  The  approximate  power  levels  are  indicated  on  the  left 
margin.  From  [16,  33], 

Frequency  Change  for  in  Plane  Forces 
AT-Cut 


Fig.  8,  Frequency  shift  versus  diametrically  opposed  forces  in  the  plane  of 
the  resonator  as  a  function  of  the  angle  between  the  force  and  the  azimuthal 
axis.  From  [28]. 


Fig.  9.  Typical  sensitivity  of  a  AT-cut  resonator  to  acceleration  as  a 
function  of  direction.  From  [19]. 


freq  plot:  4/28/881  12:34:20.69,  line  renowed  (-6.6869e-003/s) 


Fig.  10.  Frequency  of  a  precision  oscillator  as  a  function  of  orientation. 
Position  1  and  6  are  the  same.  Note  the  slow  change  of  frequency  immediately 
after  the  rotation.  This  is  likely  due  to  small  changes  in  the  temperature 
gradient  within  the  oscillator.  From  [23]. 
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Fig.  11.  Quiescent  phase  noise  of  a  high  quality  100  MHz  oscillator  and  the 
induced  phase  noise  from  the  application  of  sinusoidal  acceleration  at 
amplitude  2  g.  An  acceleration  sensitivity  of  2  x  10’® ^g  has  been  assumed. 


Fig.  12.  Frequency  of  a  function  of  applied  voltage.  The  slow  variation 
after  the  change  in  voltage  is  due  to  the  movement  of  ions  within  the 
resonator.  From  Gagnepain  [1]. 


Fig,  13  Frequency  change  of  quartz  controlled  oscillator  due  to 
humidity.  Fractional  stability  is  approximately  2  x  10'^®  at  1 
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Abstract 

As  the  performance  of  passive  atomic  frequency  standards  improves,  a  new  limitation  is  encountered 
due  to  frequency  fluctuations  in  an  ancillary  beat  oscillator  (L.O.).  The  effect  is  due  to  time  variation  in  the 
gain  of  the feedback  which  compensates  L.O.  frequency  fluctuations.  The  high  performance  promised  by  new 
microwave  and  optical  trapped  ion  standards  may  be  severely  compromised  by  this  effect. 

We  present  an  analysis  of this  performance  limitation  for  the  case  of sequentially  interrogated  standards. 
The  time  dependence  of  the  sensitivity  of  the  interroguib.'  process  to  L.O.  frequency  fluctuations  is  evalu¬ 
ated for  single-pulse  and  double-pulse  “Ramsey”  RF  interrogation  and  also  for  amplitude  modulated  pulses. 
The  effect  of  these  various  time  dependencies  on  performance  of  the  standard  is  calcubtedfor  an  L.O.  with 
frequency  fluctuations  showing  a  typical  Iff  spectral  density.  A  limiting  Ijy/r  dependent  deviation  of fre¬ 
quency  fluctuations  is  calculated  as  a  function  of pulse  lengths,  dead  time,  and  pulse  overlap. 

We  also  present  conceptual  and  hardware-oriented  solutions  to  this  problem  which  achieve  a  much  more 
nearly  constant  sensitivity  to  L.O.  fluctuations.  Solutions  involve:  use  of double-pulse  interrogation;  alternate 
interrogation  of  multiple  traps  so  that  the  “dead  time”  of  one  trap  can  be  covered  by  operation  of  the  other; 
and  the  use  of  double-pulse  interrogation  for  two  traps,  so  that  during  the  time  of  the  RF pulses,  the  increasing 
sensitivity  of  one  trap  tends  to  compensate  for  the  decreasing  sensitivity  of  the  other.  A  solution  making  use 
of  amplitude-modulated  pulses  is  also  presented  which  shows  nominally  zero  time  variation. 


INTRODUCTION 

As  the  performance  of  passive  atomic  frequency  standards  improves,  a  new  limitation  is  encountered 
due  to  frequency  fluctuations  in  the  local  oscillator  (L.O.)  from  which  RF  interrogation  signals  are 
derivedl*"^!.  This  limitation  continues  to  the  longest  times,  giving  frequency  deviations  which  show 
the  same  l/\/r  dependence  on  measuring  time  r  as  the  inherent  performance  of  the  standard  itself. 
It  is  due  to  periodic  time  variation  of  the  gain  in  the  feedback  which  keeps  the  L.O.  frequency  locked 

‘This  work  was  carried  out  at  the  Jet  Propulsion  Laboratory,  California  Institute  of  Technology,  under  a  contract 
with  the  National  Aeronautics  and  Space  Administration. 
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to  the  atomic  line.  The  varjing  gain  aliases  higher  frequency  L.O.  fluctuations  to  frequencies  near 
zero  frequency,  and  these  low  frequency  detected  signals  are  improperly  compensated  by  the  feedback 
process. 

Practical  atomic  interrogation  processes  show  a  sensitivity  to  L.O.  frequency  which  is  not  constant 
with  time.  This  arises  because  e.g.  the  high  and  low  frequency  sides  of  the  atomic  absorption  line  are 
alternately  interrogated  to  compensate  for  signal  strength  variability,  rurtherniore,  «.  dead  time”  with 
consequent  zero  sensitivity  is  characteristic  of  newly  developed  standards  using  sequential  interroga¬ 
tion.  These  include  both  microwave  and  optical  frequency  versions  of  the  trapped  ion  standard.  The 
higher  performance  promised  by  these  new  standards  is  severely  compromised  by  presently  available 
L.O.  capability. 

In  the  following  sections  we  examine  the  time  dependence  of  tlie  sensitivity  to  L.O.  frequency  which 
is  inherent  in  single  and  double  pulse  (Ramsey  )  sequential  RF  interrogation  processes.  Details  of 
the  electromagnetic  transition  are  calculated  using  a  conventional  spin  flip  analogue.  This  treatment 
allows  the  effect  of  time-varying  phase  or  amplitude  of  the  exciting  RF  signal  to  be  calculated  by 
means  of  appropriate  solid-body  rotations  of  an  initial  state  vector. 

We  propose  the  use  of  several  alternately  interrogated  collections  of  atoms  or  ions  (several  “traps")  to 
allow  a  net  sensitivity  which  is  much  more  nearly  constant  in  time.  Detailed  strategies  are  developed, 
including  one  which  uses  amplitude  modulated  RF  pulses  with  a  particular  form  which  can  give  a  net 
sensitivity  for  the  two  traps  which  shows  nominally  zero  time  variation. 

The  effect  of  any  given  time  varying  sensitivity  on  performance  of  the  atomic  standard  depends  on 
the  spectrum  of  frequency  fluctuations  for  the  L.O.  We  present  the  results  of  numerical  and  analy  tical 
calculations  for  the  effect  of  an  L.O.  with  flicker  frequency  noise  and  consequent  flat  Allan  deviation 
as  a  function  of  measuring  time  r. 

Finally,  block  diagrams  are  shown  fox  implementations  of  a  trapped  mercury  ion  frequency  standard 
with  two  ion  collections,  including  one  with  two  ion  collections  in  a  single  linear  trapping  structure. 
Various  systcmatics  arc  addressed,  including  sensitivities  to  signal  strengths  and  RF  phase  shift  values. 


BACKGROUND 


Passive  atomic  and  ionic  frequency  standards  presently  provide  greater  long  term  stability  than  any 
other  frequency  sources.  They  include  tlie  new  Trapped  Mercury  Ion  standard&f'’~'’J,  more  conventional 
Rubidium^')  and  Cesium  standards^^  and  the  optical  standards!’”!  which  are  proposed  for  even  higher 
stability.  These  standards  have  an  inherent  advantage  for  long  term  stability  which  derives  from  the 
energy'  gain  which  is  available  from  atomic  transitions  which  can  be  linked  in  a  causal  way.  Thus,  a 
low  energy  microwave  photon  may  be  absorbed  in  an  ultra  stable  atomic  transition  process  that  then 
makes  possible  the  scattering  of  optical  photons  with  energy  ‘ncreased  by  more  than  lO’.  This  makes 
possible  a  tremendous  increase  in  sensitivity  and  allows  passive  standards  to  operate  with  very  small 
numbers  of  atoms  or  ions.  By  the  use  of  electromagnetic  traps,  these  few  atoms  or  ions  can  be  isolated 
from  each  other  and  from  their  environment  much  more  effectively  than  can  the  many  atoms  or  ions 
required  by  active  standards.  This  isolation  reduces  the  effects  of  time  varying  external  variables  on 
the  operating  frequency,  and  allows  the  frequency  of  the  standard  to  more  closely  approximate  the 
inherent  unvarying  atomic  transition  frequency  of  a  single  isolated  atom  or  ion. 

However,  by  the  nature  of  this  process,  passive  frequency  sources  do  not  themselves  emit  a  signal  at 
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their  operational  frequency  as  do  active  sources.  Instead,  thc>  require  a  secondary  freqi;eiicy  source  to 
interrogate  the  very  narrow  absorption  line  in  the  i.solatcd  atoms  or  ions.  This  -nterrogation  process 
necessarily  takes  a  certain  amount  of  time,  during  vhich  time  the  secondary  local  oscillator  (L.O.) 
acts  alone  to  provide  frequency  stability.  Information  obtained  in  the  inter rogatiori  {.rocesses  is  then 
used  to  adjust  the  frequency  of  the  L.O.  by  feedback  and  to  stabilize  it  over  long  periods  of  time  with 
great  precision. 

The  consequence  of  this  is  most  easily  understood  with  respect  to  a  portion  of  the  Interrogation 
cycle  called  “dead  time”.  During  this  time  the  local  oscillator’s  frequency  is  not  sensed  by  the  atomic 
Iiiterrogation  process  and  solocal  oscillator  frequency  fluctuations  during  those  times  are  not  corrected 
by  the  feedback  process.  The  cumulative  effect  of  oscillator  phase  wander  during  the  dead  time  for 
each  cycle  reduces  the  long  term  stability  obtainable  with  the  atomic  standard.  If  the  dead  time  could 
be  reduced  to  zero,  the  long  term  instability  induced  by  the  L.O.  could  also  be  reduced. 

The  dead  time  cannot  be  eliminated,  however,  because  interrogation  of  the  atoms  or  ions  necessarily 
involves  processes  which  degrade  the  Q  and  shift  the  frequency  of  the  atomic  line.  The  strategy  which 
allows  the  highest  ultimate  stability  is  to  perform  these  processes  during  dead  times  to  minimize  their 
interference  with  operation  of  the  standard.  The  processes  include,  illuininatioii  with  an  intense  optical 
beam  which  prepares  the  quantum  state  of  the  atoms  or  ions  and  which  induces  light  .scattering,  the 
intensity  of  which  is  analyzed  to  determine  frequency  errois  in  the  local  oscillator  and  to  correct  them; 
adding  more  ions  to  the  trap  to  make  up  for  those  that  have  been  lost;  and  other  similar  processes 
such  as  vibrating  the  ion  cloud  to  measure  the  number  of  ions  in  order  to  hold  the  numb.  t  very  nearly 
constant  in  time. 


TIME  DEPENDENCE  OF  FREQUENCY  SENSITIVITY 


Definition  of  a  Time-Dependent  Frequency  Sensitivity 


The  lineshape,  bandwidth,  and  resolving  power  for  an  atomic  transition  induced  by  means  of  elec¬ 
tromagnetic  (RF)  pulses  are  well  knovvnf"K  Of  importance  to  frequency  standard  applications  is 
the  frequency  resolving  power  which  can  be  written  in  terms  of  a  dimensionless  frequency  sensitivity 
parameter  g  as 


du 


(1) 


where  p  is  the  probability  for  the  transition,  t,  is  the  time  for  the  RF  interrogation  process,  and  u 
is  the  applied  RF  frequency.  For  the  case  of  single  «  pulse  interrogation  and  for  atoms  initially  in 
the  ground  state,  the  conventional  lineshape^’ gives  p  —  1  at  the  resonant  frequency,  and  a  resolving 
power  described  by 


g-  ^  0.60386 


(2) 


at  the  half-bandwidth  points  (/;  =  0.5).  Double  pulse  (Ramsey)  interrogation  using  two  h/2  pulses 
shows  a  narrower  bandwidth  and  increased  resolving  power  compared  to  single  pulse  excitations'll. 
In  the  limit  of  very  short  excitation  pukses  at  the  beginning  and  end  of  the  interrogation  period,  the 
frequency  sensitivity  approaches  a  limit  of 


Omax  —  1- 


(3) 


The  conventional  treatment,  however,  does  not  allow  a  study  of  the  effect  of  a  frequency  which  varies 
during  the  excitation  process.  In  order  to  accomplish  this  task,  we  generalize  the  frctiueiicy  sensitivity 
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g  to  allow  time  variation  during  the  interrogation  process.  If  the  phase  fluctuations  involved  in  the 
frequency  variation  are  small  <<  1),  we  can  assume  that  fluctuations  at  all  points  in  the  process 
combine  linearly.  For  this  case  we  can  generalize  Eq.  1  to  describe  the  variation  in  transition  probability 
6p  due  a  time-varying  frequency  enov  6if(i)  in  terms  of  an  integral  over  the  RF  interrogation  time 


6p  =  5r  f  St/(i)  g(t)  dt. 
JRF 


(4) 


Application  of  a  non  varying  6v  to  Eq.  4  recovers  Eq.  1  by  relating  the  constant  g  to  an  integral  over 
g(i)  as 

gti=  [  g[t)dt.  (5) 

JRF 


Eq.  1  may  be  rewritten 


<7  =  2 


dp 


d(A<l>) 


(6) 


where  Ad>  =  2irv  t,  is  the  phase  progression  during  the  course  of  the  interrogation.  In  order  to  evaluate 
the  time-dependent  g(t)  for  Eq.  4,  let  6u(t)  be  zero  except  for  a  phase  step  of  size  t  at  time  i’  given  by 
(p  =  €a(i  -  i'),  where  <7(x)  =  1  for  x  >  0  and  is  zero  otherwise.  Since  2  «  =  d(p/dt,  this  corresponds 

to  a  frequency  variation  =  (c/2~)6(t  - 1'),  where  6{i  -  i')  is  the  Kronecker  delta  function.  Eq.  4 
gives  the  response 


6p[i',i)  =  F  J^^-^S{t-t')g{i)dt 
= 


(7) 

(8) 


so  that  g(i')  can  be  written  in  terms  of  the  effect  of  a  small  phase  step  at  time  i' 

,^t‘)  =  2^. 


(9) 


That  is,  g(i)  describes  the  sensitivity  of  the  final  atomic  state  to  a  small  phase  step  in  the  interrogating 
field  at  the  time  i.  This  dependence  may  be  calculated  directly  by  means  of  a  detailed  look  at  the 
quantum-mechanical  transition  process. 


Analysis  of  L.O.  Phase  Step  in  Rotating  System 

The  processes  which  determine  the  rate  of  excit.  ‘ion  of  atoms  or  ions  from  one  energy  state  to  another 
are  explicitly  quantum-mechanical.  Following  Kusch  and  Ilughe&I"!  we  find  the  time  dependence 
of  the  phase  and  amplitude  for  the  e.\cited  state  by  a  magnetic  spin-flip  analogue.  For  the  case 
where  the  two-level  system  consists  of  a  particle  with  spin  1/2  in  a  magnetic  field,  there  exists  a 
one-to-one  correspondence  between  the  e.xpectation  values  of  quantum-mechanical  picture  and  the 
classical  picture  of  a  magnetic  moment  processing  in  its  applied  field.  Only  the  absolute  phase,  a 
physically  meaningless  quantity,  is  missing  from  the  classical  picture.  Since  all  weakly -coupled  two- 
level  quantum  mechanical  systems  may  be  treated  with  identical  formalism,  the  magnetic-moment 
precession  analogue  is  generally  applicable  to  calculate  the  details  of  transition  amplit"dcs  and  phase 
in  quantum-mechanical  two  level  systems. 
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Imthis  analog’:?  as  depicted  in  Fig.  la),  a  vertical  magnetic  field  Ho  —  <^0/7  generates  an  energy  dif¬ 
ference  between  “down”  and  “up”  states  of  a  moment  with  magnitude  7  and  direction  I.  A  transverse 
microwave  field  //i  at  . frequency  Urj  is  approximately  tuned  to  the  precession  rate  of  the  moment  in 
the  presence  of  the  field  Ho-  Transformation  to  a  reference  frame  rotating  at  Urj  removes  the  rapid 
time  variation  due  to  spin  precession  in  the  large  field  Ho,  leaving  only  a  slow  precession  in  the  rotating 
frame.  The  transition  problem  can  thus  be  treated  entirely  by  the  use  of  solid-body  rotations. 

In  this  context,  detuning  of  the  microwave  frequency  results  in  incomplete  cancellation  of  the  vertical 
dc  field.  The  remaining,  uncompensated,  part  of  the  vertical  field  combines  with  the  transverse  rf 
field  //i  to  give  an  effective  field  in  the  rotating  frame  Hejj-  The  time  dependent  solutions  are  (slow) 
precessions  of  the  magnetic  moment  I  about  this  effective  field  at  an  angular  rate  which  is 
proportional  to  the  magnitude  of  that  field.  Phase  deviations  due  to  the  L.O.  give  rise  to  rotations 
about  the  z-axis. 

All;  starting  vectors  lie  in  the  plane,  including  the  starting  position  of  the  unit  vector  I,n,uai,  a  fact 
which  makes  the  algebraic  relationships  between  the  various  bequencies  apparent.  The  quantum- 
mechanical  correspondence  for  the  precession  of  /  about  ^efj,  identifies  a  correspondence  between  the 
vertical  component  of  a  unit  vector  Ijmai  with  the  transition  probability;  more  specifically,  it  is  equal 
to  the  frcictionaf  occupation  difference  between  upper  and  lower  states  at  the  end  of  the  transition. 

Figure  lb)  shows  the  precession  of  /  for  the  case  of  a  «  pulse  on  resonance.  Figure  2  shows  a  three 
dimensional  view  of  the  effect  of  this  same  pulse  when  detuned  to  the  half-signal  point.  Vertical  lines 
are  drawn  from  z  =  0  plane  to  the  arc  which  describes  the  time  evolution  of  the  atomic  state.  This 
arc  is  traversed  by  /  at  a  uniform  angular  velocity  during  the  interrogation  process. 

Figures  3  and  4  dc'Jcribe  the  processes  used  to  calculate  g{i)  for  single  n  pulse  e.\citation  via  Eq.  9. 
Here,  I  processes  about  //«//  for  a  fraction  of  the  interrogation  proccas  (until  time  t),  a  small  phase 
step  is  introduced  in  the  RF  field  (rotation  about  the  z  axis),  and  then  the  precession  about  Hejj  is 
completed.  The  phase  steps  give  rise  to  variation  in  the  z  component  of  the  Ijtnai  which  depends  on 
where  the  step  takes  place;  and  this  dependence  defines  g{i). 


Solutions 

Detmls  of  the  calculations  for  g{i)  based  on  the  rotation  transformations  just  described  have  been 
previously  presentedl'K  Figure  5  shows  the  results  for  three  different  interrogation  processes.  The 
cycle  time  tc,  interrogation  time  and  dead  time  tj  are  identified. 

The  functional  form  for  the  sensitivity  g{t)  for  the  case  of  a  single  ir-pulse  at  the  half-bandwidth  point 
as  indicated  in  Figs.  2,  3,  and  4  and  as  shown  in  Fig.  5a)  is  given  by 

g(0  =  ^^2)3/2  [s‘»^(^i(0)(l  -  cos(n2(0)  +  sin(fi2(0)(l  -  cos(fii(0)]  (10) 

where  fi,(0  =  ft-4), 

a2(t)  = 

n  =  ft(A)  =  A2,  (12) 

and  where  A  =  25i/i,  is  detuned  to  the  half  signal  point  A  =  ^haij  ^  0.798685.  For  this  case  the 


491 


angle  of  ife//  from  the  z  axis  (Figure  la))  is  given  by 

0  =  0(A)  =  7r/2  + arctan  A.  (33) 

It  is  worthy  of  note  that  integration  of  g(t)  as  given  by  Eq.  10  returns  the  value  given  by  Eq.  2  for 
this  same  interrogation  process,  i.e. 

g{l)dt  =  0.m86U.  (14) 

JQ 

The  case  of  double  « /2-pulse  RF  excitation  at  the  resonant  frequency  and  with  a  «/2  phase  shift 
between  puls(»  gives  maximum  sensitivit>  of  the  resulting  measurement  to  frequenc>  deviations  of  the 
L.O.,  and  shows  a  particularly  simple  form  for  the  time  dependence  of  the  sensitivity.  As  shown  in 
Fig.  5b)  its  form  is  given  by 

g{t)  =  sin(«t/2tp)  0  <t<  ip, 

=  1  ip  <t<  ii-ip,  (15) 

=  sin(;r^)  U-ip  <i<  U, 

where  ip  is  the  short  pulse  time,  and  i,  the  interrogation  time  as  before. 

Figure  5c)  shows  the  time  dependence  for  double-pulse  interrogation  with  verj  narrow  RF  pulses  to 
be  essentially  constant  except  for  the  dead  time. 


Use  of  Two  Traps  for  More  Nearly  Constant  Sensitivity 

While  a  substantial  “dead  time”  is  required  for  a  single  trap,  use  of  several,  separately  interrogated, 
sets  of  atoms  or  ions  (several  traps)  would  allow  interrogation  of  one  trap  during  the  other’s  dead 
time.  In  this  way  the  interrogation  process  could  be  almost  seamless,  thus  apparently  approaching  the 
goal  of  continuous  interrogation.  Two  traps  are  usually  sufiicient  since  a  duty  factor  of  A^  >%  50% 
can  be  obtained  for  each  trap.  If  it  cannot,  more  traps  could  be  used. 

The  duty  cycles  shown  in  Figure  5  point  the  way  to  interrogation  strategies  for  two  traps.  Single  pulse 
interrogation  as  shown  in  5a)  shows  large  variability,  even  without  the  effect  of  dead  time.  In  contrast, 
the  two  pulse  example  shown  in  5c)  represents  some  kind  of  ideal.  Here  the  infinitesimally  short  RF 
pulses  give  an  unvarying  sensitivity  except  for  the  dead  time.  However,  RF  pulse  lengths  cannot  be 
shortened  arbitrarily  due  to  the  increasing  RF  power  required  and  the  necessity  to  average  out  effects 
of  the  thermal  motion  of  the  atoms  or  ions^.  Thus  Fig.  5b),  with  functional  form  as  given  in  Eq.  15 
and  with  explicit  consideration  of  turn  on  and  turn  off  effects  for  double  pulse  interrogation  allows 
us  to  examine  the  effects  of  RF  pulse  length  and  of  various  strategies  of  pulse  timing.  It  seems  clear 
that  the  starting  pulse  for  one  trap  should  more  or  less  coincide  with  the  ending  pulse  for  the  other. 

Figure  6  shows  the  sensitivity  variation  for  several  interrogation  strategies  using  two  traps.  Parts 
b),  c),  and  d)  show  examples  of  the  way  double  pulse  interrogation  could  be  used.  A  comparison  of 
parts  b)  and  c)  shows  that  overlapping  the  pulses  for  the  two  traps  gives  a  somewhat  more  constant 
sensitivity.  In  addition,  we  can  calculate  an  optimum  overlap  by  equating  the  areas  above  and  below 
the  line  given  by  g{i)  =■  1.  This  condition  minimizes  the  effect  of  the  lowest  frequency  L.O.  fluctuations 
and  results  in  a  sequence  where  the  starting  pulse  for  one  trap  begins  slightly  later  than  the  ending 
pulse  for  the  other,  for  a  total  combined  pulse  time  -!/«  times  longer  than  a  single  pulse.  Fig.  6d) 
shows  that  the  deviation  of  the  sensitivity  from  unity  has  been  substantially  reduced. 
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A  strategy  using  amplitude  modulated  RF  pulses 

As  a  final  enhancement,  the  use  of  amplitude-modulated  pulses  with  particular  shapes  would  allow 
a  sensitivity  with  no  deviation  from  unity,  even  during  the  time  of  the  overlapping  pulses.  The 
requirement  is,  of  course,  that  the  two  sensitivities  not  var\'.  One  approach  is  to  have  the  pulses 
overlap  completely,  and  to  adjust  the  RF  amplitudes  in  the  two  traps  Ai[t)  and  A-2,{t)  so  that  the 
sensitivities  for  the  two  traps  obey 

<71(0  +  52(0  =  1  (16) 

during  the  time  of  the  overlap.  During  other  times  one  trap  would  have  the  constant  sensitivity 
required  while  the  other  would  e.\periencing  its  dead  time.  Without  derivation,  we  present  the  results 
of  a  generalization  of  the  calculation  in  [1]  which  gave  rise  to  Eq.  15.  This  more  general  calculation 
shows  that  Eq.  15  can  be  rewritten  for  amplitude- modulated  RF  pulses  over  the  time  interval  0  <  t  <  tp 
as; 

5i(0  =  sin  Ai{t)dl\  (17) 

for  the  trap  which  is  just  beginning  its  interrogation,  and 

52(0  =  cos  A2{t)d^  (IS) 

for  the  second  trap  which  is  ending  its  interrogation  and  which  will  now  begin  housekeeping  tasks. 
Here,  Ai(t)  =  A-Aj)  =  1  recovers  the  solutions  given  by  Eq.  15.  Solutions  of  Eqs.  17  and  IS  which 
also  satisfy  Eq.  16  are  not  unique.  However,  analytical  solutions  can  be  found  for  a  particularly 
symmetric  form  for  the  two  contributions  which  satisfy  Eq.  16  and  which  have  the  sine-squared  and 
cosine-squared  dependencies 

for  the  starting  pulse  of  trap  1  and 

3,(0  =  cos’(|^)=i[l  +  cos(^)]  (20) 


for  the  ending  pulse  of  trap  2  for  times  0  <  I  <  tp.  Solution  of  the  integral  equations  17  and  18  for 
these  e.xamples  yields 


for  the  beginning  pulse  and 


for  the  ending  pulse. 

Details  of  pulse  timing  for  this  o.xample  of  amplitude  modulated  RF  e.Kcitation  arc  shown  in  Fig.  7b}. 
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L.O.-INDUCED  PERFORMANCE  LIMITATION 


Phase  Noise  Downconversion 

A  simplified  block  diagram  of  the  frequency -locked  loop  is  shown  in  Figuie  8.  Here  the  time  dependence 
of  the  sensitivity  of  the  measured  atomic  transition  rate  is  combined  with  the  microwave  duty  cycle  to 
give  an  effective  time  dependent  modulation  g(t)  of  the  loop  gain  as  shown.  In  this  model,  frequency 
noise  Sy^{f)  in  the  Local  Obcillator  as  partially  compensated  by  feedback  from  the  hitcgmtor  results 
in  Signal  Output  from  the  locked  local  oscillator  with  frequency  fluctuations  5^  ^^(/).  Compensation 
to  achieve  high  long  term  stability  is  accomplished  by  a  feedback  circuit  in  which  the  Signal  Output 
frequency  fluctuations  are  first  converted  into  voltage  fluctuations  5^(/)  by  the  action  of  a  high  Q 
Discriminator  and  then  to  Sy{f)  by  the  action  of  the  Modulator.  This  voltage  is  then  integrated  to 
provide  a  correction  to  the  frequency  of  the  Local  Oscillator. 

We  identify  a  loop  time  constant  t^  for  the  integrator;  assuming  that  for  high  frequencies  /  >  l/(2ffif) 
the  loop  gain  is  approximately  zero,  while  for  low  frequencies  /  C  lf{27ct()  the  loop  gain  is  much 
greater  than  unity.  Thus,  high  frequency  fluctuations  will  be  uncompensated  by  the  action  of  the 
loop,  so  that  Sy^^{f)  =  Sy^{f)  for  /  >  l/(2n-tf).  However,  low  frequency  fluctuations,  as  detected, 
are  nearly  completely  compensated.  Thus  any  down  conveision  of  high  ficqucncj  components  of  S^(/) 
to  low  frequency  components  in  wilt  result  in  an  identical  transformation  in  the  locked  loop 

from  high  frequency  components  of  Sy^{f)  to  low  frequency  components  of  Sy^^{f)  subject  to  a 
requirement  of  “low”  frequency  as  given  above. 

Depending  on  the  harmonic  content  of  g{t),  the  modulator  will  introduce  such  down  conversion  for 
“high"  frequencies  very  near  integral  multiples  of  =  1/tc  to  frequencies  near  /  =  0.  We  assume 
fc  <  <  r,  where  r  is  the  time  over  which  the  stability  of  the  Signal  Output  is  measured.  The  down- 

converted  signals  must  be  compared  to  the  average  value  of  g(t),  the  which  characterizes  the  strength 
with  which  the  modulator  passes  signals  near  /  =  0.  For  g{t)  symmetric  about  t  =  0,  coefficients 
for  frequency  down-conversion  of  noise  amplitudes  near  the  7rtl  harmonic  of  /<,  can  be  written: 

fifn  =  ^  ^  9{t)  cos  (23) 

with  the  average  value  given  by 

50  =  7  /  9it)dt.  (24) 

tc  Jo 

The  coefficients  depend  on  the  nature  of  the  RF  excitation  used  and  can  be  calculated  from  forms 
for  g{i)  given  by  Eqs.  10  or  15. 

Assuming  complete  compensation  by  the  loop  for  the  down  converted  fluctuations,  “white”  noise  in 
the  narrow  range  about  each  harmonic,  (and  taking  into  account  fluctuations  at  frequencies  both  above 
and  below  harmonics  nfe)  the  low  frequency  contribution  to  Sy^'^{f)  is  given  by 

00 

glSi^^{^)  =  2-Y^glSf{nh).  (25) 

n=l 

The  consequences  of  this  relation  depend  in  detail  on  the  nature  of  the  noise  which  characterizes  the 
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local  oscillator  and  on  the  time  dependence  of  the  duty  factor.  If,  for  example,  L.O.  noise  increases 
rapidly  with  frequency,  the  sum  may  not  converge. 

Modeling  Quartz  oscillator  performance  by  a  flat  Allan  Deviation  cr,  over  the  time  range  of  interest 
allows  its  flicker  frequency  noise  to  be  calculated 


_L_fi 

2ln(2)  /  ■ 


(26) 


Correspondingly,  the  limiting  Ion  Standard  variance  as  measured  at  cycle  time  tc  can  be  related  to 
the  white  noise  of  the  locked  loop  ^‘^(0)  by 


cr 


2 

c 


2tc 


(27) 


Combining  Equations  25-27  allows  us  to  calculate  a  performance  ratio  R  between  the  limiting  fre¬ 
quency  standard  performance  at  the  cycle  time  ic  and  the  (constant)  Quartz  oscillator  performance 
given  by 


1  1 


(28) 


Performance  Degradation  due  to  Quartz  L.O. 

Figure  9  shows  the  limitations  to  medium  term  performance  for  a  trapped  mercury  ion  standard 
presently  under  development^®^  in  terms  of  the  dimensionless  parameter  R.  The  effect  of  conventional 
feedback  limitations  due  to  feedback  attack  time  are  also  indicatedf*®d7)_  p^j.  ^i^jg  l  q.  performancef^®’^®^ 
the  value  of  R  would  need  to  be  reduced  to  R  =  0.02  for  this  example  in  order  to  achieve  the  stability 
which  is  inherent  in  the  standard. 

Figure  10  shows  the  results  of  numerical  calculations  of  the  dependence  of  R  on  dead  time  and  pulse 
time  based  on  Eq,  28  for  waveforms  shown  in  Figures  5  and  6.  They  show  that  relatively  small 
reduction  in  R  is  possible  for  single  pulse  RF  interrogation,  with  R  >  0.305  for  all  values  of  the  dead 
time.  The  situation  is  improved  by  the  use  of  two  (very  narrow)  pulses  where  R  approaches  zero  as 
the  dead  time  is  reduced.  However,  even  in  that  case  the  requirement  oi  R  <  0.02  to  match  available 
quartz  L.O. ’s  to  the  trapped  mercury  ion  source  (from  Fig.  9)  requires  an  impractically  low  dead  time 
of  Ajf  w  0.01.  At  present,  a  minimum  value  for  the  trapped  mercury  ion  standard  is  Ad  ~  0.1-0.3. 

Cryogenic  (superconducting)  oscillators^^^^  are  presently  available  with  performance  which  would 
match  and  complement  that  of  the  new  trapped  mercury  ion  standard.  These  sources  show  per¬ 
formance  of  (Ty(T)\i,o.  <  10“^'*  for  measuring  times  1  second  <  r  <  1000  seconds.  While  they  are 
presently  relatively  complex  and  expensive,  this  may  improve;  furthermore,  if  trapped  ion  performance 
continues  to  improve,  cryogenic  oscillator  performance  may  be  required. 

The  performance  improvement  made  possible  by  the  use  of  two  traps  is  even  greater  than  may  first  be 
apparent.  This  is  because  the  length  of  the  RF  pulse  sequence  for  two  traps  may  be  reduced  simply  by 
-applying  more  RF  power  (typically  microwatts)  and  properly  synchronizing  pulses  for  the  two  traps 
(typically  milliseconds).  A  pulse  length  of  0.1  second,  can  be  combined  with  an  overall  interrogation 
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time  of  10  seconds  to  give  a  RF  pulse  time  fraction  of  A^/  =  0.01.  In  contrast,  reduction  of  the  dead 
time  much  below  1  second  in  a  single  trap  may  prove  very  difficult  on  account  of  the  various  tasks 
that  must  be  accomplished  during  that  time.  For  example,  in  present  versions  of  the  trapped  ion 
standard,  a  discharge  lamp  requires  approximate  y  1.01.5  seconds  for  optical  interrogation  and  state 
preparation  during  each  cycle. 


TWO-TRAP  CONFIGURATIONS  AND  SCENARIOS 

General  Considerations 

For  two  traps  in  separate  and  isolated  RF  environments,  Fig.  10  shows  that  the  optimalltj  overlapping 
strategy  described  in  Figs.  6d)  and  7a)  offers  a  great  advantage,  with  reduction  of  L.O.  influence  on 
the  long-term  standard  performance  by  almost  100  times  compared  to  straightforward  double-pulse 
interrogation.  Amplitude  modulated  pulses  might  also  be  used,  for  nominally  zero  effect  of  the  L.O.  on 
medium-term  performance. 

However,  many  economies  are  brought  about  b>  combining  the  vacuum  and  trapping  elements  of  the 
two  traps.  Because  trap  elements  and  spacings  may  be  approximately  the  same  size  as  the  wavelength 
of  the  exciting  radiation,  RF  isolation  between  the  two  traps  is  likely  to  be  poor.  This  would  require 
the  100%  overlap  strategy  described  by  Fig.  Cc),  with  simultaneous  excitation  of  both  traps.  As  shown 
in  Fig.  10,  an  RF  pulse  time  of  Ar/  =  0.01  would  make  possible  L.O.  coupling  as  low  as  J?  =  0.005. 


Isolated  Traps 

Figure  11  shows  a  hardware  configuration  using  two  completely  independent  traps.  This  design  features 
high  RF  isolation  between  traps  and  great  flexibility  of  operation,  so  that  almost  any  interrogation 
scenario  could  be  supported.  While  this  configuration  is  designed  for  use  with  trapped  mercury  ions 
in  which  the  RF  hyperfine  transition  at  40.5  GIIz  is  interrogated,  similar  configurations  are  applicable 
to  other  cases  using,  e.g.  interrogation  of  optical  transitions,  slate  preparation,  and/or  cooling  by  the 
use  of  lasers  at  one  or  more  wavelengths.  Only  those  aspects  relating  to  the  interrogation  process  itself 
are  presented:  not  shown  are  trapping  electrodes  and  voltage  sources,  ion  sources,  etc. 

Figure  12  shows  a  state  diagram  representing  the  details  of  an  interrogation  scenario  using  amplitude 
modulated  pulses,  for  the  hardware  configuration  shown  in  Fig.  11.  A  similar  scenario  could  be  used 
for  any  of  the  other  pulse  strategies. 

Four  cycles  with  length  tc  make  up  this  scenario  as  opposed  to  two  cycles  for  previously  published  single 
trap  casest'*"®^  Two  cycles  aie  needed  for  each  trap  so  that  a  reversal  of  the  RF  phase  progression 
can  be  used  to  cancel  dependence  of  the  frequency  on  the  absolute  intensity  of  signals  in  the  optical 
system.  Thus,  for  trap  #1,  the  90°  phase  advance  between  RF  pulses  in  cycles  1  and  2  gives  rise  to 
a  negative  dependence  of  the  reading  of  the  counter  in  cycle  2  (C2)  on  the  L.O.  frequency,  while  the 
opposite  variation  between  cycles  3  and  4  gives  rise  to  a  corresponding  positive  dependence  of  the 
counter  reading  in  cycle  4. 

In  this  commonly  used  technique,  frequency  error  is  then  inferred  by  the  difference  between  the  values 
of  the  counts  obtained  in  cycles  2  and  4,  or  C,i  -  C2.  Combining  the  values  for  the  two  traps  gives 
an  inferred  frequency  error  for  the  L.O.  cx  Ci  -  C2  -  C3  +  C,i.  With  appropriate  weighting 
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and  filtering,  this  value  is  used  by  the  Control  element  of  Fig.  11  to  adjust  the  frequency  of  the  Local 
Oscillator,  and  so  compensate  and  correct  its  deviations. 


Combined  Traps  in  a  Linear  Structure 

Figure  13  shows  a  configuration  that  combines  two  ion  collections  in  linear  trapping  structure  so  that 
a  single  optical  system  (lamp  and  detector)  can  be  used.  This  configuration  is  shown  in  somewhat 
more  detail  than  the  previous  one,  and  the  traps  share  the  same  RF  environment  to  some  extent,  so 
that  RF  fields  must  be  simultan».  usly  applied  to  the  two  traps.  Here,  electrostatic  fields  are  used  to 
separate  and  manipulate  a  linear  ion  cloud  in  such  a  way  that  its  two  halves  can  alternately  extend  into 
a  central  region  where  optical  pumping  and  detection  take  place.  Electrostatic  elements  are  placed  as 
shown  at  nodes  (zeros)  of  the  RF  trapping  fields  generated  by  the  four  circular  rods. 

Completely  overlapping  pulses  are  implemented  by  the  state  diagram  shown  in  Fig.  14  with  the 
beginning  RF  pulse  for  one  trap  being  one  and  the  same  as  the  ending  pulse  of  the  other.  Here 
the  phase  progression  of  the  RF  pulses  must  extend  to  180°  in  order  to  provide  insensitivity  of  the 
frequency  to  the  absolute  value  of  optical  signals.  This  example  again  gives  frequency  error  in  terms 
of  fluorescent  light  counts  in  the  various  cycles  as  A/£,.o.  cc  Ci  -  C2  -  Cs  +  C4. 

In  the  previous  configuration,  matching  values  of  forward  and  reverse  phase  progression  (±  «  90°)  in 
each  trap  give  a  first  order  cancellation  of  sensitivity  to  the  actual  value  of  the  progression.  A  similar 
cancellation  here  requires  that  the  phase  steps  at  the  ends  of  i.ycles  1  and  3  match,  and  also  those  at 
the  ends  of  cycles  2  and  4.  This  could  be  accomplished  by  use  of  two  separate  90°  phase  shifters  in 
series,  actuated  in  an  appropriate  sequence. 

The  state  diagram  for  this  configuration  includes  electrostatic  puientials  for  the  electrodes  which  move 
the  ions  into  and  out  of  the  central  region  for  optical  illumination.  No  electrodes  are  placed  in  this 
region  because  the  light  they  would  scatter  would  degrade  performance  of  the  frequency  standard. 
Instead,  main  electrodes  1  and  4  attract  and  repel  the  ions  from  storage  regions  at  either  end  where 
they  are  subject  to  RF  pulses  to  begin  and  end  their  respective  clock  cycles.  “Cap”  electrodes  2 
and  3  contain  and  separate  the  ion  clouds  and  prevent  either  ion  cloud  from  mixing  with  the  other. 
Not  shown  are  electrodes  at  the  trap  ends  which  prevent  escape  of  the  ions.  Critical  aspects  of  this 
scenario  include  stability  of  the  trapping  configuration  during  the  clock  time  “b-e”  of  either  ion  cloud 
as  indicated  in  Fig.  14  while  the  other  cloud  is  being  moved.  This  is  because  of  a  configuration- 
dependent  frequency  shift  due  to  second-order  Doppler  effectst'^J. 

Economies  of  this  configuration  include  use  of  one  component  rather  than  two  for  many  functions. 
These  components  include  most  of  the  expensive  and  performance-sensitive  parts  of  the  trap;  and 
include  vacuum  housing,  trap  structure,  trap  excitation  electronics,  amplitude  (pulse)  modulator, 
state  pumping  lamp  and  excitation  electronics,  scattered  light  detector,  and  photon  counter.  The 
added  electrodes  complicate  the  trap  structure,  but  their  control  with  DC  potentials  is  not  difficult. 


CONCLUSIONS 

Improved  performance  of  trapped- ion  frequency  standards  is  jeopardized  by  medium-term  instabilities 
generated  by  down-conversion  of  local  oscillator  frequency  fluctuations.  These  instabilities  show  a 
Llsff  dependence  on  measuring  time  r,  and  are  due  to  periodic  time-variation  of  the  frequency 
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sensitivity  of  the  RF  interrogation  process. 

We  have  presented  an  analysis  of  the  time  variation  of  this  sensitivity  for  both  single-  and  double  pulse 
sequential  RF  interrogation  processes  based  on  a  spin  flip  analogue  of  the  electromagnetic  transition 
process.  The  consequence  of  this  variation  was  then  numerically  calculated  for  a  quartz-crystal  type 
local  oscillator  with  flicker-frequency  noise  characteristics. 

Results  of  these  calculations  show  that  for  interrogation  processes  with  large  sensitivity  variations,  e.g. 
single  pulse  interrogation  with  a  50%  dead  time,  the  l/y^  performance  of  the  standard  is  degraded  to 
a  value  approximately  equal  to  that  of  the  L.O.  when  measured  at  the  cycle  time  for  the  interrogation 
process. 

Performance  can  be  improved  in  several  ways:  (1)  Use  of  an  L.O.  with  ultra-stable  short  term  perfor¬ 
mance  such  as  the  cryogenic  SCMO  gives  a  good  match  to  projected  Trapped  mercury  Ion  standard 
performance  for  almost  any  interrogation  process.  (2)  Double  pulse  interrogation  with  short  pulses 
and  with  a  relatively  short  dead  time  (10%  or  less)  can  reduce  the  effect  substantially,  so  that  the 
best  Quartz  crystal  oscillators  may  not  greatly  degrade  presently  observed  Trapped  Ion  performance. 
(3)  Use  of  several  traps  with  overlapping  double  pulse  interrogations  could  greatly  reduce,  and  possibly 
eliminate,  this  effect. 

Available  performance  improvement  is  limited  by  the  inherent  stability  of  the  standard,  which  shows 
this  same  time  l/^/r  dependence,  and  by  an  L.O. -induced  “feedback  limitation”  which  decreases  more 
rapidly  (as  l/r)  with  increasing  measuring  time.  Thus  the  greatest  impact  on  performance  takes  place 
at  medium  and  long  measuring  times  (r  >  1000  seconds).  However,  a  strength  of  the  trapped  ion 
technology  is  at  these  longer  times  where  the  great  stability  achievable  with  relatively  few  (isolated) 
ions  can  be  expressed.  Considerations  discussed  here  may  also  be  applicable  to  future  optical  trapped 
ion  standards  where  sequential  interrogation  is  likely  to  be  used,  and  where  L.O.  phase  noise  is  also  a 
major  concern. 
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FIGURE  CAPTIONS 

Figure  1  Field  and  frequency  diagrams  for  a  spin  with  moment  I  in  tlte  rotating  reference  system.  The 
general  case  is  shown  in  a)  where  the  applied  frequency  does  not  match  the  internal  transition 
frequency  Uo  =  nHo,  giving  rise  to  an  effective  field  in  the  rotating  frame  Ile/j  which  differs 
from  the  applied  RF  field  Hi.  Time  evolution  of  the  electromagnetic  transition  corresponds  to  a 
three-dimensional  rotation  of  I  about  //«//.  b)  shows  evolution  during  a  tt  pulse  at  the  resonant 
frequency  Wo. 

Figure  2  Three  dimensional  view  of  time  evolution  of  I  during  single  pulse  interrogation  at  a  half¬ 
bandwidth  frequency  offset,  i.e.  final  excitation  probability  is  50%. 

Figure  3  Phcise  variations  in  the  Local  Oscillator  correspond  to  rotations  about  the  z  axis.  Here,  an  L.O. 

phase  step  half-way  through  the  interrogation  process  causes  //,„„/  to  deviate  from  the  mid¬ 
plane  (50%  excitation  probability).  L.O.  frequency  noise  can  be  mathematically  represented  by 
a  series  of  such  (infinitesimal)  phase  steps. 

Figure  4  Changing  the  time  of  the  phase  step  gives  differing  deviations  of  the  final  state  from  the  midplane. 

Shown  are  phcise  steps  at  10%,  20%,  40%  60%,  80%,  and  90%  of  the  RF  pulse  time.  Phase  steps 
near  the  middle  of  the  interrogation  have  a  greater  effect  on  excitation  probability  as  represented 
by  the  z  component  of  I  final- 

Figure  5  Time  dependence  of  the  sensitivity  g(t)  of  the  final  state  to  L.O.  frequency  variations  for  several 
interrogation  types.  Here,  a)  corresponds  to  a  sequential  appli-  cation  of  single-pulse  interro¬ 
gation  as  described  in  detail  by  Figs.  2,  3,  and  4;  and  b)  and  c)  to  double-pulse  (Ramsey) 
interrogation  with  pulse  widths  of  20%  and  0%,  respec  .ively.  RF  pulses  beginning  and  ending 
the  interrogations  are  labeled  ‘b’  and  ‘e’. 

Figure  6  Time  variability  of  g(t)  may  be  reduced  by  the  use  of  c'^ernatively  interrogated  traps.  Here  a) 
shows  alternate  single-pulse  interrogations  as  Fig.  5a),  and  b),  c),  and  d)  show  double-pulse 
strategies  as  Fig.  5b)  with  varying  overlap  between  the  beginning  pulse  for  one  trap  and  the 
ending  pulse  for  the  other. 

Figure  7  Details  of  RF  pulse  sequences  for  optimally  overlapping  pulses  a)  and  amplitude-modulated 
pulses  b).  Optimally  overlapping  pulses  have  a  short  delay  between  the  ending  pulse  for  one 
trap  and  the  beginning  pulse  of  the  other.  Coincident  amplitude  modulated  pulses  with  proper 
waveform  give  unvarying  g(t). 

Figure  8  Simplified  block  diagram  of  frequency  feedback  in  sequentially  interrogated  atomic  stand  J. 
Frequencies  near  harmonics  of  ’  are  aliased  to  near  zero  frequency  by  action  of  the  modulator. 
High  loop  gain  at  long  integration  times  improperl  ‘c  irrects’  for  these  perceived  low  frequency 
fluctuations. 

Figure  9  The  effect  of  aliased  (white)  low  frequency  noise  can  be  described  in  terms  of  a  dimensionless 
parameter  R  which  describes  consequent  1/y/r  depe>  .ent  frequency  deviation  in  relation  to 
L.O.  stability  and  the  cycle  time  tc-  ^or  this  example,  a  value  of  R  <  0.02  is  required  to  prevent 
degradation  of  inherent  performance  of  the  source. 

Figure  10  Numerical  calculations  of  R  for  L.O.  with  flat  deviation  as  s'  own  in  Fig.  9  (flicker  frequency 
noise).  R  is  plotted  as  a  function  of  the  fractional  dead  time  for  one  trap  scenarios  shown 
in  Figs.  5a)  and  c);  and  as  a  function  of  fractional  RF  pulse  time  A^/  for  two  trap  scenarios 
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described  in  Figs.  6b),  c),  and  d).  Two-trap  scenarios  show  advantage  of  low-lying  curves  in 
addition  to  ability  to  reduce  <  0.1. 

Figure  11  Block  diagram  of  a  trapped  ion  frequenej  standard  using  two  completely  independent  traps,  each 
including  its  own  phase  and  amplitude  control,  state  pumping  lamp  and  scattered  light  detector 
for  maximum  flexibility.  Excellent  RF  isolation  ^.llows  use  of  complex  interrogation  scenarios. 

Figure  12  State  diagram  showing  a  time  sequence  for  the  frequency  standard  as  shown  abo\e  which  uses 
amplitude  modulated  pulses  for  nominally  zero  sensitivity  of  medium  term  performance  of  the 
standard  to  L.O.  fluctuations.  Four  cycle  scenario  allow.,  \isensitivity  of  operating  frequency  to 
signal  intensity,  phase  shift  error. 

Figure  13  Block  diagram  of  a  trapped  ion  frequency  stand,,!  J  c. .  i.  i  "">llections  combined  in  a  single 

linear  quadrupole  trapping  structure.  Added  el-c..  itj  ‘  ■<  ,nts  1-4  separate  the  ions  into 
two  collections  and  alternately  allow  each  collection  ..  ^  .tend  into  a  central  region  where  a 
state-pumping  lamp  and  scattered  light  detector  are  Iocs  >d.  Poor  RF  isolation  indicates  use  of 
common  constant-amplitude  RF  pulses. 

Figure  14  State  diagram  showing  a  time  sequence  for  the  frequ,  .  .ttudar..’  shown  above.  180°  phase 
shift  range  is  necessary  for  insensitivity  to  signal  intent  ;y  for  both  ion  collections.  Two  90° 
phase  shifters  in  series  can  also  give  independence  to  phase  shift  error.  \T-V4  show  potentials 
applied  to  electrostatic  electrodes  1-4. 
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Figure  1;  Field  and  frequency  diagrams  for  a  spin  with  moment  I  in  the  rotating 
reference  system.  The  general  case  is  shown  in  a)  where  the  applied  frequency  % 
does  not  match  the  internal  transition  frequency  Wo  =  7H0,  giving  rise  to  an  effective 
field  in  the  rotating  frame  Hcfj  which  differs  from  the  applied  RF  field  Hj.  Time  evolution 
of  the  electromagnetic  transition  corresponds  to  a  three-dimensional  rotation  of  I  about 
Hgff.  b)  shows  evolution  during  a  tt  pulse  at  the  resonant  frequency  Wq. 


Figure  2:  Three  dimensional  view  of  time  evolution  of  I  during  single-pulse  interroga- 
iiin  at  a  half-bandwidth  frequency  offset,  i.e.  final  excitation  probability  is  50%. 
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Figure  3:  Phase  variations  in  the  Local  Oscillator  correspond  to  rotations  about  the  z 
axis.  Here,  an  L.O.  phase  step  half-way  tn'^ough  the  interrogation  process  causes 
Ifjna,  to  deviate  from  the  mid-plane  (50%  excitation  probability).  LO.  frequency  noise 
can  be  mathematically  represented  by  a  series  of  such  (infinitesimal)  phase  steps. 


Figure  4:  Changiig  the  time  of  the  phase  step  gives  differing  deviations  of  the  final 
state  fror.';  the  midplane.  Shown  are  phase  steps  at  10%,  20%,  40%  60%,  80%,  and 
90%  of  the  RF  pulse  time.  Phase  steps  near  the  middle  of  the  interrogation  have  a 
greater  effect  on  excitation  probability  as  represented  by  the  z  component  of 
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Figure  5:  Time  dependence  of  the  sensitivity  g(t)  of  the  final  state  to  L.O.  frequency 
variations  for  several  interrogation  types.  Here,  a)  corresponds  to  a  sequential  appli¬ 
cation  of  single-pulse  interrogation  as  described  in  detail  by  Figs.  2,  3,  and  4;  and 
b)  and  c)  to  double-pulse  (Ramsey)  interrogation  with  pulse  widths  of  20%  and  0%,  res¬ 
pectively.  RF  pulses  beginning  and  ending  the  interrogations  are  labeled  ‘b’  and  ‘e’. 
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Figure  6:  Time  variability  of  g(t)  may  be  reduced  by  the  use  of  alternatively  interrogated 
traps.  Here  a)  shows  alternate  single-pulse  interrogations  as  Fig.  5a);  and  b),  c),  and 
d)  show  double-pulse  strategies  as  Fig.  5b)  with  varying  overlap  between  the  beginning 
pulse  for  one  trap  and  the  ending  pulse  for  the  other. 
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Figure  7:  Details  of  RF  pulse  sequences  for  optimally  overlapping  pulses  a)  and 
amplitude-modulated  pulses  b).  Optimally  overlapping  pulses  have  a  short  delay 
between  the  ending  pulse  for  one  trap  and  the  beginning  pulse  of  the  other. 
Coincident  amplitude-modulated  pulses  with  proper  waveform  give  unvarying  g(t). 


Figure  8;  Simplified  block  diagram  of  frequency  feedback  in  sequentially  interrogated 
atomic  standard.  Frequencies  near  harmonics  of  t^  ’  are  aliased  to  near  zero  frequency 
by  action  of  the  modulator.  High  loop  gain  at  long  intpgration  times  improperly 
‘corrects’  for  these  perceived  low  frequency  fluctuations. 
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Figure  9:  The  effect  of  aliased  (white)  low  frequency  noise  can  be  described  in  terms 
of  a  dimensionless  parameter  R  which  describes  consequent  MJi  dependent  frequency 
deviation  in  relation  to  L.O.  stability  and  the  cycle  time  t^..  For  this  example,  a  value  of 
R  <  0.02  is  required  to  prevent  degradation  of  inherent  performance  of  the  source. 


or  Time  Froclion  for  combined  RF  Pulse  sequence  A  (two  trops) 

Figure  10:  Numerical  calculations  of  R  for  LO.  with  fiat  deviation  as  shown  in  Fig.  9 
(flicker  frequency  noise).  R  is  plotted  as  a  function  of  the  fractional  dead  time  A^  for 
one-trap  scenarios  shown  in  Figs.  5a)  and  c);  and  as  a  function  of  fractional  RF  pulse 
time  Arf  for  two-trap  scenarios  described  in  Figs.  6b),  c),  and  d).  Two-trap  scenarios 
show  advantage  of  low-lying  curves  in  addition  to  ability  to  reduce  A^  <  0.1. 
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Figure  1 1 ;  Block  diagram  of  a  trapped  ion  frequency  standard  using  two  completely 
independent  traps,  each  including  its  own  phase  and  amplitude  control,  ''tate  pumping 
lamp  and  scattered  light  detector  for  maximum  flexibility.  Excellent  RF  ..  lation  allows 
use  of  complex  interrogation  scenarios. 


Figure  12:  State  diagram  showing  a  time  sequence  for  the  freqi'ency  standard  as 
shown  above  which  uses  amplitude  modulated  pulses  for  nominally  zero  sensitivity  of 
medium  term  performance  of  the  standard  to  LO.  fluctuations.  Four  cycle  scenario 
allows  insensitivity  of  operating  frequency  to  signal  intensity,  phase  shift  error. 


Figure  13:  Block,  diagram  of  a  trapped  ion  frequency  standard  with  two  ion  collections 
combined  in  a  single  linear  quadrupole  trapping  structure.  Added  electrostatic  elements 
1-4  separate  the  ions  into  two  collections  and  alternately  allow  each  collection  to  extend 
into  a  central  region  where  a  state-pumping  lamp  and  scattered  light  detector  are 
located.  Poor  RF  isolation  indicates  use  of  common  constant-amplitude  RF  pulses. 
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Figure  14:  State  diagram  showing  a  time  sequence  for  the  frequency  standard  shown 
above.  180®  phase  shift  range  is  necessary  for  insensitivity  to  signal  intensity  for  both 
ion  collections.  Two  90°  phase  shifters  in  series  can  also  give  independence  to  phase 
shift  error.  VI -V4  show  potentials  applied  to  electrostatic  electrodes  1-4. 
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ABSTRACT 

The  frequencies  of  Soviet-  and  U.S.-built  hydrogen  masers  located  at  the 
Smithsonian  Astrophysical  Observatory  and  at  the  United  States  Naval  Observatory 
(USNO)  were  compared  with  each  other  and,  via  GPS  common- view  measurements,  with 
three  primaty  frequency-reference  scales.  The  best  masers  were  found  to  have  fractional 
frequency  stabilities  as  low  as  6xl0“^6  for  averaging  times  of  approximately  10^  s. 
Members  of  the  USNO  maser  ensemble  provided  frequency  prediction  better  than 
for  periods  up  to  a  few  weeks.  The  frequency  residuals  of  these  masers,  after  removal  of 
frequency  drift  and  rate  of  change  of  drift,  had  stabilities  of  a  few  parts  in  with  sev¬ 

eral  masers  achieving  residual  stabilities  well  below  lxl0~^5  for  intervals  from  10^  s  to 
2x10^  s.  The  fractional  frequency  drifts  of  the  13  masers  studied,  relative  to  the  primary 
reference  standards,  ranged  from  -0.2xl0-l5/day  to  +9.6xl0-15/day. 


INTRODUCTION 

A  welcome  consequence  of  glasnost,  the  Soviet  movement  to  openness,  has  been  the  recent 
availability  of  Soviet-built  hydrogen  masers  for  testing  in  the  United  States.  In  September  1990,  two 
atomic  hydrogen  masers  built  by  the  Gorkii  Instrument-Making  Research  and  Development  Institute 
were  shipped  to  the  Smithsonian  Astrophysical  Observatory  (SAO)  for  comparison  with  U.S.-built 
masers  and  with  time  scales  throughout  the  world.  This  unprecedented  event  was  a  result  of  discus¬ 
sions  among  officials  of  the  U.S.  National  Institute  of  Standards  and  Technology  (NIST),  the  Soviet 
“Quartz”  Research  and  Production  Association,  and  SAO. 

Because  of  the  previous  scarcity  of  information  on  Soviet  masers,  the  initial  and  primary 
interest  of  the  comparisons  was  on  the  performance  of  the  Soviet  masers;  however,  for  two  reasons 
the  scope  of  the  work  expanded  to  include  other  frequency  standards.  First,  the  frequency  of  a  clock 
cannot  be  evaluated  in  isolation,  but  must  be  measured  relative  to  accepted  primary  references;  thus  it 
was  important  to  compare  the  masers  at  SAO  with  international  time  scales.  Second,  the  use  of  com¬ 
mon-view  Global  Positioning  System  (GPS)  comparisons  made  it  possible  to  include  in  the  study  an 
ensemble  of  nine  hydrogen  masers  located  at  the  United  States  Naval  Observatory  (USNO).  In  addi- 
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tion  to  being  used  to  extend  the  TAI  time  scale  over  the  period  of  observation,  these  masers  represent 
a  cohort  of  state-of-the  art  frequency  standards  whose  performance  has  not  previously  been  reported 
on.  Thus  we  have  evaluated  a  substantial  number  of  hydrogen  masers  produced  by  manufacturers 
worldwide. 

MASERS  STUDIED 

Four  of  the  masers  under  study  were  located  at  the  SAG  Maser  Laboratory.  Two  of  these, 
serial  numbers  PI  3  and  P26,  are  model  VLG-11  masers  built  by  the  SAG  Maser  Group.  The  Soviet 
masers L2  at  SAG  were  a  model  Chl-75  active  maser  and  a  model  Chl-76  passive  maser^.  All  masers 
other  than  Chl-76  were  active  oscillators.  Maser  Chl-75  is  equipped  with  an  autotuning  system 
designed  to  stabilize  the  resonance  frequency  of  the  maser’s  microwave  cavity,  and  thus  reduce 
frequency  variations  due  to  cavity  pulling.  The  autotuner,  which  was  operated  during  part  of  this 
stud;  employs  linewidth  modulation  by  means  of  alternation  of  the  internal  magnetic  field  gradient  at 
intervals  of  100  s;  a  high-stability  signal  from  another  maser  is  used  as  a  reference  for  the  system. 
Masers  P13  and  P26  do  not  use  cavity  autotuners. 

Nine  masers  at  the  USNG  were  studied.  Three  were  SAG  VLG-11  masers,  serial  numbers 
P18,  P19,  and  P22;  two  were  SAG  VLG-12  masers'*,  numbers  P24  and  P25;  and  four  were 
commercial  masers^,  serial  numbers  N2,  N3,  N4,  and  N5. 

The  masers  were  compared  with  each  other  and  with  three  primary  time  scales,  TAI, 
NIST(ATl),  and  UTC(PTB).  TAI  (International  Atomic  Time)  is  maintained  by  the  Bureau 
International  des  Poids  et  Mesures  (BIPM)  in  Sevres,  France;  it  incorporates  time  and  frequency  data 
from  about  180  clocks  located  in  more  than  50  standards  laboratories  throughout  the  world. 
NIST(AT1)  is  an  unsteered,  unsyntonized  cesium-generated  time  scale  maintained  by  the  NIST  Time 
and  Frequency  Division,  Boulder,  Colorado.  Its  generating  algorithm,  ATI,  is  optimized  for  fre¬ 
quency  stability  and  minimum  time  prediction  error.  UTC(PTB),  generated  at  the  Physikalische- 
Technische  Bundesanstalt  in  Braunschweig,  Germany,  is  controlled  by  PTB  primary  cesium  standard 
Cs-1. 

TIME  AND  FREQUENCY  COMPARISON  SYSTEMS 

Several  time  and  frequency  comparison  systems  were  employed  to  link  the  masers  and  the 
time  scales,  and  to  provide  measurements  of  frequency  stability  over  both  short  and  long  time  spans. 

Three  systems  were  used  at  SAG  to  compare  the  masers  located  there  (Fig.  1).  Frequency 
difference  measurements  for  intervals  of  0.8  s  and  longer  were  made  with  SAG’s  beat-frequency 
measurement  facility,  which  permits  two  or  three  masers  to  be  compared  simultaneously.  The 
masers’  frequency  synthesizers  are  offset  from  one  another,  and  their  receiver  output  signals  are  mul¬ 
tiplied  to  1.2  GHz  and  mixed  in  highly  isolated  double-balanced  mixers.  The  periods  of  the  resulting 
beat  signals  are  measured  by  a  three-channel,  zero-deadtime  counter  and  stored  in  a  computer. 
Typically  the  frequency  synthesizers  are  offset  from  one  another  by  approximately  1.4  Hz  at  1.42 
GHz;  after  division  to  the  1.2  GHz  comparison  frequency,  the  beat  frequency  is  approximately  1.18 
Hz,  corresponding  to  a  beat  period  of  approximately  0.84  s.  When  three  masers  are  compared  using 
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this  system,  one  synthesizer  is  set  approximately  1.4  Hz  higher  than  the  second,  and  the  third 
approximately  1.4  Hz  lower;  thus  the  beat  frequencies  between  the  first  and  second  masers  and  be¬ 
tween  the  second  and  third  masers  are  approximately  1.2  Hz,  while  the  beat  frequency  between  the 
first  and  third  masers  is  approximately  2.4  Hz. 

A  second  comparison  system  used  at  SAO  is  a  time-difference  measurement  system^ 
(TDMS).  This  system,  which  does  not  require  synthesizer  offsets,  permits  simultaneous  phase  com¬ 
parisons  of  up  to  24  clocks.  For  averaging  times  greater  than  roughly  10^  s  its  measurement  noise  is 
below  typical  maser  frequency  instability,  making  it  suitable  for  long-term  comparisons. 

In  addition  to  comparisons  by  the  TDMS,  the  relative  phase  of  the  Soviet  masers  was  mea¬ 
sured  with  the  masers’  one-pulse-per- second  (1  pps)  outputs.  The  time  delay  between  the  1  pps 
signals  was  measured  by  a  commercial  time-interval  counter  and  by  a  counter  incoi^wrated  in  Chl-75. 

The  masers  at  SAO  were  compared  with  the  external  time  scales  by  means  of  GPS  common- 
view  irieasurements.  Throughout  the  observation  period,  Chl-75’s  5  MHz  output  provided  the  fre¬ 
quency  reference  for  a  GPS  receiver  located  at  SAO  that  was  monitored  via  modem  by  NIST.  These 
measurements  related  Chl-75  to  NIST’s  ATI  time  scale;  the  measurements  at  SAO  between  Chl-75 
and  the  other  masers  at  SAO  then  permitted  comparison  between  the  other  masers  and  NIST(AT1). 

NIST  also  carried  out  GPS  common-view  measurements  with  PTB  and  USNO  (not  indicated 
in  Fig.  1).  The  USNO  data  linked  the  other  clocks  (at  SAO,  NIST,  and  PTB)  to  TAI  and,  by  means 
of  a  TDMS  at  USNO,  to  the  individual  masers  at  USNO. 

At  the  time  the  calculations  reported  here  were  made,  TAI  time  was  not  available  over  the  en¬ 
tire  observation  period;  as  a  consequence  we  extrapolated  TAI  forward  by  means  of  hydrogen  masers 
at  USNO.  To  do  this  we  characterized  the  masers  at  USNO  in  terms  of  their  frequency  drift  and  rate 
of  change  of  drift  relative  to  TAI  over  several  months  prior  to  modified  Julian  date  (MJD)  48189,  the 
last  date  for  which  TAI  was  available.  The  mathematical  models  used  are  given  in  Appendix  A.  The 
predicted  times  for  the  four  most  stable  masers  (N2,  N4,  P24,  and  P25)  were  then  calculated  forward 
to  MJD  48215  using  the  models,  and  the  average  time  was  taken  as  representative  of  TAI  for  that  pe¬ 
riod. 

MEASUREMENT  PROCEDURE 

The  Soviet  masers  were  delivered  to  SAO  on  24  September  1990.  After  they  were  installed  in 
the  Maser  Laboratory’s  clock  room  and  all  of  the  masers  had  time  to  equilibrate,  initial  measurements 
were  made  from  28  September  to  7  October  to  assess  the  masers  and  the  measurement  systems. 

Formal  measurements  were  carried  out  from  7  October  to  28  November  (MJD  48171  to 
48223).  Chl-75's  autotuning  system,  which  is  designed  to  improve  its  long-term  frequency  stability, 
was  operated  from  7  October  to  16  November  (MJD  4821 1).  From  16  November  to  28  November 
frequency  comparisons  were  made  with  Chl-75’s  autotuner  off. 
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During  the  observation  period  the  TDMS  at  SAG  measured  and  recorded  the  phase  of  the 
masers  at  SAG  at  intervals  of  500  s.  The  SAG  beat  comparison  system  measured  the  0.84-s  beat 
periods  and  calculated  Allan  deviations  for  averaging  intervals  of  0.84  s  and  longer;  the  beat  period 
measurements  were  averaged  in  groups  of  10  (84  s)  and  stored  for  later  processing.  The  time  interval 
between  the  Chl-75  and  Chl-76  1-pps  signals  was  recorded  continuously  on  a  chart  recorder  and 
measured  digitally  once  per  day.  Both  the  TDMS  and  the  beat  system  were  interrupted  occasionally 
for  data  backup  and  because  of  power-line  spikes  and  software  errors. 

FREQUENCY  VARIATION  AS  A  FUNCTION  OF  TIME 

The  frequency  behavior  of  clocks  can  be  characterized  by  graphing  pair-wise  frequency  dif¬ 
ferences  as  a  function  of  time,  and  by  plotting  the  Allan  deviation,  Oy(i),  as  a  function  of  averaging 
interval  x.  Figure  2  shows  the  time  variation  of  Chl-75’s  frequency  against  the  primary  frequency 
reference  scales  NIST(ATl),  UTC(PTB),  and  TAI.  The  data  are  Kalman-smoothed  estimates  from 
GPS  common-view  measurements  among  the  standards  laboratories  and  SAG.  Respective  common- 
view  measurement  noises  were  0.8  ns  for  TAI,  3  ns  for  UTC(PTB),  and  2  ns  for  NIST(AT1).  As 
discussed  above,  the  TAI  data  were  extrapolated  forward  by  means  of  the  masers  at  USNG.  The 
general  trends  of  Chl-75  against  the  three  time  scales  are  consistent,  indicating  that  the  major 
frequency  variations  are  due  to  Chl-75  and  that  the  scales  are  in  good  long-term  agreement  with  one 
another. 


NIST(AT1)  was  used  as  the  independent  standard  frequency  reference  for  estimating  the  fre¬ 
quency  drifts  of  the  masers  at  SAG.  The  frequency  stability  of  NIST(AT1)  is  better  than  10“^^  for  in- 
tegiJtion  times  of  interest  for  this  paper;  its  average  frequency  drift  over  the  past  few  years  with  re¬ 
spect  to  eitl'.er  TAI  or  UTC(PTB)  has  been  less  than  IxlO-^^/day.  Annual  variations  of  a  few  parts  in 
10^^  have  aecn  observed  between  NIST(AT1)  and  UTC(PTB)  or  TAI.  The  source  and  cause  of 
these  variations  have  been  studied  but  are  not  understood’^*®.  For  the  present  work,  the  frequency 
drift  of  NIST(AT1)  was  estimated  versus  TAI  and  UTC(PTB)  for  the  periods  over  which  data  were 
available  and  that  best  ‘:^rrfcsponded  to  our  measurement  period;  these  were  MJD  48172  to  48215  for 
TAI  (using  the  masers  at  USNG  for  extrapolation)  and  MJD  48172  to  48222  for  UTC(PTB). 
Unfortunately,  our  measu.e»i.cnts  occur  during  what  appears  to  be  a  period  of  steep  annual  frequency 
variation.  The  frequency  drift  of  NIST(AT1)  relati’  e  to  TAI  during  the  observation  period  was 
+2.1xl()-I6/(jay,  and  relative  to  UTC(PTB)  was  -f2.3>.  >-16/day. 

The  frequencies  of  the  masers  a:  SAG  against  NIST(AT1)  are  shown  in  Fig.  3;  their  drift  rates 
relative  to  NIST(AT1),  calculated  by  mev,as  of  linear  regressions  on  the  frequencies  over  the  entire 
observation  period,  are  given  in  Tab*e  L  The  Chl-75-NIST(ATl)  frequency  difference  was 
obtained  from  the  GPS  common-view  nxasurements.  The  frequencies  of  PI  3  and  P26  relative  to 
NIST(AT1)  were  then  calculated  using  the  frequency  differences  between  those  masers  and  Chl-75 
measured  by  the  SAG  beat  frequency  measurement  system;  the  values  plotted  represent  one-hour 
averages  observed  once  per  day.  Daily  measuremaj4s  of  the  Chl-75-Chl-76  time  difference  yielded 
the  data  for  Chl-76.  The  frequency  e.xcursions  and  sabsequent  recoveries  seen  in  Fig.  3  for  P13  and 
P26  at  MJD  48201  were  due  to  a  two-hour  power  faila.  *  that  affected  those  masers  but  not  Chl-75  or 
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Chl-76.  With  the  exception  of  the  P13  and  P26  excursions  on  MJD  48201,  fluctuations  that  correlate 
among  the  data  for  Chl-76,  P26,  and  P13  are  probably  due  to  the  GPS  common-view  time  transfer 
or  to  NIST(AT1);  such  fluctuations,  which  appear  across  the  data  length,  amount  to  roughly  1-2  ns 
per  day,  which  is  consistent  with  the  level  of  previously  observed  common- view  time  transfer  noise. 
The  fluctuations  are  absent  from  the  Chl-75  graph  because  Chl-75  was  the  clock  controlling  the  GPS 
receiver,  and  its  data  were  Kalman  filtered  with  respect  to  NIST(AT1).  The  correlated  fluctuations 
are  difficult  to  identify  in  Chl-76’s  frequency  graph  prior  to  MJD  48200,  probably  because  they  are 
obscured  by  Chl-76’s  frequency  variations. 


Table  1 

Drift  rates  of  masers  at  SAO  vs.  NIST(AT1) 

Maser 

Frequency  Drift  (lxl0~15/dav) 

Chl-75 

-8.6 

Chl-76 

-3.1 

P13 

-fO.7 

P26 

-^9.6 

The  frequency  of  Chl-75  versus  P26  is  shown  in  Fig.  4.  A  frequency  offset  of  roughly 
1x10"^^  has  been  removed  for  convenience  in  plotting.  The  two  spikes  at  MJD  48215  and  MJD 
48221,  which  correspond  to  phase  jumps  of  about  0.5  ns,  were  apparently  caused  by  the  time- 
difference  measurement  system;  they  did  not  appear  in  data  from  the  beat-frequency  system.  Chl- 
75’s  autotuner,  which  operated  until  16  October  (MJD  48211),  clearly  adds  short-  and  intermediate- 
term  frequency  instability.  Within  the  confidence  of  estimate  of  the  data  of  Figs.  2-4,  Chl-75’s  drift 
seems  unaffected  by  the  operation  of  its  autotuner.  The  two-month  test  is  probably  too  short  to 
establish  with  confidence  the  autotuner’s  long-term  effect  on  Chl-75’s  frequency. 

FREQUENCY  STABILITY 

Short-term  frequency  stability  measurements  of  the  active  masers  at  SAO,  as  expressed  by  the 
Allan  deviation  C5y(x),  were  obtained  from  the  beat-frequency  measurements  system  and  are  shown  in 
Fig.  5.  The  measure  used  in  Fig.  5  is  the  reduced  Allan  deviation,  dy(x)  s  (yy(x)/V2,  for  the  fre¬ 
quency  pair.  If  two  oscillators  contribute  equal  amounts  of  noise,  then  Oy(x)  represents  the  frequency 
variability  of  the  individual  oscillators;  if,  however,  one  oscillator  contributes  considerably  more 
noise  than  the  other,  as  in  the  case  of  Chl-75  with  autotuner  on,  then  ay(x),  rather  than  cfy(x), 
represents  the  variability  of  the  noisier  oscillator.  Figure  5  gives  OyCx)  for  the  frequency  differences 
P26-Chl-75  and  P26-P13  over  two  nine-day  intervals.  During  interval  A,  1 1  October  -  20  October 
(MJD  48175  -  48184),  Chl-75’s  autotuner  was  operating;  during  interval  B,  16  October  -  25 
October  (MJD  48211  -  48220),  the  autotuner  was  turned  off.  By  the  beginning  of  interval  B,  P13 
and  P26  had  restabilized  following  the  power  interruption  on  6  November.  Curves  a  and  b  in  Fig.  5 
show  the  stability  of  P26  vs  Chl-75  with  the  autotuner  on  and  off  (during  intervals  A  and  B), 
respectively.  A  relative  drift  of  1.68xl0“l'*/day  has  been  removed  from  curve  a,  and  a  drift  of 
1.24xl0'^'^/day  from  curve  b.  The  peak  in  curve  a  at  approximately  x=100  s  probably  results  from 
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moduhtion  of  Chl-75’s  internal  magnetic  field  at  a  period  of  100  s  for  the  autotuner.  Curve  c  is  the 
reduced  Allan  deviation  for  P26-P13  during  interval  3;  a  relative  drift  of  6.45xl0~^5/day  has  been 
removed.  The  drift-removed  stability  of  P26-P13  during  interval  A  was  not  significantly  different 
from  curve  c.  The  effect  of  removing  frequency  drift  is  seen  by  comparison  with  curve  d,  which 
gives  the  reduced  Allan  deviation  for  P26-P13  without  drift  removal.  Curves  b  and  c  show  that  the 
drift-removed  stability  levels  of  the  Soviet  (autotuner- off)  and  SAG  masers  are  comparable  for 
averaging  times  between  a  second  and  a  day. 

Comparison  of  Oy(x)  with  the  line  segments  included  in  Fig.  5  shows  that  6y(T)  [and  thus 
ay(x)]  is  proportional  to  for  x<100  s  and  to  for  100<.t<7x103  s;  as  predicted  theoretically^, 
this  behavior  is  due  to  additive  noise  in  the  maser  receivers  and  noise  within  the  atomic  linewidth, 
respectively.  For  t>10^  s,  OyCx)  is  proportional  to  for  P26-P13  with  drift  not  removed;  this  form- 
ofay  (x)  is  characteristic  of  linear  frequency  drift.  In  the  case  of  tlie  drift-removed  data,  portions  of 
the  graphs  are  approximately  proportional  to  which  is  identified  with  random  walk  of  frequency; 
this  behavior  may  result  from  the  simultaneous  action  of  several  quasi-independent  frequency- 
determining  mechanisms  in  the  masers. 

The  long-term  frequency  stability  of  Chi -75  against  the  three  time  scales,  with  drift  removed, 
is  shown  in  Fig.  6.  (In  Figs.  6-1 1  the  Allan  deviation  ay(x)  is  used,  rather  than  the  reduced  deviation 
6y(x).)  The  data  for  ATI  and  PTB  cover  the  entire  observation  period,  MJD  48171  to  48223,  while 
the  TAI  values  cover  MJD  48171  to  48215.  Due  to  the  Kalman  filtering,  the  values  for  1-  and  2-day 
averaging  intervals  are  artificially  low,  by  perhaps  a  factor  of  2;  however,  the  data  for  x>4  days  are 
representative  of  the  performance  of  the  clocks.  That  the  drift  rate  for  Chl-75  against  TAI  is  greater 
than  the  rates  against  ATI  and  PTB  may  be  due  to  the  fact  that  the  shorter  time  span  over  which  the 
TAI  data  were  available  corresponded  to  an  interval  during  which  Chl-75’s  drift  was  greater  than  its 
average  value  for  the  entire  observation  period.  The  Allan  deviation  of  the  three  scales  relative  to  one 
another  is  shown  in  Fig.  7.  The  stability  of  ATI  versus  TAI,  in  particular,  is  considerably  lower  than 
the  values  in  Fig.  6,  in^cating  that  the  latter  values  represent  the  stability  of  Chl-75. 

The  long-term  stabilities  of  the  clocks  at  SAG  are  shown  in  Fig.  8.  The  data  were  obtained 
from  the  TDMS  at  SAG,  with  interruptions  spanned  by  linear  inteipolation.  The  calculations  for  Chl- 
75-P13  and  for  P26-P13  are  based  on  frequency  data  obtained  from  MJD  215.8  to  221.7;  those  for 
Chl-75-P26,  on  data  taken  from  MJD  211.5  to  223.7;  and  those  for  Chl-75-Chl-76,  on  data  taken 
from  MJD  204.9  to  223.8.  Thus  the  plots  not  involving  Chl-76  represent  data  taken  with  Chl-75’s 
autotuner  not  operating,  while  the  Chl-75-Chl-76  plot  includes  data  with  Chl-75’s  autotuner  both 
on  and  off;  however,  because  Chl-76’s  stability  is  considerably  less  than  that  of  Chl-75,  ay(x)  for 
the  Chl-76-Chl-75  frequency  difference  is  not  significantly  affected  by  the  operation  of  Chl-75’s 
autotuner. 

Figures  9  and  10  show  the  stabilities  of  the  individual  masers  at  USNG  in  the  ensemble  used 
to  extrapolate  TAI.  ay(x)  was  obtained  for  each  clock  from  an  N-comered  hat  calculation  from  the 
Allan  variance  of  the  frequency  differences  with  frequency  drift  and  rate-of-change  of  drift  removed. 
The  stability  of  a  cesium  clock  with  little  frequency  drift  is  included  for  comparison.  Although  the  N- 
comered  hat  procedure  is  theoretically  exact  for  population  variances,  in  practice  it  yields  differences 
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between  pairs  of  sample  variances  observed  over  finite  times;  consequently,  tlie  calculated  variances 
ay2  for  the  best  clocks  of  the  group  can  (randomly)  be  negative  numbers,  which  are  omitted  in  Figs. 
9  and  10.  The  least  stable  clocks  of  the  group  are  well  characterized,  while  for  the  most  stable  clocks, 
N2,  N4,  N5,  P24,  and  P25,  one  can  say  only  that  their  stabilities  are  r.?low  lx  10-^5  for  intervals 
from  10^  s  to  3x10^  s. 

DISCUSSION 

From  the  observations  presented  here,  it  is  apparent  that  maser  frequency  stabilities  of  a  few 
parts  in  10^^  and  below  are  achieved  for  averaging  intervals  from  one  day  to  about  two  weeks,  levels 
that  are  an  order  of  magnitude  lower  than  those  attained  perhaps  ten  years  ago.  These  stabilities  re¬ 
quire  removal  of  frequency  drift  and,  in  some  cases,  rate  of  change  of  drift. 

The  frequency  prediction  capability  of  hydrogen  masers  seems  to  be  somewhat  better  than 
1 0"  14  for  extrapolation  over  a  few  weeks.  La  our  case,  the  forward  prediction  from  MJD  48189  to 
48218  showed  modelling  errors  of  less  than  1x10-14,  and  for  some  masers  a  few  parts  in  IQl^.  The 
prediction  errors  were  calculated  by  subtracting  the  frequency  residuals  between  different  pairs  of 
USNO  masers  after  removing  their  respecti.e  parameterized  models.  Figure  11  shows  the  residual 
errors  between  four  pairs  of  masers,  expre.sr,ed  in  terms  of  ay(x)  calculated  from  MJD  48172  to 
48218;  these  results  demonstrate  unprecedented  oscillator  predictability. 

The  time  scale  instabilities  evident  in  Fig.  7,  of  about  10-14  at  one  day  intervals,  are  due 
principally  to  the  cesium  standards  involved.  Our  drift-removed  data  show  about  an  order-of- 
magnitude  advantage  of  hydrogen  masers  over  cesium  devices  at  integration  times  of  one  day. 
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APPENDIX  A  -  EXTRAPOLATION  OF  TAI  TIME  SCALE 

At  the  time  this  analyis  was  done,  the  time  differences  between  UTC(USNO)  and  TAI  were 
available  only  through  MJD  48189.  The  TAI  time  scale  was  represented  over  the  entire  observation 
period  (MJD  48172  to  48215)  by  modelling  hydrogen  masers  at  USNO  over  periods  prior  to  MJD 
48189  during  which  they  were  well  characterized  against  the  known  values  of  TAI,  and  extending  the 
models  to  MJD  48215.  Since  each  of  the  masers  is  measured  against  UTC(USNO),  they  can  be 
related  to  TAI  through  the  TAI-UTC(USNO)  time  difference  data.  Each  maser  was  modelled  by  a 
three-parameter  expression. 
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(1) 


y(rt)  =  [Co  +  Cl «  +  C2  rfi]  x  10-15 

Here  y(«)  =  ymascr  ~  YTAI  is  the  normalized  frequency  offset  of  the  maser  from  TAI  at  day  n,  where  n 
is  the  day  count  relative  to  the  reference  date  given  in  Table  2.  Cl  is  the  maser’s  frequency  drift  rate, 
and  C2  its  rate  of  change  of  frequency  drift,  relative  to  TAI.  N  in  Table  2  is  the  number  of  frequency 
measurements,  each  representing  a  10-day  average,  used  to  establish  the  coefficients  from  BIPM 
circular-T  10-day  data.  Masers  N2-N5  use  cavity  autotuning  systems  that  emplo>  modulation  of  the 
cavity  resonance  frequency5;  masers  P18-P25  do  not  use  cavity  aatotuning. 


Parameters  of  moc 

Table  2 

el  for  USNO  masers  vs.  TAI 

Clock 

Reference 

Date 

B 

- 1 

Cl 

— 

C2 

N 

Rmsof 

residuals 

(10-15) 

N2 

48024 

-1199.1 

1.21 

-0.003 

34 

15.5 

N3 

48159 

-1190.1 

0.01 

6 

3.0 

N4 

48174 

550.5 

-0.20 

4 

2.9 

N5 

48164 

212.7 

mmm 

.... 

6 

11.0 

P18 

48039 

-82.2 

0.62 

31 

12.3 

P19 

48099 

1 

bo 

2.15 

-0.004 

19 

8.8 

P23 

48129 

-125.3 

1.62 

-0.008 

13 

11.1 

P24 

48029 

7684.0 

3.20 

wssEsm 

33 

15.1 

P25 

48129 

784.4 

5.12 

-0.012 

13 

9.6 

Cs2485 

48074 

922.2 

0.057 

24 

18.1 
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Fig.  9.  Frequency  stabilities  of  masers  at  USNO,  from 
N-corner  hat  calculation 
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from  N-corner  hat  calculation 
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Abstract 

The  concept  being  designed  by  LSRRI  of  united  positioning  and  timing  service  on  the  basis  of  the  uti¬ 
lization  of  long-range  and  global  radionavigation  and  common  time  ^sterns  and  aids  for  different  users  is 
described.  The  estimate  of  proposals  of  its  utilization  on  the  national — as  well  as  on  international— scale  is 
giVe/z. 


1.  INTRODUCTION 

The  main  direction  of  Leningrad  Scientific  Research  Radio  Technical  Institute  (LSRRI) 
activities  is  the  designing  and  improvement  of  position  location  and  time  synchronization 
systems  and  aids  for  different  branches  of  national  economy  as  well  as  for  scientific  research. 

The  general  principle  of  systems  and  aids  to  be  developed  by  LSRRI  is  a  generation 
and/or  utilization  of  high-precision  position  and  time  data  for  long-range  and  global  ra¬ 
dionavigation,  synchronization  of  remote  clocks  and  other  goals  of  this  kind. 

The  most  significant  directions  of  LSRRI’s  activities  comprise: 

•  designing  of  equipment  for  transmitting  and  moiiitor-and 

e  correction  stations  and  other  aids  of  ground-based  long  range  and  global  pulse-phase 
and  phase  radionavigation  systems; 

•  creation  of  aids  for  State  System  of  Common  Time  and  Standard  Frequencies,  includ¬ 
ing  monitoring  sites  of  different  accuracy  classes  for  specific  users; 

•  development  of  quartz  oscillators  and  atomic  frequency  standards  with  optical  (laser) 
pumping  on  the  basis  of  atomic  beam  discriminators  and  hydrogen  masers; 

•  designing  of  on-board  equipment  and  ground-based  aids  for  GLONASS  Satellite  rc.- 
dionavigation  system  (SRNS); 

•  development  of  position-timing  user  equipment  operating  via  ground-based-as  well 
as  space  based  systems  for  sea,  airspace  and  land  vehicles; 

•  realization  of  scientific  researches. 


525 


2.  STATE-OF-THE-ART  OF  SOVIET  SYSTEMS  AND 
AIDS  PROVIDING  POSITIONING  AND 

TIMING  SERVICE 

Up  to  date,  the  task  of  realization  of  the  positioning  and  timing  service  with  desired 
performances  for  different  platforms  was  being  solved  in  the  USSR  on  the  basis  of  a  separate 
development  of  aids  for  position  determinations  and  that  for  time  determinations.  The 
those  conditions,  for  position  determinations  was  the  navigation  equipment  being  designed, 
and  for  time  determinations  was  the  timing  equipment  being  developed.  As  much  as  no 
one  of  systems  to  be  mentioned  above  enables  the  achievement  of  desired  po£.itioning  and 
timing  service,  this  task  is  solved  on  the  basis  of  utilization  of  a  system  mix  to  be  optimal 
for  any  region  over  a  certain  time  interval.  As  far  as  we  know,  the  US  specialists  are  of  the 
same  opinion.  It  is  proven  by  US  Federal  Radionavigation  Plan. 

V'hile  developing  the  similar  program  for  long-term  improvement  of  radionavigation 
systems  and  aids  in  the  USSR,  LSRRI  had  already  in  early  ’70  years  has  proposed  idea 
about  a  generation  of  common  global  radionavigation  field  as  a  source  of  the  universal 
position-timing  data  for  any  user  with  the  achievement  of  desired  values  from  the  stand¬ 
point  of  accuracy,  availability,  reliability  and  integrity.  This  approach  was  developed  on 
implementation  of  the  concept  for  the  common  positioning  and  timing  service.  This  con¬ 
cept  has  later  been  approved  and  enlarged  by  a  series  of  scientific  research  institutes  of  the 
USSR  Academy  of  Sciences  as  well  as  by  ones  of  different  branches  of  national  economy. 

3.  MAIN  CONCEPT  PRINCIPLES  (SUBSTANTIATION 
OF  METHODOLOGY) 

The  basis  of  our  concept  of  providing  a  joint  positioning  and  timing  service  is  a  community 
of  principles  of  position  (coordinates)  and  time  determinations  and,  as  a  consequence,  a 
possibility  to  treat  these  determinations  as  being  two  sides  of  a  single  physical  process  to 
be  connected  with  signal  transfer  and  generation  of  corresponding  data.  As  an  example, 
one  can  use  the  main  navigation  equations  connecting  the  increments  of  space  coordinates 
with  time  increments  to  be  correspondent  with  signal  transfer  between  the  points  to  be 
compared.  In  such  a  case,  navigation  data  are  determined  as  being  data  referring  to  relative 
coordinates  of  bodies  (i.e.  sets  of  material  points)  within  a  four  dimensional  space-time 
variety.  In  its  turn,  the  relative  coordinates  are  the  functions  of  mass  center  mutual  location 
and  mutual  orientation  of  corresponding  axes  as  well  as  of  its  derivatives  of  different  degrees. 
Under  these  conditions,  in  order  to  determine  the  space-time  interval  setting  a  relative 
position  of  four  dimensional  points  or,  in  other  words,  to  compare  the  events  to  be  taken 
place  at  those  points,  it  is  necessary  to  use  a  material  data  bearer  moving  within  a  four 
dimensional  framework.  While  providing  the  data  relating  to  origins  of  frames  of  reference, 
the  radio  signals  appear  to  be  such  a  bearer.  The  other  performances  of  navigation-time 
data  depend  on  metrical  properties  of  frame  wherein  the  signal  moves.  Such  an  approach 
enables  to  formulate  a  general  definition  of  any  positioning  and  timing  service  as  a  common 
set  of  space-remote  technical  aids  and  natural  space  sources  to  be  used  for  generation  of 
corresponding  data. 
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4.  FUTURE  NATIONAL-WIDE  POSITIONING  AND 
TIMING  SERVICE  (PRINCIPLES  OF  ORGANISATION 
AND  OPERATION) 

The  Unified  State  System  of  Positioning  and  Timing  Service  (USS  PTS)  will  be  imple¬ 
mented  on  the  basis  of  existing  and  deploying  ground-and  space-based  navigation  and 
timing  systems  and  aids  by  means  of  institutional  and  methodical  coordination  of  opera¬ 
tion  of  such  aids  with  application  of  equipment  to  be  designed  for  solving  the  user  problems. 
This  is  equally  valid  for  the  equipment  of  Joint  position-timing  complexes. 

A  specific  feature  of  such  a  system  is  its  openness,  permitting  a  possibility  of  including 
as  well  as  exclusion  of  certain  aids.  The  other  important  feature  is  a  possibility  of  ge.ieitttion 
of  unified  positioning-timing  basis  providing  a  performing  of  determinations  in  the  unified 
-frame  of  reference  with  a  possible  gradation  in  accordance  with  accuracy  classes  and  with 
a  subsequent  transition  to  any  frame  of  reference  to  be  convenient. 

From  the  organizational  standpoint,  USS  PTS  might  consist  of  four  subsystems  <is 
follows: 

•  fundamental  bases  of  space  and  time  frame  of  reference; 

•  generation  and  transfer  of  position-timing  data; 

•  control  and  monitoring  of  system  operation; 

•  users. 

The  important  feature  of  the  system  to  be  proposed  is  that  it  isn’t  merely  a  set  of 
technical  aids  or  an  organization  operating  in  accordance  with  the  set  of  rules  to  be  pre¬ 
scribed,  but  that  is  a  technical  system  of  a  top  level.  Such  a  system  may  be  considered  as 
a  ^synergetic  one  permitting  to  realize  a  new  quality-the  presentation  of  space-time  data 
with  ensuring  the  values  of  accuracy,  availability,  reliability  and  integrity  to  be  necessary 
for  defined  users  while  solving  all  the  problems,  including  specific  ones. 

The  USS  PTS  implementation  on  the  basis  of  RNS  to  be  already  in  operation  and 
to  be- deployed  would  enable  to  set  in  foreseeable  future  a  global  positioning- time  field 
with  accuracy  level  of  10m  (Im  locally)  and  synchronization  error  of  50ns,  thus  providing 
a  possibility  of  solving  the  widest  class  of  problems  for  all  users,  including  a  short-range 
navigation  task  with  landing  approach  and  landing  itself. 

5.  PROSPECTS  OF  INTERNATIONAL  COOPERATION 
WITHIN  THE  FIELD  OF  GLOBAL  PTS  CREATION 

From  our  point  of  view,  the  national-wide  principles  of  PTS  organization  to  be  considered 
above  would  be  used  as  the  basis  of  concept  of  global  PTS  implementation  —  of  course, 
with  taking  into  account  a  number  of  factors  relating  to  foreign  political  situation,  USSR 
and  USA  national  priority  systems,  specific  roles  of  certain  regions  as  well  as  existing 
machineries  for  attainment  of  agreements.  The  advantages  of  an  open  positioning  and 
timing  service  may  be  realized  only  in  conditions  of  “open”  international  community,  i.e. 
such  a  community  wherein  the  relations  between  the  countries-participants  are  based  on 
the  whole  mutual  confidence.  With  regard  to  this,  how  can  one  estimate  the  relations 
between  the  superpowers,  the  USSR  and  the  USA,  and  its  influence  on  prospects  of  global 
PTS  creation? 
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With  the  beginning  of  current  decade,  the  world  to  come  in  the  initial  period  of  the 
new  non-confrontation  era,  but  this  period  is  complicated  and  contradictory,  because  the 
past  tries  to  keep  its  positions  and  the  future  carries  the  non -predictable  dangers.  The 
nuclear  arsenals  lose  its  sense,  but  its  improvement  is  going  on.  The  space-based  PTS 
aid  that  appear  to  be  intended  for  the  main  mole  on  future  PTS  implementation  on  a 
national-wide  as  well  as  on  international- wide  scale  were  being  created  in  the  USSR  and 
in  the  USA,  in  conditions  of  competition  for  the  defense  agencies  with  taking  into  account 
its  tasks  in  the  first  place.  The  very  concept  of  defense  sufficiency  gives  today  only  certain 
quantity  cut  of  armaments,  while  not  providing  an  ending  of  its  quality  improvement.  It 
is  equally  true  for  the  supporting  subsystems,  including  PTS  aids. 

In  such  a  situation,  the  only  possible  way  to  overcome  a  distrust  to  be  accumulated 
over  the  preceding  decades  of  the  “Cold  W'ar”  is  that  to  be  based  on  an  improvement  of  a 
machinery  for  generation  and  adoption  of  Joint  solutions. 

From  our  point  of  view,  it  should  prefer  any  form  of  cooperation,  including  ramified 
membership  in  different  institutions,  creation  of  cross  groups  and  parallel  institutes,  partly 
duplicating  its  functions,  but  permitting  at  the  same  time  to  achieve  the  best  mutual 
understanding  as  a  result. 

At  the  present  time,  LSRRI’s  practical  activities  include  examples  of  cooperation  with 
the  USA  and  Western  European  state  agencies  as  well  as  with  different  companies. 

The  development  and  the  substantiation  of  a  concept  with  taking  into  account  the  de¬ 
mands  of  different  branches  of  national  economy  as  well  as  the  needs  of  scientific  researches 
are  being  carried  on  LSRRI  over  a  series  of  years.  In  November  of  1990,  in  Leningrad,  the 
Fist  All-Union  Scientific  and  Technical  Conference  on  problems  relating  to  the  common 
positioning  and  timing  scr\ice  was  held  at  LSRRI.  It  is  planned  for  such  conferences  to  be 
the  regular  ones  in  future. 

In  conclusion,  I  would  like  to  note  that  there  is  a  sufficiently  powerful  factor  permitting 
an  optimistic  estimate  for  the  prospects  of  realization  of  global  PTS.  This  factor  is  a 
belonging  of  such  a  system  realizing  the  needs  of  the  civilized  community  on  a  global 
scale  to  the  values  common  to  humanity  and,  consequently,  its  incontestable  priority.  The 
support  of  a  safe  operation  of  such  a  system  will  undoubtedly  need  the  highest  art  not 
only  with  regard  to  scientific  technical  sphere,  but  also  to  human  contacts.  We  would  like 
to  hope  the  good  will  of  all  participants  would  enable  a  successful  solving  of  this  problem. 
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GPS  COMPOSITE  CLOCK  SOFTWARE  PERFORMANCE 
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Los  Angeles,  CA  90009 

ABSTRACT 

Computer  software  for  ensembling  all  the  space  vehicle  (SV)  and  ground  clocks  of  the  Global  Positioning 
Systems  (GPS)  was  implcmented.at  the  Master  Control  Station  (MCS)  on  17  June  1990.  Improved  GPS 
time  stability  and  steering  control  are  predicted.  This  paper  assesses  the  perceptions  of  both  Air  Force  and 
outside  users  and  compares  current  performance  to  theoretical  predictions. 

GPS  SYSTEM  DESCRIPTION 

The  Global  Positioning  System  is  a  Department  of  Defense  space-based  navigation  and  timing  dis- 
semination  system  currently  under  deployment.  By  1993  it  will  consist  of  a  constellation  of  24  space 
vehicles  (SVs)  supported  by  a  control  segment  (CS)  that  tracks  the  SVs  with  its  monitor  stations 
(MSs),  determines  SV  ephemeris  states  and  SV  and  MS  clock  states  at  the  Master  Control  Station 
(MCS)  and  periodically  uploads  the  SVs  with  predicted  SV  states  that  users  require  to  navigate  and/ 
or  determine  their  time.  At  this  stage  in  the  buildup,  the  constellation  consists  of  six  block  I  SVs  and 
nine  block  II  SVs.  The  CS  MSs  are  located  at  Kwajalein  Island,  Diego  Garcia  Island,  Hawaii,  Ascen¬ 
sion  Island,  and  Colorado  Springs,  Colorado. 

SV  range  measurements  (i.e.,  pseudorange)  are  a  function  of  the  SV(i)-MS(j)  geometric  range  and  the 
phase  offset  between  the  SV(i)  and  MS0  clocks,  where  i  and  j  are  the  ith  SV  and  the  jth  MS,  respec¬ 
tively.  The  accuracy  with  which  a  user  can  navigate  (i.e.,  determine  his  position  and  clock  state)  de¬ 
pends  on  the  accuracy  of  his  measured  pseudorange  and  the  accuracy  of  the  predicted  SV  ephemeris 
and  clock  information,  generated  and  uploaded  by  the  CS.  The  latter  source  of  error  is  fundamental 
to  GPS  operation  and  is  quantified  by  the  User  Range  Error  (URE).  URE  is  defined  as  the  differ¬ 
ence  between  the  range-to-a-user  computed  using  predicted  states  and  the  “true”  range-to-a-user 
computed  using  the  latest  Kalman  estimates  of  ephemeris  and  clock.  Operationally,  the  MCS  com¬ 
putes  UREs  every  15  min  (the  Kalman  filter  update  cycle)  for  each  SV,  taking  a  root  sum  of  squares 
(RMS)  of  individual  UREs  to  a  fixed  set  of  grid  locations  on  the  earth  that  have  visibility  to  the  SV. 

The  CS,  by  solving  for  SV  and  MS  clock  phase  and  frequency  states  from  the  pseudorange  measure¬ 
ments,  effectively  synchronizes  the  system  to  GPS  time.  Originally  the  GPS  time  reference  was  taken 
to  be  one  of  the  MS  clocks.  States  for  that  MS  (i.e.,  the  master  MS)  were  defined  to  be  fixed  at  zero 
and,  hence,  were  not  included  in  the  filter  state  vector.  Clock  state  offsets  estimated  by  the  filter  were 
then  relative  to  master  clock  (GPS)  time.  When  the  filter  is  allowed  to  estimate  all  clock  states  (i.e., 
including  states  for  .  ..at  used  to  be  the  master  MS),  the  configuration  is  called  a  composite  or  en¬ 
semble  clock  system.  Since  June  of  this  year,  the  time  reference  for  the  system  clocks  (i.e.,  GPS  time) 
has  been  a  composite  clock. 
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Since  the  MCS  has  so  many  SV  states  to  estimate  (11  per  SV  x  24)  it  was  decided  long  ago  to  “parti¬ 
tion”  the  SVs  among  several  filters  each  capable  of  handling  up  to  six  of  them  and  each  containing,  of 
course,  the  complete  complement  of  MS  states:  3  per  MS  x  4  for  a  master  clock  configuration  and  3 
per  MS  X  5  for  the  composite  clock  case. 

COMPOSITE  CLOCK  IMPLEMENTATION  AND  THEORY 
When  additional  states  are  added  to  the  Kalman  filter,  for  what  was  the  master  MS,  the  GPS  system 
becomes  explicitly  unobservable.  This  is  because  a  constant  bias  shift  in  all  clock  phase  states  would 
not  affect  pseudorange  and  hence,  would  be  unobservable  to  the  filter.  The  existence  of  this  unob¬ 
servable  component  of  state  causes  the  clock  phase  covariance  matrix  to  grow  linearly  with  time  even 
though  the  system  is  completely  stable  with  well  behaved  filter  gains.  See  Reference  1  for  further  dis¬ 
cussion  of  these  characteristics.  Since  a  growing  covariance  matrix  will  eventually  cause  numerical 
problems,  a  method  for  reducing  the  covariance  matrix  without  degrading  filter  performance  was  in¬ 
troduced.  The  method  chosen  was  reduction  via  pseudomeasurement  update  (Reference  2). 

Covariance  Reduction 

This  update  takes  the  standard  Kalman  form 

P'  =  P  -  [PtfiHPtf  +  P)-']  HP  (1) 

where  P'  is  the  covariance  matrix  resulting  from  the  update  (i.e.,  the  reduced  covariance  matrix)  and 
R  is  the  pseudomeasurement  noise  variance.  The  matrix  P  in  Equation  1  is  the  full  n  x  n  covariance 
matrix  of  ephemeris  and  clock  states  for  the  SVs  and  MSs  of  a  particular  partition.  All  filter  parti¬ 
tions  undergo  independent  covariance  reductions  every  filter  update  cycle.  The  n  x  1  column  vector 

is  constructed  by  inserting  each  element  of  an  m  x  1  column  vector  into  the  appropriate  posi¬ 
tion  in  an  n  X  1  vector  of  zeros.  H'^  is  given  by 

fr  =  (2) 

where  B  is  the  m  x  m  submatrix  of  P  corresponding  to  clock  phase  states  only  and  u  is  an  m  x  1  col¬ 
umn  vector  of  elements,  all  of  which  are  one.  Each  clock  in  a  partition,  then,  has  an  ensembling 
weight  in  the  column  vector  H  (ordered  as  P  is  ordered),  whereas  each  ephemeris  state  has  weight 
zero.  By  the  construction  of  11,  the  sum  of  alt  weights  is  one.  Equation  2  assigns  to  each  clock  a  nor¬ 
malized  set  of  phase  and  frequency  weights  that  arc  inversely  proportional  to  the  magnitude  of  esti¬ 
mation  error  variance  (i.e.,  the  diagonals  of  B).  Because  of  the  particular  form  of  H^,  however,  the 
correction  term  in  Equation  1,  i.e.,  the  second  term  on  the  right  side  of  the  equation  has  nonzero  ele¬ 
ments  corresponding  to  ephemeris  states  and,  hence,  this  method  of  covariance  reduction  is  not  a 
transparent  variation  on  filter  operation.  A  simulation  of  this  algorithm  was  performed  (Reference  3) 
using  real  pseudorange  measurement  data  from  the  MCS  in  order  to  assess  the  impact  of  the  algo¬ 
rithm  on  Kalman  states  and  URE.  RMS  UREs  were  shown  to  be  very  good  with  the  algorithm  and 
states  changed  only  slightly.  Ephemeris  states  with  composite  clock  operation  are  unchanged  from 
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what  they  were  with  the  master  clock  configuration— with  or  without  the  reduction  algorithm  (Refer¬ 
ence  3). 

Partition  Reconciliation 

Partition  reconciliation  is  required  to  ensure  that  composite  clock  time  for  the  various  filter  partitions 
is  consistent,  Uploads  built  for  SVs  from  different  partitions  must  have  very  nearly  the  same  refer¬ 
ence  time  for  clock  phase  and  frequency  offsets  contained  in  the  navigation  message.  Any  difference 
in  reference  times  maps  into  URE.  The  reconciliation  process,  since  it  is  an  adjustment  of  reference 
time  for  the  partition,  does  not  affect  filter  gains  or  measurement  residuals  because  it  amounts  to  a 
constant  shift  of  all  the  clock  phase  and  frequency  states  in  the  partition.  Each  partition  will  have  a 
different  shift  as  computed  by  the  reconciliation  algorithm.  Partition  reconciliation  is  possible  only 
because  the  MS  clocks  are  common  to  each  partition.  It  requires  that  a  specified  weighted  sum  of 
MS  states  be  the  same  for  each  partition,  where  the  same  weights  are  used  to  compute  the  sum  for 
each  partition.  The  value  of  the  weighted  sum  is  itself  a  weighted  average  of  MS  and  SV  states.  The 
computation  proceeds  as  follows: 

First  the  vectors  b,  are  computed  for  each  partition  according  to  (References  2,  4) 


bi 


0,- 


(3) 


where  are  the  MSj  clock  states  for  the  i‘*’  partition  and  H*  is  a  10  x  2  matrix  of  five  2x2  identity 
matrices.  C  is  a  10  x  10  matrix  obtained  by  summing  the  MS  clock  covariance  submatrices  from  the 
various  partitions.  Note  from  Equation  3  that  the  linear  combination  of  MS  states  is  taken  for  each 
partition.  Next,  the  vector  b  that  the  b,  are  reconciled  to,  is  computed  according  to  Equation  4  below; 

AT 

(4) 


where 


IV,- 


=  i 

I  1= 1 


N  =  the  number  of  partitions,  and  nj  =‘  the  number  of  SVs  in  partition  i. 

</kV2  (Ar 


(5) 


for  the  SV  in  partition  i.  In  Equation  5,  f/j  and  lA  arc  the  phase  and  frequency  process  noise  co- 
variances,  respectively,  and  t  is  the  update  interval  (15  min).  The  adjustment  (Ab,)  that  gets  applied 
to  each  clock  phase  state  in  partition  i  is  then  computed  by 

hbi  =  B-bi 
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After  the  adjustments  are  made  to  each  partition,  a  recomputation  of  the  bj  would  yield  b  for  all  par¬ 
titions.  This  means  that  GPS  time  for  each  partition  is  now  the  same,  i.e.,  after  reconciliation  the 
weighted  average: of  MS  states  for  each  partition  is  the  same. 


Stability  of  GPS  Time 

One  of  the  primary  reasons  for  ensembling  the  GPS  clocks  (i.e.,  constructing  a  composite  clock)  is  to 
gain  stability  in  GPS  time.  Clock  ensembling  is  a  proven  technology  most  prominently  used  by  the 
U.S.  Naval  Observatory  (USNO)  and  National  Institute  of  Standards  and  Technology  (NIST).  The 

enhancement  of  stability  for  a  system  of  n  clocks,  each  of  which  is  stable  to  say  IE- 13,  goes  as  1/Jn . 
For  the  current  system  of  19  clocks,  operating  with  a  Kalman  filter  configured  for  the  composite  clock 
option,  the  stability  of  GPS  time  is  predicted  to  be  of  the  order  of  2.3E-14.  This  assumes  that  the 
three  MCS  filter  partitions  (with  5, 5  and  4  SVs  in  partitions  1,  2,  and  3,  respectively)  are  being  recon¬ 
ciled  perfectly  and  states  do  not  differ  appreciably  from  what  they  would  be  if  the  MCS  were  operat¬ 
ing  with  the  14  SVs  in  one  partition. 

Steering  of-GPS  Time 

The  composite  clock  software  package  provides  a  new  GPS  time  steering  algorithm  that  automatically 
deterrnines  and  applies  the  appropriate  clock  drift  rate  steer  to  all  clock  states  when  enabled  by  oper¬ 
ator  directive.  The  operator  need  only  input  daily  USNO  updates  of  GPS-UTC  phase  offset.  A 
bang-bang  controller  (Reference  4)  has  been  implemented.  Allowable  steering  rates  are  ±  2E-19s/s2 
and  0,  Three  steering  modes  are  provided  as  follows;  steer  out  the  GPS-UTC  offset  as  computed  by 
the  MCS  from  “raw”  USNO  measurements;  steer  out  a  particular  GPS-UTC  offset  input  by  the  oper¬ 
ator;  or  steer  GPS  time  to  one  of  the  MS  clocks.  Simulations  of  this  control  loop,  carried  out  by  The 
Aerospace  Corporation  (Reference  5),  predict  an  RMS  steady  state  control  error  of  the  order  of  10  ns 
assuming  the  GPS  time  stability  is  3E-14s/s  at  1  day  (Figure  1). 

COMPOSITE  CLOCK  PERFORMANCE  (ACTUAL) 

Transition  to  the  composite  clock  was  initiated  on  17  June  1990  by  including  the  master  MS  clock 
states  as  estimated  states  in  the  filter  partitions.  This  act  causes  the  state  component  covariances  to 
then  be  Q’d  (i.e.,  process  noise  added  in  the  filter  propagation  operation)  every  15  min. 

UREs 

RMS  UREs  for  all  age-of-data  were  as  good,  if  not  better,  than  what  they  were  with  the  master  clock 
configuration.  For  one  upload  per  day  per  SV  these  RMS  values  were  in  the  range  of  2  to  4  m.  Note 
that  UREs  are  very  insensitive  to  GPS  time  stability.  They  are  primarily  due  to  SV  clock  phase/fre¬ 
quency  variations  over  the  upload  interval. 


Steering  of  GPS  Time 

At  23:30  on  25  June  1990  (MJD48067),  a  directive  was  input  to  the  system  to  begin  steering  GPS  time 
to  drive  the  GPS-UTC  internally  computed  offset  to  zero.  Figure  2  shows  a  history  of  GPS-UTC  ob¬ 
tained  from  the  USNO  GPSVl  file.  The  steering  achieved  is  not  as  good  as  clock  ensembling  can 
theoretically  achieve.  Control  is  not  able  to  reduce  the  large  amplitude  (±100  ns)  of  the  offset.  It  is 
apparent  that  the  underlying  stability  of  GPS  time  (without  steering)  must  be  considerably  worse  than 
2.3E-14  and/or  some  other  unknown  type  of  aging-like  effect,  perhaps  caused  by  system  model  errors, 
must  be  going  on.  Table  1  shows  the  time  steer  history  from  0000  6  January  1980  to  0630  22  October 
1990.  Note  that  steer  control  values  (i.e.,  ±2.00E-19  or  O.OOE  +  00)  only  change  at  times  that  are  mul¬ 
tiples  of  15  min.  (the  Kalman  filter  update  interval). 

Table  1.  Time  Steer  History 


Day 

Month 

Year 

Modified 
Julian  Date 

Time 

Steer 

Control  Value 

6 

Jan 

1980 

44244 

00:00:00 

+O.00E+0O 

25 

Jun 

1990 

48067 

23:30:00 

+  2.00E-19 

11 

Jul 

1990 

48083 

22:30:00 

-2.00E-19 

12 

Jul 

1990 

48084 

15:00:00 

+  2.00E-19 

13 

Jut 

1990 

48085 

15:00:00 

-2.00E-19 

13 

Jul 

1990 

48085 

21:45:00 

+  2.00E-19 

16 

Jul 

1990 

48088 

01:15:00 

-2.00E-19 

16 

Jut 

1990 

48088 

18:30:00 

-(-2.00E-19 

17 

Jul 

1990 

48089 

05:15:00 

-2.00E-19 

17 

Jul 

1990 

48089 

17:30:00 

+  2.nOE-19 

19 

Jul 

1990 

48091 

17:00:00 

-2.00E-19 

17 

Aug 

1990 

48120 

16:15:00 

+  O.00E+OO 

27 

Aug 

1990 

48130 

23:45:00 

-2.00E-19 

28 

Aug 

1990 

48131 

06:30:00 

+  2.00E-19 

28 

Aug 

1990 

48131 

17:00:00 

-2.00E-19 

29 

Aug 

1990 

48132 

09:30:00 

+  2.00E-19 

29 

Aug 

1990 

48132 

22:15:00 

+  0.0OE+0O 

4 

Sep 

1990 

48138 

16:45:00 

+  2.00E-19 

17 

Sep 

1990 

48151 

14:15:00 

+O.OOE-fOO 

21 

Sep 

1990 

48155 

12:15:00 

+  2.00E-19 

21 

Sep 

1990 

48155 

12:45:00 

-2.00E-19 

5 

Oct 

1990 

48169 

18:30:00 

+  O.00E+0O 

9 

Oct 

1990 

48173 

07:15:00 

-2.00E-19 

20 

Oct 

1990 

48184 

11:15:00 

+  O.O0E+0O 

22 

Oct 

1990 

48186 

06:30:00 
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When  the  steering  from  Table  1  is  backed  out  of  the  GPS-UTC  plot  of  Figure  2,.  along  with  a  mean 
slope  of  4  ns/day,  the  underlying  behavior  of  GPS-UTC  is  evident  (Figure  3).  Ideally  Figure  3  should 
look  like  random  walk  with  a  small  amplitude  starting  from  250  ns  offset.  The  oscillatory  nature  of 
this  curve  needs  to  be  understood.  The  only  source  of  perturbation  on  GPS  time  (or  GPS-UTC)  must 
come  via  the  Kalman  filter  and  will  occur  when  the  filter  is  “lied  to.”  For  example,  if  a  Rubidium 
clock  (e.g.,  SV 16)  has  a  large  frequency  jump  and  the  clock  frequency  state  is  not  Q’d  sufficiently  to 
absorb  the  variation,  then  GPS  time  will  be  perturbed.  It  would  also  be  perturbed  if  an  MS  suffers  a 
phase  or  frequency  step  that  goes  unnoticed  and  so  the  clock  covariance  is  never  Q-bumped  to  allow 
the  filter  to  solve  for  the  new  phase  or  frequency.  GPS  time  is  perturbed  because  the  corrected  clock 
(i.e.,  the  clock  time  corrected  by  the  filter  state  offset)  represents  GPS  time,  and  if  the  state  doesn’t 
correctly  compensate  for  true  clock  behavior,  the  “corrected”  clock,  or  GPS  time  will  be  perturbed. 

In  the  course  of  these  investigations  perturbations  in  both  MS  and  SV  clock  states  were  evident,  and 
it  is  only  necessary  to  see  how  the  filter  was  handled  (e.g.,  was  the  covariance  matrix  Q-bumped  or 
process  noise  increased  at  these  times)  in  order  to  assess  whether  or  not  a  perturbation  in  GPS  time 
was  likely.  An  attempt  was  made  to  correlate  state  perturbations  occurring  in  the  interval  2  October 
to  15  October  with  the  slope  discontinuities  of  Figure  3.  On  2  October  the  Multiple  Frequency  Stan¬ 
dard  System  (i.e.,  the  MFSS  of  six  Cesium  clocks  operated  by  the  U.  S.  Naval  Research  Laboratory 
(NRL))  at  Falcon  Air  Force  Base  became  the  primary  standard  for  the  Colorado  Springs  Monitor 
Station  (COSPM).  At  the  time  of  the  switch,  a  large  jump  in  the  COSPM  frequency  state  was  appar¬ 
ent.  Hopefully  the  jump  was  simultaneous  with  a  large  Q-bump  of  the  COSPM  clock  states,  however, 
the  distinct  change  in  slope  of  GPS-UTC  at  that  time  is  evidence  to  the  contrary. 

SV  Clock  Stability 

Although  GPS  time  is  being  perturbed,  due  to  unmodeled  filter  processing,  the  stability  of  the  SV 
clocks  is  up  to  expectations.  Figure  4,  provided  by  D.  Allan  of  NISX  is  a  plot  of  Allan’s  variance  for 
five  SVs  in  the  constellation.  SV  16,  the  outlier,  was  having  problems  during  this  interval  of  time  (12 
August  to  11  September  1990).  The  other  four  block  II  SVs  are  operating  better  than  their  specifica¬ 
tion  of  2E-13  at  tau  equals  1  day.  Figures  5  and  6  show  SVN  18  clock  phase  behavior  (with  a  straight 
line  removed)  and  corresponding  Allan  variance  for  tau  between  15  min  and  1  day.  These  were  com¬ 
puted  from  MCS  Kalman  filter  data.  A  12-hr,  unmodeled,  periodic  variation  in  phase  is  evident  in 
Figure  5.  It’s  peak-to-peak  amplitude  is  about  2  m.  Tliis  periodicity  produces  the  sharp  breaks  in 
the  Allan  variance  plot  of  Figure  6.  The  1-day  value  of  the  variance,  8E-14,  is  uncorrupted  by  the 
periodicity,  since  1  day  is  a  multiple  of  12  hr. 

Stability  of  GPS  Time 

It  should  come  as  no  surprise,  because  of  the  oscillatoiy  behavior  of  GPS-UTC  evidenced  in  Figure  3, 
that  GPS  stability  relative  to  UTC  (in  the  interval  31  May  to  8  September  1990)  would  not  be  as  good 
as  predicted  from  the  theory  (2.3E-14).  This  is  apparent  from  Figure  7,  another  of  D.  Allan’s  contri¬ 
butions.  Stability  is  more  like  8E-14,  comparable  to  the  performance  of  a  master  MS  configuration. 
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It  should  be  noted  that  in  the  time  span  of  Figure  7,  SV  16  had  a  large  frequency  jump  and  in  addi¬ 
tion  its  aging  state  was  not  being  Q’d  in  the  filter.  This  could  have  had  a  significant  impact  on  GPS 
time.  Another  impression,  however,  of  GPS  time  stability  is  gained  when  one  looks  at  the  Colorado 
Springs  monitor  station  clock  phase  state.  This  state  is  an  estimate  of  the  phase  offset  between  the 
MFSS  ensemble  (stable  to  2E-14  relative  to  UTC)  and  GPS  time.  The  phase  state  from  partition  No. 
1  is  plotted  in  Figure  8  and  its  Allan  variance  is  shown  in  Figure  9.  The  1-day  GPS  stability  (with  the 
MFSS  stability  removed)  is  4E-14.  The  difference  between  this  assessment  (based  on  the  current 
time  phase  state)  and  that  of  D.  Allan  (based  on  the  predicted  phase  state)  is  considerable.  The 
1-day  Allan  variance  is  close  to  our  theoretical  expectation.  Figure  10,  an  Allan  variance  plot  for  the 
Kwajalein  MS,  also  supports  the  idea  that  GPS  time  stability  is  better  than  4E-14  at  1  day.  The  24-hr 
periodicity  inherent  in  the  clock  phase  of  Kwajalein  (and  all  other  MS  clocks  to  a  greater  or  lesser 
degree)  causes  the  Allan  variance  to  be  larger  at  12  and  36  hr  than  at  24  hr.  Figure  11  shows  this  pe¬ 
riodicity  with  peak-to-peak  amplitude  of  4  m  or  so.  If  the  clocks  are  really  cycling  daily  (e.g.,  because 
of  temperature  and/or  humidity  changes),  and  the  filter  estimates  only  reflect  a  portion  of  the  ampli¬ 
tude,  it  is  possible  that  GPS  time  stability  will  be  degraded  for  taus  that  are  not  a  multiple  of  24  hr 
(as  Figures  9  and  10  indicate).  On  the  other  hand,  augmenting  the  clock  model  with  a  sinusoid  term 
would  remove  the  performance  degradation.  It  is  also  possible  that  the  unmodeled  sinusoid  is  hin¬ 
dering  our  ability  to  steer  GPS  time.  This  is  being  investigated  by  simulation. 

As  mentioned  earlier,  each  filter  partition  has  its  own  GPS  time  reference,  and  these  are  reconciled 
every  15  min  for  a  common  value.  The  effectiveness  of  this  reconciliation  is  measured  by  differencing 
corresponding  MS  phase  states  from  two  partitions.  One  of  these  differences  for  the  Kwajalein  MS 
and  partitions  No.l  and  3  is  plotted  in  Figure  12.  Excursions  are  generally  between  ±2m.  The  Allan 
variance  of  the  difference,  a  direct  measure  of  the  stability  of  partition  No.l  GPS  time  relative  to 
partition  No.  3,  is  4E-14  at  1  day  (Figure  13).  The  inferred  absolute  stability  of  each  relative  to  a 
“perfect”  clock  would  be  4/v^  E  - 14,  or  2.7E-14.  The  stability  of  GPS  time  for  each  partition  looks 
good  in  terms  of  Allan  variance,  but  the  MS  phase  difference  of  ±2  m  may  be  a  problem.  This  is 
being  investigated  further. 


CONCLUSIONS 

GPS  time,  constructed  from  the  composite  clock  software,  is  being  perturbed  by  unmodeled  or  im¬ 
properly  modeled  clock  phase  behavior.  Analysis  of  Kalman  filter  MS  clock  phase  estimates  shows  a 
daily  periodic  signature  with  peak-to-peak  amplitude  of  4  m  that  varies  somewhat  from  MS  to  MS. 
GPS  time  stability,  inferred  from  Allan  variances  of  MS  clock  phase  estimates,  in  the  interval  2  to  22 
October  1990  very  nearly  measures  up  to  expectations.  This  means  that  the  filter  clock  states  are  by 
and  large  reflecting  true  clock  behavior  and,  hence,  are  isolating  GPS  time  from  clock  perturbations 
in  this  interval.  Further  studies  arc  needed  to  explain  the  behavior  of  GPS-UTC  in  the  interval  prior 
to  2  October  when  SV  16  was  having  its  problems. 
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JULIAN  DATE  (note:  MJD  47700  =  23  June  1989) 


Figure  2.  UTC(USNO)  Reference  -  GPS  Time 
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Figure  7.  GPS  System  Time  —  UTC(USNO  MC)  (31  May  to  8  September  1990). 


TIME  (day  of  October) 

Figure  8.  Colorado  Springs  Monitor  Station  Clock  Phase  Estimate  (Partition  No.  1). 
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SECONDS 


Figure  9.  Colorado  Springs  Monitor  Station  Allan  Variance  (Partition  No.  1). 


SECONDS 

Figure  10.  Kwajalein  Monitor  Station  Clock  Phase  Estimate  (3-19  October  1990). 
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TIME  (day  of  October) 

Figure  11.  Kwajalein  Monitor  Station  Clock  Phase  Estimate  (3-19  October  1990). 
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QUESTIONS  AND  ANSWERS 


Professor  Alley,  University  of  Maryland:  You  mentioned  that  there  was  a  variation.  Did 
that  have  a  12  hour  or  a  24  hour  period? 

Mr.  Satin:  That  did  not  have  any  definite  periodicity  to  it.  It  does  look  like  the  station  frequency 
has  a  24  hour  periodicity  to  it.  We  think  that  the  periodicity  is  caused  by  humidity. 

Professor  Alley:  You  mentioned  a  12  hour  period  also. 

Mr.  Satin:  That  is  in  the  satellite,  they  have  a  12  hour  orbit.  That  is  a  temperature  variation 
effect. 

Dr.  Winkler,  U.  S.  Naval  Observatory:  What  was  the  rationale  which  led  to  the  decision  to 
use  a  bang-bang  steering  to  UTC?  And  what  is  the  dead-hand  in  that  control? 

Mr.  Satin:  I  can’t  answer  the  question  about  the  dead-hand  right  now.  We  investigated  several 
different  algorithms  for  the  control.  The  bang  bang  takes  out  large  initial  offsets  much  quicker  than 
the  others. 

Dr.  Winkler:  At  the  expense  of  much  larger  frequency  changes,  and  that  is,  of  course,  detrimental 
to  its  time  usage. 

Mr.  Satin:  All  the  simulations  show  that  there  is  no  problem  there. 

David  Allan,  NIST:  On  your  last  view-graph,  the  cesium  performance  of  from  lO"^^  down 
to  10"^^  is  pretty  typical  of  the  space  cesiums.  How  can  you  have  a  type  of  behavior  out  at  10® 
seconds?  That  is  not  typical  of  cesiums  or  anything  in  the  system. 

Mr.  Satin:  We  think  that  that  is  related  to  the  periodicity  in  the  monitor  stations.  In  other  words, 
at  the  24  hour  point  you  don’t  see  the  24  periodicity  and  things  get  better,  but  you  do  see  it  at  other 
points. 

Mr.  Allan:  You  are  saying  that  this  is  an  aliasing? 

Mr.  Satin:  Yes,  that  is  right. 

Mr.  Allan:  But  if  you  have  a  periodicity,  it  will  increase  the  noise  over  it  will  not  decrease  it. 
The  curve  would  have  an  increase  at  12  hours,  and  no  increase  at  24  hours.  You  have  a  curve, 
so  I  don’t  see  any  aliasing  affect. 

Dr.  Henry  Fliegel,  The  Aerospace  Corporation:  We  believe  that  the  strange  appearance 
of  the  sigma-tau  curve  is  because  we  do  have  21  hour  periodicities  and  they  alias  at  12  and  36  hours. 
As  far  as  I  know,  that  completely  explains  the  appearance  of  the  curve. 

Dr.  Claudine  Thomas,  BIPM:  Why  are  you  using  that  .set  of  filters  and  the  clocks  are  not 
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independent,  when  with  one  Kalman  filter  you  could  handle  everything? 

Mr.  Satin:  It  is  computationally  more  efficient  to  use  three  smaller  filters.  When  the  system  was 
first  designed,  we  didn’t  have  the  number-crunching  capability  to  handle  the  single  Kalman  filter. 
That  would  be  24  satellites,  11  states  per  satellite  for  a  total  of  hundreds  of  states. 

Dr.  Thomas:  Yes,  but  the  clocks  which  are  involved  in  your  filters  are  not  independent. 

Mr.  Satin:  Right,  it  is  sub-optimal.  That  is  correct,  but  we  did  a  study  to  determine  what  the 
effect  would  be  to  use  one,  two,  or  three  filters  because  we  are  making  a  large  software  change  and 
could  change  the  filters,  but  the  gain  was  essentially  zero. 

Sarh  Stein,  Ball  Corp.:  I  am  afraid,  Henry,  that  I  would  have  to  agree  with  Dave  Allan  and 
disagree  with  you.  We  calculated  the  exact  effect  of  a  periodicity  on  Oy.  Its  effect,  if  you  have  a  24 
hour  periodicity,  would  be  an  elevation  of  Oy  over  the  white  frequency  noise  level,  due  to  the  ensemble, 
at  12  hours,  a  decrease  back  to  the  white  frequency  noise  level  at  24  hours,  and  then  it  would  come 
back  up  afterwards.  If  you  look  at  the  very  short  term,  if  you  look  at  the  numbers  at  1000  seconds, 
you  can  see  where  the  level  is.  Whatever  this  phenomenon  is,  it  causes  a  decrease  below  the 
noise  level  that  one  would  attribute  to  the  ensemble,  and  that  is  surprising.  We  often  see  this  when 
there  is  a  small  amount  of  data,  but  if  those  are  error  bars  that  I  see  on  the  curve,  it  would  indicate 
that  there  is  an  adequate  amount  of  data  and  one  should  not  see  such  a  large  effect. 

Mr.  Satin:  We  have  approximately  20  days  of  data,  so  we  should  have  a  pretty  good  estimate  of 
the  one  day  variance. 

Tom  McCaskill,  Naval  Research  Laboratory:  I  would  just  like  to  make  some  comments.  If 
you-look  at  the  short  term  data,  you  start  out  at  900  seconds,  which  is  15  minutes.  If  you  follow  that 
out,  you  have  the  same  slope  out  to  what  corresponds  to  the  time  for  one  pass  of  a  satellite.  Then 
there  is  the  time  when  you  are  switching  to  another  satellite  and  you  get  a  different  type  of  behavior. 
I  agree  with  the  other  gentlemen  about  the  effect  of  the  periodicity,  but  this  is  not  that  effect. 
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Abstract 

Over  intercontinental  distances  the  accuracy  of  GPS  time  transfers  ranges  from  JO  to  20  ns.  The  prin¬ 
cipal  error  sources  are  the  broadcast  ionospheric  model,  the  broadcast  ephemerides  and  the  local  antenna 
coordinates. 

Previous  work  lots  already  shown  the  impact  of  correcting  each  of  these  error  sources  individually,  using 
either  measured  ionospheric  delays,  precise  GPS  scdellite  ephemerides,  or  improved  antenna  coordinates. 
Ionospheric  delay  measurements  can  be  provided  by  dual frequency  codeless  ionospheric  calibrators.  Precise 
GPS  satellite  ephemerides  are  now  available  from  the  U.S.  Defense  Mapping  Agency  (DMA),  and  others. 
GPS  receiver  antenna  coordinates  should  be  accurately  linked  to  stations  of  the  JERS  Terrestrial  Reference 
Frame.  If  such  a  link  is  not  available from  geodetic  metlwds,  accurate  differential  positioning,  between  GPS 
antennas,  can  be  realized  over  short  distances,  using  the  BIPM  method. 

For  the first  time,  the  three  major  error  sources  for  GPS  time  transfer  can  be  reduced  simultaneously  for 
a  particular  time  link.  Ionospheric  measurement  systems  of  the  NIST  type  are  now  operating  on  a  regular 
basis  at  the  National  Institute  of  Standards  and  Technology  in  Boulder  ( Colorado,  USA)  and  at  the  Paris  Ob¬ 
servatory  in  Paris  (France).  Broadcast  ephemerides  are  currently  recorded  for  time-transfer  tracks  between 
these  sites,  this  being  necessary  for  using  precise  ephemerides.  At  last,  corrected  local  GPS  antenna  coordi¬ 
nates  are  now  introduced  in  GPS  receivers  at  both  sites.  This  paper  slwws  the  improvement  in  precision  for 
this  long-distance  time  comparison  resultingfrom  the  reduction  of  these  three  error  sources. 
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INTRODUCTION 


The  excellence  of  worldwide  unification  of  time  depends  on  the  means  of  time  comparison.  The 
rapid  development  of  the  Global  Positioning  System  since  1983  has  led  to  a  major  improvement  in 
the  precision  and  accuracy  of  time  metrology.  Using  commercially  available  C/A  Code  GPS  time 
receivers,  time  comparisons  can  easily  be  performed  with  an  accuracy  of  10  to  20  nanoseconds  over 
intercontinental  distances.  However,  it  should  be  possible  to  improve  this  performance  greatly  by 
removing  systematic  errors^^^  In  GPS  time  transfers  the  three  principal  error  sources  are  the  local 
antenna  coordinates,  the  broadcast  ionospheric  model  and  the  broadcast  ephemerides.  Previous  work 
shows  the  impact  of  correcting  each  of  these  error  sources  individually^^'  We  show  here  the  first 
example  of  long-distance  time  comparison  where  all  three  errors  may  be  reduced  simultaneously.  This 
experiment  concerns  the  time  link  between  the  Paris  Observatory  (Paris,  France)  and  the  National 
Institute  of  Standards  and  Technology  (Boulder,  Colorado,  USA),  which  corresponds  to  7400  km 
baseline.  In  following  sections  the  experiment  is  first  presented  in  detail,  then  the  results  are  analjzcd. 

1-THE  EXPERIMENT 

The  difference  UTC(OP)  -  UTC(NIST)  is  computed  using  the  common  view  methodf®!,  for  a  67-day 
period,  from  1990  June  11  (MJD  48056)  to  1990  August  20  (MJD  48123).  The  GPS  data  taken  at  the 
two  sites  correspond  to  the  international  GPS  schedule  n°15,  issued  by  the  Bureau  International  des 
Poids  et  Mesures,  and  implemented  on  1990  June  12  (MJD  48054),  see  table  1. 


TABLE  1:  Daily  scheduled  common  views  between 
Europe  and  West  North  America  (MJD  48054) 
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Nine  tracks,  spread  over  1 1  hours,  arc  scheduled  each  day,  four  of  which  correspond  to  Block  I  satellites 
and  five  to  Block  II  satellites,  so  we  have  603  potential  common  views  for  the  period  under  study. 
However  the  elevation  of  satellite  3  was  too  low  from  Paris  and  became  observable  only  at  mid  July 
due  to  its  rephasing  maneuver. 

For  one  part  of  the  period  under  study  (1990  June  14  to  1990  August  10),  the  intentional  degradation 
of  GPS  signals,  known  as  Selective  Availability  (SA),  was  turned  on  for  the  Block  II  satellites.  It  can 
be  shown  however  that  it  affected  only  the  satellite  clocks,  producing  a  phase  jitter  which  is  completely 
removed  by  strict  common  vicwsl®!  (same  start  time  and  same  track  length).  In  our  experiment  we 
found  -576  perfect  common  views.  Moreover,  the  two  GPS  receivers  come  from  the  same  maker  and 
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use  the-same  software  for  treating  the  short-term  data.  This  further  helps  remove  the  clock  dither 
and  enhances  the  symmetry  of  the  experiment. 

The  values  UTG(OP)  -  UTC(NIST)  are  obtained  for  each  observed  satellite  at  the  time,  Tmid,  of 
the  midpoint  of  the  track. 

1-1  AGCURATE  ANTENNA  COORDINATES 

Accurate  antenna  coordinates  can  be  obtained  with  uncertainties  of  a  few  centimeters  through  geodetic 
methodsf^J  by  relative  positioning  between  the  antenna  and  the  nearest  lERS  site.  The  BIPM  has 
also  developed  a  method  of  differential  positioning  between  GPS  antennas,  using  the  data  of  the  time 
comparisons  themselves^^^.  The  consistency  of  the  coordinates  obtained  by  this  method  is  within  50 
cm  for  distances  up  to  1000  km.  Using  these  two  techniques  together,  over  the  last  few  years,  all 
nationaPlaboratories  equipped  with  GPS  have  been  linked  to  lERS  sites.  On  1990  June  12  at  OhOO 
UTC  (MJD  48054),  cis  suggested  by  the  BIPM,  these  corrected  coordinates  were  introduced  into  the 
GPS  time  receivers,  ensuring  worldwide  homogenization  of  the  coordinates  in  the  lERS  Terrestrial 
Reference  Frame  (ITRF). 

Thus,  at  the  beginning  of  our  experiment,  the  NIST  GPS  antenna  has  courdiii.ates  known  with  an 
uncertainty  of  30  cm.  They  were  obtained  by  GPS  geodetic  differential  positioning  with  respect  to 
Platteville  VLBI  site  in  July  19891^1.  For  OP,  the  coordinates  were  obtained  by  the  BIPM  differential 
positioning  method,  with  respect  to  the  Grasse  ITRF  SLR  site.  They  are  derived  from  data  covering 
1987  December  15  to  1988  June  21^^^  and  are  given  with  an  uncertainty  of  50  cm. 

1-2  MEASURED  IONOSPHERIC  DELAY 

In  the  usual  GPS  data  file,  the  correction  used  for  ionospheric  refraction  comes  from  a  model^®^,  the 
parameters  of  which  are  included  in  the  GPS  message.  At  radio -frequencies,  however,  the  ionosphere 
is  a  dispersive  medium  so  that  its  effect  on  time  comparison  between  local  and  GPS  satellite  clocks 
can  be  estimated  by  dual-frequency  methods.  Dual- frequency  receivers,  which  do  not  depend  on 
knowledge  of  the  P- code  have  recently  been  developed^®  They  give  measurements  of  ionospheric 
delay  along  the  line  of  sight  of  satellites  with  uncertainties  of  1  to  2  ns.  The  gain  in  precision  for  long 
distance  time  comparisons  has  already  been  shown  when  the  two  branches  of  the  link  are  corrected 
with  measured  ionospheric  values^^^K  The  gain  in  accuracy  was  also  pointed  out  from  the  studj  of 
the  closure  around  the  world  via  NIST,  OP  and  CRL  through  the  use  of  such  measurementsl^J. 

The  two  sites  involved  in  this  study  are  equipped  with  similar  codeless  dual  frequency  GPS  receivers 
of  the  NIST  type^^^l  (NIST  Ionospheric  Measurement  System).  In  their  present  configuration,  these 
devices  are  stand-alone  units,  with  values  of  ionospheric  delay  for  all  satellites  in  view  available  as 
often  as  every  15  seconds.  These  data  are  stored  after  a  linear  fit  over  15  minutes,  at  times  Ti 
corresponding  to  round  quarters  of  hours:  OhOO  UTC,  0hl5  UTC,  0h30  UTC,...  etc.  From  these  data 
it  is  necessary  to  estimate  the  value  of  the  measured  ionospheric  delay  foi  a  given  tracking  (satellite 
s  and  middle- time  Tmid).  In  the  general  case,  we  use  several  measurements  for  the  same  satellite  s, 
surrounding  Tmid.  A  polynomial  fit  is  then  performed  (linear  to  cubic  depending  on  the  number  of 
values  which  are  used).  The  estimated  value  is  deduced  for  Tmid  by  interpolation.  This  poly  nomial 
fit  is  never  extrapolated  and  measurements  from  other  satellites  are  never  used.  If  only  one  value  is 
available  for  s,  it  is  used  only  if  its  reference  time,  Ti,  is  less  than  7.5  minutes  away  from  Tmid.  The 
ionospheric  measure  for  Ti  and  the  slope  of  the  15  minute  linear  fit,  computed  in  the  receiver  over 
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15-second  ionospheric  measurements,  are  then  processed  to  estimate  the  ionospheric  delay  at  Tmid. 

With  the  available  data  from  both  sites,  393  strict  common  views  were  corrected  for  the  ionospheric 
delay  during  the  period  under  study. 


1-3  PRECISE  EPHEMERIDES 

The  GPS  precise  ephemerides  were  computed  at  the  U.S.  Naval  Surface  Warfare  Center  (NSW'C)  from 
the  beginning  of  1986  to  1989  July  29.  Since  then  they  have  been  produced  by  the  Defense  Mapping 
Agency  (DMA).  These  ephemerides  are  received  on  a  regular  basis  at  the  BIPM.  Their  estimated 
accuracy  is  of  the  order  of  3  meters.  At  present  time,  the  delay  of  access  of  precise  ephemerides  is 
about  three  months,  so  that  the  period  we  are  studying  here  is  limited  to  the  end  of  August  1990. 

In  practice,  computations  with  precise  ephemerides  require  knowledge  of  the  broadcast  ephemerides 
used  by  the  receiver  software  in  order  to  apply  differential  corrections^.  The  BIPM  started  the  regular 
collection  of  GPS  broadcast  ephemerides  in  May  1990.  Another  difficulty  is  the  possible  change  of 
ephemeris  parameters  during  the  usual  13-minute  tracking  period.  The  software  of  the  GPS  receivers 
used  in  this  experiment  was  modified  in  order  to  retain  a  single  ephemeris  for  the  full  duration  of 
the  tracking.  The  available  ephemerides  data  collected  by  the  BIPM  could  be  used  for  correcting  454 
strict  common  views  between  OP  and  NIST  for  the  period  under  study. 

The  precise  ephemerides  PEi  are  provided  in  Cartesian  coordinates  at  times  Ti  corresponding  to  round 
quarters  of  hours:  OhOO  UTC,  0hl5  UTC,  0h30  UTC,  0h45  UTC...etc.  It  is  then  necessary  to  compute 
from  the  broadcast  Keplerian  elements,  the  positions  BEl,  BE2  and  BE3  for  three  times  Tl,  T2  and 
T3,  such  that: 


Tl  <  Tstart  <  T2  <  Tstop  <  T3‘ 

where  Tstart  and  Tstop  are  the  start  time  and  the  stop  time  of  the  usual  13-minute  tracking.  The 
ephemeris  corrections  PEi  -  BEi,  for  i  =  1,2,3,  are  transformed  in  a  frame  linked  to  the  satellite  (On- 
track,  Radial,  Cross-track)  and  a  quadratic  polynomial  in  time  is  computed  to  represent  each  compo¬ 
nent.  A  quadratic  representation  is  also  computed  in  the  same  frame  for  the  vector  satellite-station. 
The  inner  product  of  these  quadratic  representations  provides  the  corrections  to  GPS  measurements 
each  15  seconds.  A  linear  fit  on  these  short-term  corrections  gives  the  correction  at  Tmid  of  the  values 
UTC(Lab)  -  GPS  for  each  laboratory. 


2  RESULTS 


For  the  period  under  study,  314  perfect  common  views  between  OP  and  NIST  could  be  corrected 
simultaneously  with  measured  ionospheric  delays  and  precise  ephemerides.  The  results  given  here 
only  involve  the  values  UTC(OP)  -  UTC(NIST)  corresponding  to  these  particular  trackings,  whether 
the  tracks  include  the  corrections  or  not. 

The  corrections  to  the  antenna  coordinates  being  already  introduced,  four  different  cases  are  empha¬ 
sized  in  this  study: 

•  raw  values, 
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•  corrected  values  for  epliemerid'’s  only, 

•  corrected  values  for  ionosphere  only, 

•  corrected  values  for  ephemerides  and  ionosphere  together. 

For  each  case,  a  Vondrak  smoothing^^^^  is  performed  on  the  values  UTC(OP)  -  UTC(NIST).  The 
standard  deviation  of  the  residuals  to  the  smoothing  for  the  complete  period  is  as  follows: 


raw  values:  7.53  ns 

corrected  values  for  ephem.:  5.39  ns 

corrected  values  for  iono.:  6.46  ns 

corrected  values  for  ephem.  +  iono.:  3.22  ns 

Each  correction  decreases  the  total  standard  deviation  with  a  clear  improvement  where  both  of  the 
corrections  are  applied. 

The  residuals  to  the  smoothing  for  each  data  point  are  presented  in  Fig.  1  to  4.  The  comparison  of  these 
figures  gives  the  evidence  of  the  improvement  of  the  ‘precision  of  reading  UTC(OP)  —  UTC(NIST)’ 
when  correcting  one  or  the  other  error  source.  The  effect  is  yet  more  clear  with  the  use  of  precise 
ephemerides  together  with  measured  ionospheric  delays.  In  this  case,  the  daily  standard  deviations 
of  the  residuals  (see  Fig.  5)  unquestionably  drop.  They  collapse  to  %'alues  below  4  ns  for  nearly  the 
entire  period  under  study. 

Some  comments  should  be  added  to  this  general  overview: 

During  the  period  under  study,  SA  was  on  from  the  beginning  till  1990  August  10  (MJD  48113).  Fig. 
1  shows  that  it  did  not  affect  our  computations  using  strict  common  views.  This  is  in  agreement  with 
Ref  6.  Among  others,  satellite  12  presented  very  large  residuals  for  some  days  in  August.  This  effect 
completely  disappears  only  when  corrections  for  precise  ephemerides  are  applied  (Fig.  2).  These  very 
poor  broadcast  ephemerides  for  satellite  12  are  observed  during  its  eclipse  season.  This  phenomena  was 
already  observedf**!  for  satellites  equipped  with  rubidium  clocks,  which  are  more  sensitive  to  thermal 
environment.  However,  this  explanation  does  not  seem  to  be  valid  here  since  the  satellite  12  was 
probably  equipped  with  a  cmsium  clock  at  that  time. 

The  examples  of  satellites  12  and  13,  underlined  on  Fig.  1  to  4,  show  that  the  use  of  precise  ephemerides 
helps  to  smooth  the  daily  residuals  for  each  common  view  track  while  the  use  of  ionospheric  measure¬ 
ments  tends  rather  to  decrease  the  biases  between  satellites.  These  two  effects  were  tilready  shown 
individually^^’  here  they  combine  to  reduce  the  uncertainty  of  the  time  comparison  (Fig.  4). 

The  favorable  effect  of  applying  these  two  corrections  is  linked  to  the  particular  long  baseline  (7400 
km)  between  the  two  sites.  This  baseline  requires  that  common  view  observations  often  have  low 
elevations  so  that  precise  knowledge  of  satellite  positions  and  of  ionospheric  conditions  are  needed. 

Daily  values  of  UTC(OP)  -  UTC(NIST),  at  OhOO  UTC,  have  been  estimated  from  the  smoothed  data 
points.  The  changes  brought  by  the  application  of  corrections  to  these  values  are  shown  on  Fig.  6. 
The  ionospheric  measurements,  which  improve  the  estimate  of  the  signal  delay  over  the  ionospheric 
model,  cause  a  global  shift  of  about  7  ns.  Precise  ephemerides  correct  anomalies  due  to  some  satellites 
with  poor  broadcast  ephemeridc*.  Though  we  have  here  no  absolute  test,  the  accuracy  of  the  time 
transfer  is  probably  improved^^l. 
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The  Allan  devia.tion  of  the  daily  raw  and  corrected  values  of  UTC(OP)  -  UTC(NIST)  at  OhOO  UTC 
is  given  on  Fig.7  and  8  with  a  basic  sample  duration  equal  to  one  day.  It  is  impossible  to  get  an 
estimate  of  the  Allan  deviation  on  a  shorter  evenly  spaced  time  interval  since  the  scheduled  common 
views  OP-NIST  are  spread  over  14  hours  each  day.  Raw  data  is  affected  by  white  phase  noise  whose 
origin  is  the  time  difference  measurementt .  It  is  smoothed  out  by  averaging  over  5  to  6  days.  When 
corrections  for  precise  ephemerides  and  measured  ionospheric  delays  are  applied,  the  measurement 
noise  is  already  smoothed  out  when  avf'  aging  over  one  day.  The  real  performance  of  the  local  clocks, 
white  frequency  modulation  for  tl>  averaging  time,  is  then  accessible. 


CONCLUSTONS 


A  two-month  study  of  time  transfers  between  OP  and  NIST  shows  that  the  consistency  of  long¬ 
distance  GPS  time  comparisons  is  largely  improved  by  the  use  of  accurate  antenna  coordinates,  pre¬ 
cise  satellite  ephemerides  and  measured  ionospheric  delays.  The  average  of  the  daily  biases  between 
satellites  drops  to  3  ns.  At  that  level  of  precision,  the  local  time  scales  are  completely  accessible 
for  averaging  time  of  the  order  of  one  day.  This  performanc''  competes  with  that  is  observed  for 
.nort-distance  time  comparisonsl^J. 

Ver  soon,  it  may  be  necessary  to  refine  the  conditions  of  operation:  calibration  of  GPS  receivers, 
unification  of  receiver  software,  control  of  multipath  interferences,  use  of  ultra  precise  ephemerides, 
use  of  Earth  tides  model. ..etc. 

Another  experiment  with  a  third  laboratory  in  Japan  in  which  the  three  links  could  be  corrected  for 
precise  ephemerides  and  ionospheric  measurements  is  now  in  progress;  it  oliould  give  an  interesting 
test  of  the  accuracy  of  GPS  time  transfer. 
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FzaaRE3:  GPS  time  transfer  VTC(OP)  ~  VTC(HIST) :  residuals  to  the 
smoothed  values  previously  corrected  for  measured  ionospheric  delays. 


Fiaunr  4;  GPS  time  transfer  UTC(OF)  -  4IST) ;  residuals  to  the 
smoothed  values  previously  corrected  precise  ephemerides  and 
measured  ionospheric  delays. 
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mjd  -48000 


FiaaRE  S:  GPS  tine  transfer  VTC(OP)  -  UTC(msT) :  dally  standard 
deviations  of  the  residuals  obtained  with: 

-  raw  data, 

-  data  corrected  for  precise  ephemerldes  and  measured 

ionospheric  delays. 


Fzoure  6:  Difference  between  the  corrected  and  the  raw  values 
UTC(OP)  -  UTC(NIST)  .  The  corrected  values  UTC(OP)  -  UTC(NIST)  are 
obtained  with: 

-  precise  ephemerldes, 

-  measured  ionospheric  delays, 

. precise  ephoaoridos  and  measured  ionospheric  delays. 
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FIGURE  7:  Allan  deviation  of  the  raw  values  UTC(OP)  -  UTC(NXST)  . 
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Figure  8:  Allan  deviation  of  the  values  UTC(OP)  -  UTC(HIST)  after 
correction  for  precise  epbenerides  and  aeasured  ionospheric  delays. 
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QUESTIONS  AND  ANSWERS 


David  Allan,  NIST:  How  do  you  combine  the  nine  readings  of  each  satellite  each  day? 

Dr.  Thomas:  We  did  smoothing  and  then  took  the  value  each  day  at  zero  hours,  TJTC. 

Mr.  Allan:  Are  all  values  treated  equally? 

Dr.  Thomas:  Yes. 

Anthony  Liu,  The  Aerospace  Corporation:  By  what  method  do  you  use  the  differential 
correction  for  your  ephemeris? 

Dr.  Thomas:  We  get  the  parameters  for  the  precise  ephemeris  each  15  minutes.  It  is  a  little  difficult 
to  explain  here,  but  it  is  in  the  paper. 

Mr.  Liu:  What  is  the  general  magnitude  of  the  correction  in  meters  or  other  units? 

Dr.  Lewandowski:  It  can  reach  10  meters.  Generally  it  is  not  more  than  3  to  5  meters. 

Unknow  Voice:  I  would  add  that  the  uncertainty  of  the  DMA  precise  ephemerides  are  about  three 
meters.  A  study  that  was  made  last  year  showed  that  the  broadcast  ephemerides  differed  by  an  average 
of  about  5  or  6  meters.  For  rubidium  equipped  satellites,  this  difference  can  get  to  30  meters  during 
eclipses. 

Michel  Grandveaud,  Paris  Observatory:  I  would  like  to  know  whether  the  same  filtering  was 
used  on  the  data  and  the  corrected  data  and  whether  you  observed  a  bias  between  the  results  of  these 
two  filterings? 

Dr.  Thomas:  The  filtering  was  the  same  for  both  cases.  Yes,  there  was  some  bias.  It  is  shown  in 
the  paper. 

Tom  McCaskill,  Naval  Research  Laboratories:  We  are  looking  at  the  use  of  precision  clocks 
in  a  fairly  complex  system.  What  we  have  seen  on  the  frequency  stability  profile  in  what  you  have 
presented  and  in  the  previous  paper  and  you  can  identify  from  the  slopes  of  the  frequency  stability 
profile  the  types  of  noise  on  the  clocks.  The  clocks  have  been  very  well  characterized  in  terms  of  the 
types  of  behavior.  If  you  use  the  data  to  determine  the  slope,  then  you  can  identify  the  random  noise 
process.  If  the  alopes  do  not  agree  with  the  knowm  behavior  of  the  clock,  then  the  noise  is  coming 
from  some  other  part  of  the  system.  This  sort  of  behavior  tells  you  that  it  is  a  non-clock  process,  or 
at  least  that  it  is  not  a  well  behved  clock. 
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GPS/Loran-C  Interoperability  for  Time  and 
Frequency  Applications — A  Survey  of  the  Times  of 
Arrival  of  Loran-C  Transmissions 
via  GPS  Common  Mode/Common  View 
Satellite  Observations 

Bruce  Penrod,  Richard  Funderburk,  Peter  Dana-Consultant 

Austron,  Inc. 

P.O.  Box  14766 
Austin,  Texas  78761 


!  I.  Introduction 

I 

f 

j.  Since  the  advent  of  GPS  satellite  based  time  and  frequency  transfer  the  role  of  Loran-C  in  this 

I  application  has  been  greatly  diminished.  The  capabilities  of  undegraded  GPS  are  indeed  superior  to 

=  those  of  the  Loran-C  system  in  most  respects  including  coverage,  absolute  timing  accuracy,  and  ease 

I  of  use.  However  potential  drawbacks  of  GPS  to  the  time  and  frequency  user  exist,  such  as  higher  cost, 

I  more  complex  hardware  and  non-civilian  control  of  the  system.  This  last  has  brought  us  the  specter  of 

E  Selective  Availability  (SA),  an  on  again-off  again,  intentional  degradation  of  the  accuracies  obtainable 

I  from  the  GPS.  Though  not  the  focus  of  this  report,  it  should  be  noted  that  the  medium  term  (r  =780 

?  seconds)  frequency  stability  of  the  Loran-C  transmissions,  for  reasonably  close  transmitters,  is  almost 

two  orders  of  magnitude  better  than  that  of  the  GPS  transmissions  observed  under  SA — reason  enough 
to  keep  Loran-C  in  mind  for  frequency  control  purposes. 

This  paper  surveys  the  absolute  time  setting  performance  achievable  from  seven  distinct  transmitters 
in  four  North  American  chains  via  the  Loran-C  Time  of  Coincidence  (TOC)  with  UTC  synchronization 
technique.  Motivation  for  this  undertaking  consisted  of  both  frustration  with  SA  and  strong  curiousity 
about  how  well  the  propagation  path  of  the  Loran-C  signals  could  be  modeled  and  how  well  the 
transmitters  are  synchronized  to  UTC  as  a  result  of  the  enactment  in  1987  of  Public  Law  100-223^^1 
requiring  synchronization  at  the  100  ns  level.  Navigation  users  desiring  to  combine  GPS  with  Loran-C 
to  enhance  the  overall  reliability  of  their  systems  would  prefer  to  treat  the  Loran-C  signals  analogously 
to  those  from  the  satellites,  i.e.  as  pseudo-ranges  rather  than  as  time  differences  (TD’s),  the  input 
to  the  traditional  Loran-C  hyperbolic  navigation  solution.  Multi-chain  Loran-C  navigation  is  also 
facilitated  by  absolute  time  synchronization  as  well. 

The  propagation  modeling  techniques  applied  in  this  study  were  intentionally  limited  to  those  which 
could  be  implemented  in  a  modern,  low  cost  microprocessor  based  instrument  and  therefore  do  not 
include  the  terrain  inclusive,  full  wave  integral  approach.  The  results  presented  here  support  develop¬ 
ment  of  a  new  Loran-C  timing  receiver  with  internal  prqpagation  path  correction  and  multiple  chain 
capability  offering  precise  time  setting  at  the  500  ns  level.  While  this  performance  i.^  just  comparable 
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to  that  of  GPS  under  SA  for  absolute  timing,  the  frequency  stability  is  far  superior  and  the  equipment 
cost  is  much  less. 


II.  Approach 

The  equipment  for  the  experiment  consists  of  an  x\ustron  Model  2201  GPS  Timing  and  Frequency 
receiver,  an  Austron  Model  2100T  Loran-C  Timing  receiver,  an  HP  85  desktop  computer  for  control¬ 
ling  the  2100T  receiver,  an  antenna  ambient  temperature  recorder  and  various  PC’s  for  processing 
and  presenting  the  data.  The  2201  GPS  receiver  is  operated  in  the  NIST/USNO  time  transfer  mode 
where  both  the  tracking  of  satellites  and  the  processing  of  the  acquired  data  are  to  the  NIST/USNO 
specified  format.  Adherence  to  these  specific  requirements  allows  a  differential  time  transfer  mode 
of  operation  with  various  time  standards  laboratories  worldwide  who  maintain  receivers  which  track 
to  the  same  specifications  and  make  that  data  available  to  the  public.  The  benefit  of  this  common 
mode/common  view  operation  is  of  course  the  complete  removal  of  the  satellite  clock  error  and  partial 
removal  of  orbital  and  ionospheric  errors.  Significant  reduction  of  SA  induced  errors  is  also  realized 
since  they  are  a  combination  of  satellite  clock  and  ephemeris  dithering. 

Knowledge  of  the  receiver  positions  at  both  ends  of  the  link  is  of  course  required  for  this  to  work. 
Austron’s  position  was  transferred,  via  a  differential  GPS  carrier  phase  survey,  from  the  position  of 
the  Applied  Research  Laboratories  of  the  University  of  Texas  at  Austin  which  is  known  to  the  one 
meter  level  in  WGS  84.  The  time  transfer  accuracies  attainable  under  these  conditions  are  at  the  10 
ns  level  under  the  non-SA  conditions  e.xpcrienced  during  the  duration  of  the  data  taking. 

The  2100T  Loran-C  receiver  is  operated  in  a  sequence  mode  of  operation  under  the  control  of  the 
HP-85  desktop  computer  via  the  IEEE-488  bus.  The  HP-85  takes  care  of  the  parameter  set-up  for 
each  of  the  ten  Loran-C  transmissions  tracked  over  the  data  acquisition  period.  These  include  setting 
the  Group  Repetition  Interval  (GRI),  secondary  coding  delays,  and  TOC  synchronization  times.  All 
error  messages  generated  by  the  2100T  such  as  blink,  cycle  error  and  loss  of  signal  are  logged  by  the 
IIP-85  as  well  in  order  to  facilitate  outlier  removal. 

Data  was  acquired  in  both  three  hour  and  twenty-four  hour  dwell  modes,  according  to  this  pattern: 
one  ten  day,  three  hour  dwell  period  followed  by  one  twenty  day,  twenty  four  hour  dwell  period  and 
finally  one  ten  day,  three  hour  dwell  period.  Additional  data  was  then  taken  for  about  six  days  on  the 
two  weakest  stations,  Carolina  Beach  and  Searchlight,  to  make  up  for  significant  gaps  due  to  skywave 
tracking  problems  during  the  sequencing  periods,  and  also  on  Dana  to  resolve  GRI  related  anomalies 
in  the  TOA’s  which  were  noted  during  the  sequencing  periods. 

After  acquiring  the  Loran  C  pulse  and  selecting  the  third  cycle,  the  2100T  waits  for  the  next  TOC 
to  synchronize  its  1  PPS  output  to  the  arrival  time  of  the  UTC  synchronized  Loran-C  pulse.  If  the 
Loran-C  pulse  does  indeed  arrive  at  the  scheduled  time  then  the  receiver  indicates  that  a  successful 
TOC  synchronization  has  occurred  and  sets  its  1  PPS  output  to  that  time  of  arrival.  This  1  PPS 
output  is  input  to  the  2201  GPS  receiver  which  measures  its  relation  in  time  to  the  received  satellite 
currently  being  tracked  and  logs  the  data  in  the  NIST/USNO  format.  .Vpproximately  twenty  four 
hours  later  the  corresponding  USNO  track  data  is  available  for  downloading  over  a  modem  and  used 
to  correct  the  previously  acquired  raw  satellite  data.  These  differential  TOA’s,  now  referenced  to  the 
USNO  master  clock,  are  then  corrected  for  propagation  path  delays  and  analyzed  with  the  temperature 
data. 
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III.  Loran-G  TO  A  Predictions 

A.  Background 

All  positions  and  path  corrections  are  in  the  WGS-84  geodetic  datum^^J.  The  Au&tron  antenna  position 
for  both  GPS  and  Loran-C  is: 


Receiver  Latitude  Longitude 

Austron  Site  +30:27:15.47  -  97:39:45.72 


The  Loran-C  transmitters  and  their  positionsl^l  are  shown  in  Table  1. 


TABLE  1.  Loran-C  Transmitter  Locations 


Transmitter 

Malone 

Grangeville 

Raymondville 

Jupiter 

Carolina  Beach 
Dana 

Searchlight 


Latitude 

+30:59:38.870 

+30:43:33.149 

+26:31:55.141 

+27:01:58.528 

+34:03:46.208 

+39:51:07.658 

+35:19:18.305 


Longitude 

-  85:10:08.751 

-  90:49:43.046 

-  97:49:59.539 

-  80:06:52.875 

-  77:54:46.100 

-  87:29:11.586 
-114:48:16.881 


The  conductivity  data  used  for  these  predictions  is  a  set  of  disk  files:  the  FCC  data  base  for  micro- 
computersf^J.  The  FCC  M3  map  file  data  shown  in  Figure  1  is  based  on  a  study  of  effective  ground 
conductivity  for  the  United  States^^J.  The  data,  in  the  form  of  line  segments  that  define  conductivity 
boundaries,  was  accessed  by  a  program  written  for  this  project  that  returns  the  conductivity  for  any 
latitude  and  longitude. 

An  ellipsoidal  ray  path  is  computed^^^  from  the  Austron  site  to  the  Loran-C  transmitter  and  with 
an  arbitrary  step  size  a  set  of  latitudes  and  longitudes  is  created  for  looking  up  conductivities.  The 
prediction  program  produces  a  list  of  ranges  and  conductivities  along  the  path  from  receiver  to  trans¬ 
mitter. 

The  phase  delay  of  a  ground  wave  can  be  separated  into  two  components;  the  primary  phase  and  the 
secondary  phase.  The  primary  phase  is  the  result  of  propagation  through  the  air  while  the  secondary 
phase  is  the  result  of  propagation  over  a  conducting  surface  with  terrain  variations.  National  Bureau  of 
Standards  Circular  573^^^  defines  the  primary  and  secondary  phase  for  the  low  frequency  groundwave 
over  homogeneous  paths.  The  primary  ground  wave  phase  can  be  described  as: 


where: 


(1) 


pf  =  primary  phase  (seconds) 


(2) 
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d  =  range  meters 

Co  =  speed  of  light  in  vacao  (meters/sec) 
n  =  index  of  refraction  of  air 

The  index  of  refraction  of  edr  is  influenced  by  pressure,  temperature,  and  humidity^^J; 


n  =  1  +  0000776(P/r  +  dSlOe/T^) 


(3) 


where: 

T  =  temperature  (°K)  (4) 

P  =  atmospheric  pressure  (millibars) 
e  =  partial  water  vapor  pressure 

For  most  ground  wave  predictions,  Loran-C  in  particular,  a  value  for  n  is  assumed  to  be  1.000338^^^ 
The  value  can  change  from  1.0002  to  1.0004^^®!.  The  wave  velocity  at  100  kHz  at  the  surface  for  a 
perfectly  conducting  ground  and  n  =  1.000338  is  then: 


c  =  —  =  299691162  meters! second.  (5) 

n 

The  secondary  phase  correction  may  be  computed  using  the  methods  provided  by  NBS  573.  The 
methods  involve  time  consuming  solutions  of  Legendre  polynomials  and  Hankel  functions.  Faster 
methods  have  been  developed  for  receiver  implementation. 

B.  Brunavs’  Polynomials 

A  faster  method  of  obtaining  secondary  phase  corrections  from  distance  and  conductivity  in  a  real 
time  receiver  uses  Brunavs’  formulas^®!.  The  corrections  applied  here  employ  the  eight  coefficient 
implementation  offering  residual  fit  errors  at  the  six  meter  level.  The  correction  returned  by  the 
Brunavs  formula,  Eq.  6  is  added  to  the  primary  phase  correction  to  give  the  total  path  delay. 


where: 


s  =  range  (meters)/100000  (7) 

p  =  phase  lag  (meters) 

Cj  =  eight  coefficients  for  each  conductivity 

Application  of  Brunavs’  formula  to  the  mixed  conductivity  paths  typically  encountered  is  performed  us 
ing  three  approaches;  average  conductivity,  average  complex  impedance,  and  the  Millington  Pressy^®^ 
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technique.  The  first  two  techniques  are  essentially  range  segment  length  weighted  averages  of  ei¬ 
ther  the  conductivity  (real)  or  the  impedance  (complex)  along  the  receiver  to  transmitter  path.  The 
impedance  method  requires  the  additional  step  of  converting  back  to  conductivity  after  the  path 
integration^^^^.  The  third  approach  is  a  heuristic  method  which  has  historically  given  good  results 
near  distinct  impedance  boundaries  (coastlines),  where  it  reproduces  the  localized  phcise  disturbances 
near  those  boundaries.  Table  2  presents  the  path  data  for  each  transmitter. 


TABLE  2.  Propagation  Path  Characteristics 


Transmitter 

Range  (km) 

Pri.  Phase  (/is) 

Sec.  Phase 
Cond.  Imp 

(/is) 

Mil-Pres. 

Malone 

1197.479 

3995.710 

6.881 

6.550 

5.847 

Orangeville 

656.048 

2189.082 

3.119 

3.076 

2.924 

Raymondville 

435.021 

1451.563 

1.618 

1.598 

1.560 

Jupiter 

1753.507 

5851.047 

6.546 

5.490 

5.970 

Carolina  Bch 

1900.259 

6340.725 

9.953 

9.741 

9.569 

Dana 

1393.296 

4649.107 

6.188 

6.102 

5.910 

Searchlight 

1689.677 

5638.062 

7.520 

7.464 

7.052 

C.  Propagation  Model  Evaluation 
1.  Correction  of  Chain  Timing  Errors 

As  previously  alluded,  TOA  data  on  some  of  the  dual  rated  Loran  C  transmitters  exhibited  anomalous 
behavior,  i.e.  a  5  /is  difference  between  the  same  transmitter  on  a  different  chain  GRI.  Since  there 
could  be  no  path  differences  in  these  transmissions  and  since  the  receiver  will  only  track  positive  zero 
crossings  of  the  100  kHz  carrier,  a  flag  was  raised  concerning  phasing  of  the  chain.  This  characteristic 
was  observed  on  transmissions  from  Dana  on  GRI’s  89700  and  99600  and  from  Carolina  Beach  on 
GRI’s  79800  and  99600.  In  each  case,  the  transmissions  from  the  99600  GRI  were  5  /is  later  than  the 
other  GRI.  The  transmissions  from  Malone  on  GRFs  79800  and  89700  did  not  exhibit  such  a  large 
difference,  however.  They  differed  by  less  than  a  microsecond.  The  transmissions  from  Searchlight  on 
GRI  99400  fall  in  line  with  those  from  the  North  East  chain  on  GRI  99600. 

Conversations  with  the  Loran -C  timing  personnel  at  the  USNO  and  measurements  made  by  them 
on  November  28-29,  1990  confirmed  these  anomalies  on  Dana,  Seneca  and  Carolina  Beach^^®^.  The 
USNO  measurements,  made  with  an  Austron  Model  2100T  receiver,  place  the  transmissions  on  GRI 
99600  on-time  relative  to  the  USNO  Master  Clock.  Those  from  the  89700  and  79800  GRI’s  are  5 
/is  early.  Based  on  this  information,  all  data  from  these  early  arriving  GRI’s  was  corrected  prior  to 
further  processing  by  the  addition  of  exactly  5  /is  to  their  TOA’s. 


2.  Model  Evaluation 

Performance  of  each  of  the  techniques  on  actual  Loran  C  TOA  data  taken  from  the  Austron  site  is 
shown  in  Figures  2  and  3,  which  present  data  from  two  consecutive  ten  day  twenty-four  hour  dwells 
on  seven  Loran-C  transmitters,  three  of  which  are  dual  rated  and  seen  twice  each  ten  days.  Each  data 
trace  has  been  corrected  for  propagation  delay  using  one  of  the  three  methods  described  previously. 
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Regression  analysis  on  the  entire  forty-seven  days  of  data,  corrected  by  each  of  the  three  methods,  is 
summarized  in  Figure  4.  The  complex  impedance  approach  yields  the  tightest  cluster  of  TO  As  with  a 
residual  RMS  scatter  of  163  ns.  It  also  yields  a  TOA  midway  between  those  of  the  other  two  models. 
Since  the  Austron  location  is  not  near  anj  significant  impedance  boundary,  anj  advantages  yielded  bj 
the  Millington-Pressy  approach  may  not  be  visible.  In  fact  the  method  performs  the  most  poorly  of 
the  three  with  a  residual  RMS  scatter  of  732  ns.  The  average  conductivity  approach  is  slightly  better 
at  669  ns.  The  remainder  of  the  data  and  analysis  makes  use  onl>  of  the  average  complex  impedance 
path  correction. 


IV.  Results 

A.  Overall  Performance 

More  than  one  thousand  TOA’s  were  logged  over  forty-seven  days  of  testing.  The  vast  majority  of 
these  NIST/USNO  formatted  points  were  complete  780  second  tracks.  For  each  of  these  time  tagged 
points  an  antenna  temperature  reading  was  collected.  Figure  5  shows  all  of  the  data  collected  over  the 
experiment,  including  the  temperature  trace.  Linear  regression  anal>ois  on  this  propagation  corrected 
data  versus  time  and  temperature  yields  a  frequency  offset  of  10.8  ns/day  with  +/-1.4  ns/day  one 
sigma  points,  a  temperature  coefficient  of  -1.1  ns/deg  C  with  -}-/  2.2  ns/deg  C  one  sigma  points  (no 
significant  temperature  coefficient  in  this  mixed  data),  and  a  residual  standard  deviation  of  163  ns. 
From  the  regression  data,  the  predicted  GPS  and  Loran  C  antenna,  cable  and  receiver  delays  would 
be  53.418  /xs  at  the  time  of  the  first  data  point  on  MJD  48169  (October  5,  1990). 

The  actual  delays  measured  on  the  two  receivers  were: 

Model  2201  GPS  receiver  .047  /xs 

Model  2100T  Loran-C  receiver  51.760  /xs  (includes  third  cycle  tracking  delay) 

The  difference  of  these  delays,  51.713  /xs,  should  be  the  expected  offset  of  the  received  Loran  C 
TOA’s,  as  measured  by  the  GPS  receiver,  from  USNO  via  the  common  mode/common  view  technique. 
This  implies  that  the  realized  absolute  time  transfer  accuracy  over  the  period  of  this  test,  including 
transmitters  nearly  two  thousand  kilometers  away,  is: 

53.418/xs  -  51.713/xs  =  1.705/iS  ±  Icr  =  .463/xs 


B.  Individual  Transmitter  Performances 

Figures  6  and  7  show  two  consecutive  ten  daj  periods  of  propagation  delay  corrected,  twenty  four 
hour  dwell  TOA  data  with  the  antenna  temperature  shown  on  the  bottom  trace.  Inspection  of  these 
charts  shows  that  there  are  varying  levels  of  temperature  correlation  in  the  received  signals  from  the 
different  transmitters  as  well  as  definite  biases  in  the  TOA’s.  Linear  regression  analyses  on  both  time 
and  temperature  for  each  transmitter’s  set  of  data  yield  the  results  graphed  in  Figures  8  through  12. 

Figure  8  shows  the  regressed  TOA’s  at  test  startup,  M.ID  18169  (October  -3,  1990)  and  the  residual 
standard  deviations  for  each  transmitter.  These  TOA’s  vary  from  52.8  /xs  to  53.9  /xs  across  the 
transmitters  while  the  residual  stiandard  deviations  vary  from  less  than  100  ns  to  over  500  ns. 


564 


-Figures  9  and  10  show  the  regression  coefficients  (slopes)  for  time  and  temperature  along  with  their 
stcmdard  deviations.  The  temporal  slope  varies  from  2  ns/day  to  18  ns/day  (low  parts  in  10^^  fractional 
frequency  offset),  and  the  temperature  coefficients  range  from  -2  ns/deg  C  to  almost  -15  ns/deg  C.  This 
latter  level,  from  the  Searchlight  transmitter,  is  almost  certainly  not  actuallj  temperature  induced  but 
is  more  likely  skywave  induced.  The  levels  of  the  other  six  transmitters,  ranging  from  -2  ns/deg  C  to  8 
ns/deg  C  are  in  reasonable  agreement  with  those  reported  in  previous  proceedings  of  thi.  .onference^^^K 

Since  the  data  taken  for  this  survey  covers  transmitters  located  from  -100  km  to  nearly  2000  km  from  the 
Austron  site,  some  correlation  should  be  observable  between  both  the  residual  standard  deviations  of 
the  TOA’s  and  the  temperature  coefficients.  Figure  11  plots  the  regression  residual  standard  deviation 
against  the  range  in  kilometers  divided  by  the  square  root  of  the  peak  radiated  power  in  watts  (very 
much  a  first  order  approximation  to  received  signal  to  noise  ratio).  Though  not  perfectly  correlated, 
especially  in  the  more  distant  transmitters,  a  definite  relationship  is  evident.  Figure  12  plots  the 
regression  temperature  coefficient  versus  range.  Here  as  well  a  strong  overall  trend  is  evident.  The 
Jupiter  transmitter  with  its  very  small  and  negative  coefiicient,  whose  path  contains  the  only  sea 
water  of  the  transmitters  tracked,  falls  completely  out  of  line  with  the  other  transmitters.  The  Dana 
transmitter  also  displays  unexpectedly  good  temperature  insensitivity  considering  the  length  of  the 
path. 

V.  Conclusions 


The  results  from  this  survej  (even  ignoring  the  systematic  5  /rs  error)  clearly  indicate  that  the  GPS 
time  transfer  capability  is  superior  to  that  of  the  Loran  C  system  for  absolute  timing  accuracy,  and 
that  even  with  the  most  careful  calibration  of  the  Loran  C  receiver  delay  and  propagation  path, 
inaxplicable  TOA  biases  remain  which  are  larger  than  the  variations  across  all  of  the  transmitters. 
Much  more  data  covering  years  would  be  needed  to  show  that  these  biases  were  stable  enough  to  be 
removed  with  a  one  time  site  calibration. 

The  syntonization  of  the  transmissions  is  excellent,  all  showing  low  parts  in  10’^  offsets  versus  the 
USNO  master  clock.  With  the  c,\ception  of  the  Searchlight  transmitter,  all  of  the  transmissions  exhibit 
timing  stabilities  over  the  entire  period  of  less  than  300  ns  RMS  which  is  at  the  observed  levels  of  GPS 
under  SA.  As  previously  mentioned  though,  the  Loran  C  phase  instabilities  take  place  over  a  much 
greater  time  interval  than  those  being  forced  onto  the  GPS  signals  under  SA,  providing  far  better 
medium  to  short  term  frequency  stability.  This  is  shown  in  Figure  13  where  780  second  observations 
of  the  Loran  C  received  fractional  frequency  offsets  have  been  combined  in  a  RMS  sense  and  plotted 
versus  transmitter  and  range/squarc  root  power  ratio.  From  this  data  it  can  be  seen  that  all  but  the 
most  distant  transmitters  offer  better  than  three  parts  in  10”  stability  at  this  averaging  time.  It  is  in 
the  frequency  control  ,rea  where  GPS/Loran  C  interoperation  will  offer  some  sjncrgistic  advantages 
over  GPS  alone  under  SA. 

Synchronization  of  the  chains  to  UTC  as  required  by  Public  Law  100  223  has  obviously  not  been 
accomplished  at  this  time. 


VI.  References 

1.  Department  of  the  Air  Force,  WGS  S 1  Defining  Parameters  and  Derived  Constants,  IIQ  USAF 
Space  Division,  Los  Angeles,  1987. 


565 


2.  L’  S.  Coast  Guard,  Radionavigation  Bulletin,  Number  23,  U.S.  Department  of  Transportation, 
Washington,  DC.  1990. 

3.  FCC,  FCC  M3  Mar  Data  File  for  Microprocessors,  NTIS  PB87-  222253,  Washington,  DC,  1981. 

4.  Fine,  H.,  An  Effective  Ground  Conductivity  Map  for  Continental  lited  States,  Proceedings  of 
the  IRE,  September,  1954. 

5.  Snyder  J.  P.,  Map  Projections  Used  by  the  U.S.  Geological  Survey,  USGS  1532,  Washington, 
DC,  198.2. 

6.  U.S.  Co^l  Guard,  Specification  of  the  Transmitted  Lor.an-C  Signal,  USCG  COMDTINST 
MI6562.4,  U.S.  Department  of  Transportation,  Washington,  DC,  July,  1981. 

7.  Johler,  J.  R.,  et  al.  Phase  of  the  Low  Frequency  Ground  Wave,  NBS  Circular  573,  Washington, 
DC,  1956. 

8.  Brunavs,  P.,  Phase  Lags  of  lOOkHz  Radiofrequency  Groundwave  and  Approximate  Formulas  for 
Computation,  Canadian  Hydrographic  Service  Internal  Report,  1977. 

9.  Samaddar,  S.  N.,  The  'Theory  of  Loran-C  Ground  Wave  Propagation — A  Review,  Journal  of  the 
Institute  of  Navigation,  Vol.  26,  No.  3,  Washington,  DC,  1979. 

10.  Doherty,  R.  IL,  L.  W.  Campbell,  S.  N.  Samaddar  and  J.  R.  Johler,  A  Meteorological  Prediction 
Technique  for  Loran  C  Temporal  Variations,  Wild  Goose  Association,  Williamsburg,  VA,  1979. 

11.  Johler,  J.  R.,  Loran-C  Pulse  Transient  Propagation,  U.S.  Dept,  of  Transportation,  NTIS  AD 
A077551,  Washington,  DC,  1979. 

12.  Mrrkovic,  Zoran  M.,  Meteorological  Influences  on  Loran-C  Propagation  Over  Sea  and  Land  in 
Mediterranean  Sea  Chain,  Proceedings  of  the  Twentieth  Annual  Precise  Time  and  Time  Interval 
(PTTI)  Applications  and  Planning  Meeting,  Washington,  DC,  1988. 

13.  Telecons  with  Mihran  Mlranlan  of  the  USNO,  November  21-30, 1990. 


FIG.  2--Loran-C  TOA^ S;  21  Hour  DuellS; 
Uar lous  Propagation  Models 


FIG.  3 — Loran-C  TUA^ S;  21  Hour  Duel  Is 
Uarious  Propagation  Models 


NE  GRGUILLERAYUILLE  JUPITER  CfiR.BCH 
0  79800  79800  79800  79800 


RCHLITE  CfiR.BCH  DflNfl 
9100  99600  99600 


3  8196  8195  8196  8 

riJD  Prime 


8  8199  820 


Prop  Z  - Prop  C  — I —  Prop  M-P 
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from  Time/Temp  Regression 
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FIG.  6 — Loran-C  TOA^ s,  24  Hour  Duel  Is 
vs  Antenna  Temperature 
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FIG.  10 — Loran-C  5(USNO-TOA)/5T  and 

Sigma  from  Time/Temp  Regression 
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FIG.  11 — Loran-C  Residual  RNS  vs.  R/fP 
from  Time/Temp.  Regression 
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FIG,  12— Loran-C  5(USN0-T0A VST  vs  Range 
from  Time/Temp.  Regression 
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FIG.  13 — Loran-C  RNS  SI/-f  G  nf=7S0  sec 
from  GPS  Time  Transfer  Data 
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QUESTIONS  AND  ANSWERS 


Dr  Winkler,  U.  S.  Naval  Observatory:  I  would  like  to  make  some  comments  regarding  your 
interesting  presentation.  Number  one,  your  conclusions  are  completed  consistent  with  luy  own.  I  think 
that  you  have  done  an  excellent  job.  Number  two,  I  would  suggest  that,  in  addition  to  the  disturbances 
and  causes  for  noise  which  you  have  mentioned,  there  is  one  which  is  particularly  important  in  the 
Washington  metropolitan  area.  That  is  interference.  Interference,  as  it  comes  on  and  goes  off,  will, 
depending  on  the  position  of  the  filters  in  the  preamplifiers,  affect  the  bias  in  the  receivers.  This 
is  quite  a  problem  and  it  is  part  of  our  efforts  to  improve  our  capabilities  in  our  monitoring.  That 
leads  me  to  the  third  point  and  that  is  your  conclusion  that  the  Public  Law  requirement  has  not 
been  realized.  I  would  say  ‘not  yet  been  realized’  because  there  are  considerable  efforts  going  on 
wliich  have  been  hampered  by  the  lack  of  funding.  Congress  passed  a  law  without  regular  and  well 
organized  funding  procedure.  Under  the  funding  limitations  which  now  exist,  the  problems  of  truly 
synchronizing  all  of  the  chains  to  within  100  nanoseconds  has  only  been  partially  attacked.  Part  of 
the  problem,  as  you  have  seen,  is  the  5  microsecond  ambiguity.  That  has  a  historical  reason.  Many  of 
the  loop  antennas  which  were  used  in  the  past  had  the  arrow  pointed  in  the  wrong  direction.  If  juu 
have  stations  which  have  the  5  microsecond  offset,  my  recommendation  would  be  to  simply  turn  the 
loop  around  and  the  receiver  will  lock  on.  Except,  it  not  quite  as  simple  as  that  because  the  offset 
also  afiect.'i  the  envelope  synchronization.  You  have  alluded  to  that  problem.  Let  me  say  that  all  these 
things  have  to  be  precisely  nailed  down  before  you  can  make  an  adjustment.  As  funding  becomes 
available,  these  questions  w'ill  be  resolved. 
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Abstract 


This  very  preliminary  report  briefly  presents  the  first  results  on  the  time  transfer  experiments  between 
TUG  (Graz,  Austria)  and  OCA  (Grasse,  France)  using  common  view  GPS,  and  tv/o-way  stations  at  both 
sites.  The  present  data,  providing  arms  of  the  clock  offsets  of  2  to  3  nanoseconds  for  a  three  months  period, 
have  to  be  further  analysed  before  any  conclusions  on  the  respective  precision  and  accuracy  of  these 
techniques  can  be  drawn. 

Two  years  after  its  start,  the  LASSO  experiment  is  finely  giving  its  first  results  at  TUG  and  OCA.  The 
first  analysis  of  three  common  sessions  permitted  us  to  conclude  that  the  LASSO  package  on  board  of 
Meteosat  P2  is  working  staisfactorily,  and  that  time  transfer  using  this  method  should  provide  clock  offsets 
at  better  than  1  nanosecond  precision,  and  clock  rates  at  better  then  10'’^  slsmaSto  10  minutes  session. 
A  new  method  for  extracting  this  information  from  the  raw  data  sent  by  LASSO  should  enhance  the 
performances  of  this  experiment,  exploiting  the  stability  of  the  on-board  oscillator. 
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1  -  Introduction 


to  LASSO. 


After  the  failure  of  the  SIRIO  2  launch,  and 
the  subsequent  unavailability  of  the  LASSO 
experimental  equiipment  package  (hereafter  refer¬ 
red  to  as  LASSO),  a  new  phase  started  in  Summer 
1 988,  when  a  new  geosynchronous  satellite,  Meteo- 
sat  P2,  carrying  a  new  LASSO  experiment,  v/as 
launched  successfully.  In  spite  of  the  work  made  at 
various  sites  in  order  to  obtain  results  from  LASSO 
data,  and  after  a  short  move  of  the  satellite  across 
the  Atlantic  (up  to  50°  W)  and  back  to  0°  in  early 
1990,  no  real  results  were  obtained  before  Novem¬ 
ber  1990. 

During  1990,  in  order  to  compare  various 
techniques  transfenng  time  at  a  few  nanoseconds 
supposed  accuracy,  GPS  and  two  way  timetrans 
fer  were  achieved  between  TUG  (Graz,  Austria)  and 
OCA  (Grasse,  France).  The  first,  very  preliminary, 
results  of  these  GPS  and  two-way  results  v/ill  be 
given.  But  most  of  this  presentation  will  be  devoted 


2  -  Two-way  and  GPS 

With  the  help  of  NIST  and  USNO,  a  VS.^T 
two-way  time  transfer  equipment  has  been  installed 
close  to  the  laser  stations  on  the  «Plateau  de 
Calern»,  observing  site  of  the  «Observatoire  de  la 
C6tc  dAzur-  (hereafter  OCA).  With  a  dish  of  1.8m  in 
diameter,  it  permitted  us  to  achieve  common  ses¬ 
sions  three  times  a  week  v/ith  TUG  (Graz,  Austria) 
starting  on  June  22, 1990. 

A  typical  clock  offset  measurement  plot  is 
shown  on  Fig.  1 .  The  rms  value  of  the  offsets  (a 
linear  fit  has  beer,  made  through  the  data)  is  0.7  ns. 
Most  of  the  sessio.  .s  are  at  this  level  of  prec’sion, 
smaller  rms  values  being  obtained  using  larger 
dishes  (like  in  the  MIST/USNO  experiments). 

At  the  same  time,  GPS  time  transfer  using 
common  view  satellites  has  been  performed.  Fig. 


nanoseconds 


m 


o 


m 

I 


T 


J - • - 1 - 1 - 1 - 1 - 1 _ 1 _ I _ 1 _ 1 _ 1 _ I 

0  20  40  60  80  100  120 


doys 


Fig.  2  -  Plot  of  the  clock  offsets  differences  determined  using  GPS  and  two-way  at  TUG  and  OCA.  The  period 
shown  covers  three  months  from  1990  June  22  up  to  October  10.  The  rms  of  the  differences  (bias  removed) 
is  2.5  ns..differences 


2  shows  a  plot  of  the  differences  of  the  clock  offsets 
obtained  using  both  the  GPS  and  two-way  techni¬ 
ques,  These  results  are  very  preliminary.  Many 
things  have  to  be  looked  at,  especially  the  way  in 
which  the  GPS  data  are  interpolated  to  match  the 
epoch  of  the  two-way  sessions.  More  on  this  analy¬ 
sis  will  be  presented  in  a  subsequent  paper. 


3  -  LASSO 

3.1  -  How  does  it  work  ? 

On  board  a  geosynchronous  satellite, 
Meteosat  P2,  an  active  package  is  able  to  detect 
and  record  oby  an  event-timer  the  arrival  time  of 
a  laser  pulse  sent  from  a  ground-based  station.  Re- 
troref  lectors,  installed  above  the  receiver,  send  back 
to  the  transmitting  station  part  of  the  incoming  light, 
so  that  the  station  can  record  the  start  and  return 
time  of  the  laser  pulse. 

Both  firing  and  echo  times  are  measured 


using  the  station  time  scale,  but  the  detection  time 
on  board  of  Meteosat  is  determined  using  an 
oscillatorwhich  is  stable  enough  to  insure  that  there 
will  be  a  drift  of  less  than  one  nanosecond  in  a  few 
milliseconds.  For  comparing  the  time  scales  at  two 
different  Earth  stations,  it  is  sufficient  to  organize  the 
firing  times  at  both  sites  so  that  the  arrival  times  at 
LASSO  be  within  a  few  milliseconds.  By  its  specifi¬ 
cations,  the  on-board  oscillator  should  not  intro¬ 
duce  any  error  at  the  nanosecond  level.  Direct 
clock  comparison  is  achieved  every  time  two 
pulses  from  two  different  stations  give  two  detec¬ 
tion  times  on  board  the  satellite  in  a  common  window 
(that  is,  within  a  few  milliseconds ...),  when  one  also 
has  an  echo  time  at  each  participating  station.  Fig. 
3  gives  a  schematic  view  of  the  time  transfer  method 
used  for  LASSO. 

3.2  A  brief  review  of  the  LASSO  experiment 
steps  since  1988 ... 

A  short  time  after  the  launch  of 
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Meteosat  P2,  echoes  were  obtained  at  the  OCA 
Lunar  Laser  Ranylng  station.  A  few  months  were 
sufficient  to  be  sure  that  the  LASSO  package  was 
working  properly,  after  the  correction  of  encoding 
errors  in  the  data  transmission  between  the  satellite 
and  the  Earth.  With  the  time  passing  and  the 
attempts  from  various  sites  remaining  unsuccesf- 
sul,  it  became  clear  that  only  a  few  stations  v/ere 
able  to  get  echoes  from  Meteosat  P2.  Beside  the 
OCA  Lunar  Laser  Ranging  (LLR)  station,  for 
which  a  satellite,  even  geosynchronous,  is  an 
easy  target,  only  theTUG  satellite  station,  equipped 
especially  for  l^SSO  with  a  ruby  laser,  and  the 
Katzively station  (Crimea,  USSR),  (another  potential 
LLR  site),  can  really  contribute  to  LASCO  as  a  two- 
way  station.  Both  of  these  stations  are  able  to  get 
both  detection  on-board  Meteosat,  and  echoes 
from  its  retrorefleclors. 

The  first  echoes,  as  well  as  on-board 
detections,  were  obtained  with  TUG  station  in 
September  1989.  In  late  October  1989,  Meteosat 
P2  was  moved  to  50°  West,  in  order  to  provide 


meteorological  information  to  the  United  States. 
Two  stations  (Me  Donald,  Texas,  and  University  of 
Maryland  /  Goddard  Space  Flight  Center  optica! 
facility,  Greenbelt,  Maryland)  started  to  study  howto 
«iork  with  LASSO,  and  OCA  LLR  station  obtained 
echoes  in  spite  of  the  very  low  position  of  the  satellite 
as  seen  from  Grasse  (17°  elevation).  Meteosat  P2 
started  a  journey  back  over  Europe  in  late 
December  1989,  and  a  new  European  phase  of 
LASSO  has  been  organized  in  January  1990. 

Due  to  various  problems  in  Graz,  only  OCA 
LLR  station  ranged  successfully  LASSO  between 
January  and  August.  TUG  was  back  at  work  at  that 
time,  as  well  as  {Catzively.  The  I^aer  station  got 
echoes  in  September,  and  the  first  common  ses¬ 
sions  with  both  TUG  and  OCA  finally  succeeded  on 
1990  November  7  and  8. 

3.3  The  first  results 

The  following  analysis  has  been  made  using 
the  processing  of  the  satellite  ravj  datafiles  made  at 
OCA  for  the  sessions  of  November  7  and  81990. 


~  ^A~^B  ^  }) 


Fig.  3  -  A  schematic  v/ew  of  the  LASSO  experiment.  The  time  transfer  is  performed  through  the  on-board  os- 
ciffator  which  provides  an  intermediate  time  scale  for  the  determination  of  the  offset  of  the  station  clocks. 
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From  these  files,  and  using  the  station  data ,  it  is 
possible  to  identify  triplets,  i.e.  laser  pulse  start  time, 
detection  time  on  LASSO  and  echo  time  back  at  the 
considered  station,  for  a  given  session  typically  10 
minutes  long.  These  triplet  data  lead  to  the  identifi¬ 
cation  of  common  windows,  a  couple  of  triplets  from 
TUG  and  OCA  v/ith  close  detection  times  on  the 
satellite. 

In  order  to  check  the  quality  of  the  LASSO 
package  in  terms  of  time  stability,  the  echo  times 
have  been  analysed,  and  compared  to  the  detection 
times  (on  the  on  board  time  scale)  at  a  given  station. 
Fig.  4  show  show  these  echo  times  look  for  TUG  as 
a  function  of  the  firing  times.  The  high  rms  found 
after  a  polynomial  fit  is  as  high  as  the  rms  values 
found  using  the  detection  times  with  the  same  data, 
lit  simply  reflects  the  fact  that  TUG  used  at  that  time 
(this  is  no  longer  the  case)  an  event  timer  with  only 
a  10  ns  resolution.  The  same  analysis  with  OCA 
results  (Fig.  5  and  6)  shows  that  the  rms  values  for 
the  detection  times  (in  LASSO  time  scale)  is  only 


twice  as  large  as  that  for  the  echo  times  (in  station 
time  scale),  and  still  much  belov/ 1  ns.  The  conclu¬ 
sion  is  that  the  LASSO  equipment  doesn't  degrade 
too  much  the  laser  signal,  and  is  really  suitable  for  a 
sub-nanosecond  timing. 

Using  these  triplets,  only  12  common  win- 
dov/s  have  been  found  for  November  8  first  session. 
It  leads  to  12  individual  clock  offset  determinations 
which  are  plotted  on  Fig.  7.  The  rms  of  these  values 
against  a  linear  fit  over  the  four  minutes  of  the  run  is 
4  ns,  and  comes  mainly  from  the  poor  resolution  of 
the  Graz  time  measurements  at  the  time  of  the 
session.  The  same  analysis  made  on  three  ses¬ 
sions  on  November  7  yields  to  a  rms  of  5  ns  over  1 00 
minutes  and  12  common  v;indows. 


3,4  Another  approach 

Since  the  beginning  of  LASSO  in  1988,  it 
appeared  from  the  detection  times  recorded  on 
board  that  the  oscillator  is  quite  stable  over  10 


Ffg.  4  -  Plot  of  the  residuals  on  the  range  measurements  relative  to  a  polynomial  fit  -  Fust  session  on  1990 Nov. 
8  -  TUG  data.  The  high  rms,  4. 7  ns,  reflects  the  poor  resolution  (10  ns)  of  the  event-timer  used  at  that  time  in 
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Fig.  5  -  Plot  of  the  residuals  on  the  range  measurements  relative  to  a  polynomial  tit  -  First  session  on  1990 Nov. 
8  -  OCA  data.  The  rms,  0.33  ns,  is  typical  of  ranging  measurements  made  on  satellites  with  the  OCA/CERGA 
Lunar  Laser  Ranging  station. 


Fig.  6  -  Plot  of  the  residuals  on  the  on-board  detection  times  as  a  function  ot  the  hring  times  relative  to  a 
polynomial  fit  -  First  session  on  1990  Nov.  8  OCA  data.  The  rms,  0.67  ns,  is  only  twice  as  iarge  as  that  for  the 
echo  times,  it  shows  that  the  jitters  on  board  of  LASSO  are  largely  at  a  sub-nanosecond  level,  and  that  the 
oscillator  has  no  suspect  behaviour. 
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nanoseconds 


minutes.  As  only  a  small  number  of  common  win¬ 
dows  are  seen  in  a  session  (12  for  10  minutes  on 
;November8, 1990),  another  treatment  of  the  data 
was  made  at  OCA  in  order  to  exploit  the  high 
number  of  tripiets  obtained  (37  from  TUG  and  59 
from  OCA)  and  to  use  the  good  quality  of  the  obser 
verd  y^SSO  time  scale.  At  every  session  (5  to  10 
minutes),  the  triplets  from  a  given  station  are  used 
for  determining  both  the  LASSO  oscillator  rate  and 
the  offset  relative  to  the  on-site  clock.  The  difference 
between  the  clock  offsets  relative  to  the  same  LAS¬ 
SO  scale  will  provide  the  clock  offset  between  the 
two  stations.  The  rate  of  a  clock  compared  to  the 
other  one  could  also  be  determined  ifthe  data  are 
sufficiently  accurate,  or  the  analysis  could  enforce 
the  clock  rates  at  the  two  sites  to  be  equal. 

Table  1  presents  the  results  of  this  global 
analysis  using  the  sessions  on  November  7  and  8 
compared  to  those  obtained  with  the  common  win¬ 
dows  analysis  previously  planned  for  LASSO 
analysis,  it  is  clear  that  the  uncertainty  on  the  clock 


offsets  is  much  smaller  with  the  global  analysis, 
mainly  because  the  number  of  data  used  is  much 
larger.  The  TUG  poor  timings  doesnt  permit  to  reach 
the  precision  of  LASSO.  This  precision  should,  from 
the  results  obtained  using  OCA  data,  be  less  than 
half  a  nanosecond  for  the  clock  offset,  and  10  s/ 
s  for  the  clock  rate. 


3.5  Conclusion 

Experiments  in  the  near  future,  with  a  TUG 
station  using  a  subnanosecond  resolution  event 
timer,  should  confirm  that  a  time  transfer  at  a  subna¬ 
nosecond  level  can  be  achieved  with  LASSO.  Other 
stations  could  be  involved,  like  Katzively  (USSR)  and 
VVettzell  (Germany).  After  a  calibration  of  the  three 
methods  used  simultaneously,  (GPS,  two-way  and 
LASSO),  a  comparison  of  their  precision  and  accu¬ 
racy  could  be  possible  at  the  nanosecond  level, 
assuming  that  a  Hg  maser  is  available  at  the  concer¬ 
ned  stations.  As  both  two-way  time  transfer  and 


seconds 


Fig.  7-  Plot  of  the  clock  offsets  between  TUG  and  OCA  determined  using  12  LASSO  common  windov/s  on 
the  first  session  of  1990  Nov.  8.  The  scatter  of  the  results  is  mainly  dominated  by  the  poor  TUG  timing 
resolution  at  the  time  of  the  session. 


581 


LASSO  act  like  a  snapshot  of  the  clock  offset  at  a 
given  epoch,  the  only  way  to  compare  them  at  the 
nanosecond  level  is  to  employ  a  time  keeping 
device,  like  a  maser,  able  to  reach  less  than  one  na¬ 
nosecond  over  two  or  three  days.  However  OCA 
and  Wettzell  are  the  only  sites  at  which  a  maser  is  in 
operation. 


In  the  middle  of  1 991 ,  Meteosat  P2  could  be 
moved  again  at  50°  West,  permitting  a  time  transfer 
experiment  between  Europe  (OCA)  and  United 
States.  Waiting  for  this  eventual  move,  the  months 
to  come  will  be  used  as  much  as  possible  to  achieve 
time  tran  ..fer  between  the  European  sites  able  to 
range  Me'eosat  P2. 


1990  Nov.  7 

Nov.  8 

Session  time  (UTC) 

19h  25 

19h  45 

22h05 

19h  35 

Triplet  number  OCA 

15 

23 

61 

59 

“  “  TUG 

37 

18 

17 

37 

With  same  clock  rate 

at  TUG  and  OCA 

LASSO  clock  rate  (ps/s) 

-10252.7 

-10228.5 

-10240.2 

-10239.6 

uncertainty 

6.8 

9.3 

1  .7 

2.6 

Clock  offset  (ns) 

8059  .0 

8060.6 

8053 .5 

6006 .6 

uncertainty 

1  1  .6 

1  ,3 

0.7 

0.7 

With  different  clock  rates 

at  TUG  and  OCA 

LASSO  /  OCA  rate  (ps/s) 

-10248.9 

-10246.5 

-10238.7 

-10246.8 

uncertainty 

2.3 

1  .5 

0.4 

0.9 

LASSO  /  TUG  rate  (ps/s) 

-10252  .8 

-10215.3 

-10249.5 

-10235.9 

uncertainty 

8.6 

18.1 

9.8 

5.1 

Clock  offset  (ns) 

8059  .3 

8060 .6 

8053 .3 

6006 .6 

uncertainty 

1  .0 

1  .5 

1  .3 

0.9 

Table  1  -  Preliminary  global  analysis  of  the  four  sessions  on  1090  Nov.  7  and  8,  where  data  were  obtained 
at  TUG,  OCA  and  on-board  Meteosat  P2.  Each  session  is  5  to  10  minutes  long.  Further  studies  have  to  be 
made  on  the  processing  of  these  first  LASSO  data,  butthese  preliminary  results  demonstrate  that  LASSO  time 
transfer  is  possible  at  subnanosecond  level,  and  clock  rate  measurements  in  a  session  at  better  than 
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RUCENT  DEVELOPMENTS  OF  LOR  AN- C  IN 

EUROPE 


Sigfrido  Leschiutta  Enrico  Rubiola 

Politecnico  di  Torino 
Torino,  Italy 


Summary 

Even  if  recent  developments,  both  technical  and  political,  are  affecting  the  satellite  GPS  and  GLONASS 
navigation  systems,  alone,  in  conjunction,  or  with  a  possible  civilian  overlay  via  INMARSAT  or  other 
satellites,  the  time  proven  that  Loran-C  can  be  still  a  viable  solution  for  many  problems. 

The  aims  of  this  paper  are  twofold,  to  present  a  panorama  of  the  most  recent  developments  in  the 
World  and  mostly  in  Europe,  and  to  consider  some  technical  aspects  of  two  problems  regarding  the 
Mediterranean  Sea  chain. 

This  chain  is  at  moment  based  on  four  stations,  two  in  Italy,  one  in  Spain  and  in  Turkey.  The 
fate  of  the  station  in  Turkey  is  known,  in  the  sense  that  this  station  will  not  operate  when  the  U.S. 
support  will  cease,  the  future  of  the  Spanish  station  it  is  not  yet  known,  while  Italy  has  expressed  its 
intention  to  operate  the  two  remaining  stations.  Consequently  two  problems  are  to  be  solved  if  it  will 
be.needed  to  assure  at  least  the  coverage  of  Italy  and  of  the  eastern  Mediterranean  Sea. 

1  Recent  Developments  of  Loran-C 

Since  this  paper  is  unique  during  this  XXIV  PTTI  Meeting  in  addressing  Loran-C  topics,  it  seems 
appropriate  to  present  an  overview  of  the  recent  developments  of  this  navigation  system. 

In  order  to  avoid  misunderstandings,  care  vvill  be  taken  bj  differentiating  between  activities  un¬ 
derway,  existing  programs  and  tentative  studies. 

1.1  America 

As  regards  the  American  continent,  starting  from  North,  Canada  is  taking  an  active  part  in  the 
North-European  Loran-C  Policy  Group  —  to  be  introduced  later  in  section  2.2.2  —  in  order  to  secure, 
by  the  possible  upgrading  of  a  station,  a  better  coverage  of  the  waters  south  of  Greenland. 

A  research  activity  is  performed  [1]  in  order  to  validate,  using  GPS,  the  distortion  of  the  Loran-C 
grid  due  to  variations  of  the  secondary  phase  factor,  for  land  navigation  applications. 

In  the  U.S.A.,  as  it  is  well  known,  for  mid  1991  it  is  expected  the  coast  to  coast  coverage  of  the 
continental  States. 

Along  the  large  industrial  production  of  airborne  Loran-C  navigators,  combined  Loran-C/GPS 
receivers  were  announced  and  there  are  hopes  that  a  suitable  combination  of  GPS  with  Loran-C  could 
became  the  sole  mean  for  air  navigation  in  order  to  abandon,  in  some  future,  the  system  VOR/DME. 
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Tests  were  performed  on  the  use  of^GPS  to  obtain  the  Loran-C  secondary  phase  errors  [2]  for  land 
navigation. 

In  Mexico  some  studies  are  being  performed  in  regard  to  a  possible  National  coverage. 

In  Venezuela  a  decision  was  taken  to  install  a  national  chain  with  four  stations  covering  the  whole 
Country  and  its  coastal  areas  with  emphasis  on  the  inland  waterways,  such  as  the  Orinoco  river. 

In  Brazil,  very  preliminary  investigations  into  coverage  for  the  Amazon  basin  are  underway. 

No  other  activities  are  known  in  southern  America. 

1.2  Asia 

In  Asia,  starting  from  the  far  east,  studies  are  underway  in  Korea,  also  with  on  field  measurements, 
concerning  the  upgrading  of  the  two  existing  stations  witch  have  been  take  over  by  Korea,  and  the 
possibility  to  obtain  a  national  chain,  with  the  construction  of  an  additional  station. 

Japan  hosts  four  stations  and,  following  in  some  extent  the  approach  of  France,  is  reported  to 
considering  the  build  up  of  a  national  chain,  mostly  for  defense  purposes;  at  any  rate  the  take-over  of 
the  existing  stations  is  planned  in  a  few  years  time. 

In  China,  were  in  the  recent  years  a  chain  was  constructed  in  the  southern  part  of  the  Yellow 
Sea,  another  chain  with  three  stations  is  under  construction  in  the  northern  part  of  the  coastline  to 
complete  its  eastern  coastal  coverage.  Since  some  years  a  powerful  Loran-C  station  (not  a  chain)  is 
active  inland  in  the  Shaanxi  province. 

Consequently,  if  Korea  will  go  along  with  its  plans,  a  continuous  coverage  will  be  secured  along  all 
the  approaches  of  Asia  from  the  Pacific  Ocean. 

A  technical  working  group  has  been  formed  with  representative  from  China,  USSR,  South- 
Korea  and  Japan  in  order  to  coordinate  present  and  future  Loran-C  activities  in  the  area.  Chairman 
of  this  working  Group  is  the  Secretary  General  of  lALA.  lALA  stands  for  International  Association 
of  Lighthouses  Authorities,  an  informal  Organization,  with  seat  in  Paris,  formed  by  representatives  of 
all  the  seafaring  nations. 

As  regards  North-Pacific,  it  is  worth  to  be  noticed  the  agreement  reached  on  May  1988  between 
U.S.A.  and  USSR  for  a  joint  operation  of  their  Loran-C/CIIAIKA  chains  in  North  Pacific  ocean  and  the 
Bering  Sea  areas.  Follow  ing  this  agreement,  to  be  realized  in  two  steps  between  1990  and  1992  a  joint 
radionavigation  chain  will  be  formed  using  stations  in  Attu,  Alaska,  Petropavlovsk,  Aleksandrovsk, 
and  Kurilsk. 

India  has  decided  the  installation  of  two  short  range  Lor  an  C  chains  along  the  eastern  and  western 
coast  of  the  subcontinent,  to  replace  the  DECCA  chains  covering  the  approaches  of  Calcutta  and 
Bombay. 

In  the  Arabic  Peninsula,  one  of  the  two  existing  chains  was  temporarily  turned  off  before  the 
current  confrontation.  It  is  expected  to  be  returned  in  operation  soon. 

A  short  range  Loran-C  chain  is  being  installed  in  Dubai,  to  support  a  vehicle  location  system 
already  in  operation  there,  which  previously  had  relied  on  the  Saudi  system  signals. 

In  Africa,  Egypt  is  keeping  in  service  the  low-power  Loran-C  chain  formed  by  three  stations  and 
serving  the  Suez  Canal. 

The  news  gathered  in  this  two  sections  were  collected  attending  various  meetings,  or  excerpted 
from  the  U.S.  Radio  Navigation  Plan  (1988  issue),  the  open  literature,  the  lALA  Reports  [3,1, 5,6,7], 
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the  Volumes  of  CCIR,  the  Records  of  IFRB,  the  “Wild  Goose  Gazette”  and  from  conversations  with 
individuals  active  in  the  field. 

2  European  Approaches  for  Loran-C 

2.1  Situation  Prior  to  1985 

The  coverage  of  European  waters  prior  1985,  is  reported  in  every  receiver  manual,  and  was  based  on 
the  North  Sea  and  the  Mediterranean  Sea  chains. 

In  the  late  eighties  the  Ukrainian  or  Bielorussian  CHAIKA  chain  was  officially  recorded  in  the  IFRB 
(International  Frequency  Registration  Board)  and  CCIR  (Comite  Consultatif  International  pour  les 
Radiocommunications)  publications,  but  the  coordinates  of  two  stations  only  were  given  at  that  time; 

Briansk  53°13'  N  34°24'  E 
Syzran  32°11'  N  49°46'  E 

This  chain,  has  the  GRI  of  80.0  ms  and  is  formed  by  four  stations;  their  signals  are  well  received  in 
our  Labofatory^.located  in  North-West  of  Italy. 

The  European  coverage  of  Loran-C  about  1985  is  qualitatively  given  in  Fig.  1. 

2.2  Situation  After  1985 

In  1985,  started  the  activity  of  two  Loran-C  stations  in  France,  to  be  used  in  the.p-p  mode,  mostly 
for  military  purposes.  Obviously  these  two  stations,  if  operated  with  the  Group  Repetition  Rate  (or 
with  a  double  rate)  of  a  nearby  chain,  can  constitute  a  standard  hyperbolic  Loran-C  chain. 

The  news  of  the  ’J.S.A.  decision  to  terminate  at  some  time  around  1994  the  direct  or  indirect 
support  of  the  chains  operating  outside  the  U.S.A.  territories,  had  meanwhile  promoted  in  1984,  the 
formation  of  a  North-European  Loran-C  Working  Croup,  under  the  Chairmanship  of  Mr.  Steenset, 
deputy  Director  General  of  the  Norwegian  Defense  Communicalion  and  Data  Services  Administrations 
(NODECA).  Mr.  K.  Enerstadt  of  Norway  being  the  secretary  of  the  Group. 

2.2.1  The  North-European  Working  Group 
The  terms  of  reference  of  the  Group  were: 

•  to  study  future  requirements  for  Loran-C  chains  in  the  North  Atlantic  and  Norwegian  Sea  areas, 

•  to  investigate  on  other  navigation  options,  present  or  future, 

•  to  study,  if  Loran-C  should  be  retained,  all  the  relevant  technical  problems,  in  the  phases  of 
transition  and  operation, 

•  to  study  the  organization  of  future  system  operation  and  administration,  including  chain  control 
and  allocation  of  responsibilities, 

•  to  propose  an  operation  structure,  with  a  relevant  budget, 

•  to  formulate  proposals  about  the  repartition  of  the  financial  charges  between  the  various  Nations. 
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The  Final  Report,  July  1985,  concluded  with  the  following  recommendations: 

1.  The  present  Loran-C  system  in  Northern  Europe,  should  continue  to  operate  beyond  1994. 

2.  An  Organization,  eis  indicated  in  the  Report,  should  be  appointed  /  established. 

3.  A  Meeting  with  representatives  from  the  involved  Countries  should  be  called  to  reach  agreement 
cis  to  the  formation  and  term  of  reference,  of  the  necessary  mechanism  to  have  the  Organization 
recommended, 

4.  Norway  should  take  the  initiative  to  call  the  proposed  meeting. 

That  Meeting  was  called  in  Oslo  in  May  1987,  when  a  Loran  C  Policy  Group  was  formally  established. 

2.2.2  The  North-European  Policy  Group 
The  mms  of  this  Group  were  as  follows: 

1.  To  seek  agreement  between  Nations  concerned  in  the  continued  operation  and  enhancement  of 
the  present  Loran-C  system  in  N.W.  Europe.  Such  agreement  to  include  lake  over  of  present 
U.S.  Coast  Guard  Loran-C  Stations  in  the  area,  utilization  of  non  U.S.A.  stations  and  Loran-C 
stations  to  be  established  and  operation  on  a  cooperative  basis. 

2.  To  agree  and  sign  a  memorandum  of  understanding  between  Governments  participating  in  the 
System  before  proceeding  with  the  actual  work. 

The  present  membership  of  this  Policy  Group  with  the  status  of  a  full  member  is  Canada,  Denmark, 
France,  Germany,  Iceland,  Ireland,  Norway,  U.K.,  and,  as  observer,  U.S.A.,  the  Commission  of  the 
European  Communities  in  Brussels  and  lALA. 

The  Working  and  the  Policy  groups  meet  in  total  eleven  times  (the  last  in  Oslo  in  July  1990,  the 
next  in  Ottawa  in  January  1991),  and  at  the  moment  the  te.xt  of  a  Memorandum  of  Understanding  is 
available  and  discussed. 

2.2.3  Two  timing  approaches:  System  Area  Monitors,  Versus  Time  of  Transmission 

Of  particular  interest  for  the  Time  and  Time  interval  community  is  the  fact  that  the  system  control, 
as  proposed  for  the  three  planned  chains,  is  not  based  in  the  traditional  Sy&tcm  Area  Monitors  (SAM) 
approach  —  monitoring  stations  located  in  specific  points  and  charged  to  maintain  mutual  and  internal 
synchronization  of  the  chain  but  on  the  so-called  Time  Of  Transmission  (TOT)  concept.  Following 
this  approach  the  clocks  of  all  the  stations  are  referred  independently  to  a  common  reference,  such  as 
UTC. 

Both  approaches,  SAM  and  TOT  are  equally  good  in  monitoring  the  transmitters  timing  errors. 
As  regards  the  variations  in  the  propagation  delays,  SAM  enables  error  minimization,  but  only- 
in  selected  areas,  while  TOT  distributes  errors  more  evenly.  TOT  is  more  costly  in  the  implemen¬ 
tation  (more  atomic  clocks  and  GPS  receivers,  but  the  running  cost  is  less.  The  TOT  approach  can 
present  some  drawbacks  for  Time  users  and  Geophysicist,  but  can  provide  historical  data  for  delays 
of  propagation. 

In  U.K.,  in  an  official  press  release  in  April  1990  of  the  Department  of  Transport,  it  was  announced 
that,  at  the  termination  of  the  public  support  for  the  DECCA  System,  U.K.  will  participate  in  the 


586 


Lofan-G  coverage  of  North-West  of  Europe  sea  with  a  new  station  in  North-East  of  the  Count.ry.  This 
decision  will  hold  if  certain  c6n=:derationj  will  be  met.  One  of  these  conditions  was  that  Loran-C 
system  should  preserve  its  international  flavor  and  that  ah  acceptable  repartition  of  the  charges  will 
befound. 

If  these  conditions  are  not  met,  U.K.  may  reconsider  its  position. 

In  the'proposals  of  the  Policy  Group,  is  also  planned  the  construction  of  an  additional  station  in 
Ireland.  This  later  station,  operating  with  the  two  Irench  transmitters  and  with  the  southernmost 
station  of  the  North  Sea  Chain  in  Sylt,  could  cover  the  Channel,  the  Gulf  of  Biscay  and  in  general  all 
the  western  approaches  of  Europe. 

2.2.4  A  New  Chain  in  Eastern  Europe? 

Fo)  land  and  air  navigation,  some  activity  is  performed  Eastern  Europe.  Indeed  a  new  CHAIKA 
chain  is  planned  between  Eastern  Germany,  Hungary  and  Bulgaria;  the  planned  positions  of  this  new 
proposed  chain  were: 

Eastern  Germany  Damgarten  12®27'  E  54°15'  N 

Hungary  Esztergam  18°45'  E  47°46'  N 

Hungary  Kunmadaras  20®48'  E  47°26'  N 

Bulgaria  Pleven  25°04'  E  43°20'  N 

No  hews  are  available  about  the  status  of  the  new  proposed  chain  nor  about  the  consequences  oi  iccent 
political  changes.  At  any  rate  it  can  be  stated  that,  at  least  from  July- August  1990,  no  activity  was 
observed  from  our  Laboratory  at  the  GUI  of  49.60  ms,  proposed  for  the  new  chain. 

2.2.5  An  Iberian  Chain? 

Inside  IAEA,  a  small  working  group,  composed  by  France,  Portugal,  Spain  and  U.K.  was  formed  with 
the  task  to  study  the  possibility  and  the  interest,  with  a  station  in  north-west  of  Spain,  or  possibly 
in  the  Azores,  to  cover  the  Portuguese  waters  and  the  access  to  the  Mediterranean  from  the  Atlantic 
Ocean. 

A  station  in  Qrtegal,  in  N.W.  Spain,  with  the  southernmost  French  station  Soustons  «nd  with 
Estartit,  the  westernmost  of  the  Mediterranean,  double  rated,  could  indeed  cover  the  Iberian  peninsula. 

The  Group  should  prepare  a  financial  and  technical  report  no  later  than  March  1991,  with  practical 
chain  configurations,  meeting  the  requirements  for  Iberian  and  Atlantic  area,  including  Azores  and 
Canaries. 

A  possible  coverage,  for  Europe,  Mediterranean  excluded,  is  qualitatively  given  in  Fig.  2. 

2.3  Mediterranean  Sea  Chain 

Always  inside  lALA  another  group,  with  the  chairmanship  of  Italy,  is  studying  the  future  of  the 
chain  in  the  Mediterranean  area.  The  membership  of  this  Group  includes  all  the  Nation  around  the 
Mediterranean  Sea,  with  the  exception  of  Cyprus,  Israel,  Lebanon,  and  Turkey  . 

Concerning  the  Nations  hosting  at  the  moment  the  chain: 

Italy  (two  stations)  has  announced  in  1988  the  intention  to  as&ume  the  operation  of  the  stations  when 
the  U.S.  support  will  cease. 
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Turkey  (one  station)  has  announced  in  1990,  that  the  service  will  not  continue, 

Spain  (one  station),  has  not,  insofar,  announced  officially  any  the  decision,  but  informally,  the  opinion 
is  that,  provided  some  support  will  be  granted  and  the  operations  of  the  two  Italian  stations  will 
be  secured,  the  activity  of  the  Estartit  station  will  be  extended. 

If  the  above  scenario  will  become  reality,  two  situations  are  to  be  considered  : 

1.  if  the  operations  of  Estartit  station  will  not  secured,  Italy  will  have  to  make  a  decision,  whether 
to  drop  the  coverage  of  Loran-C  around  Italy,  or  to  form  a  national  chain  with  the  two  existing 
stations  of  Sellia  Maria  and  Lampedusa  and  the  addition  of  a  third  new  station, 

2.  if  the  coverage  of  central-eastern  Mediterranean  must  be  ensured,  another  new  station  in  the 
area  must  be  erected. 

The  technical  tispects  only  of  possible  solutions  to  the  two  problems  will  be  presented  in  what  follows. 

3  A  New  Transmitter,  Where? 

As  well  known,  a  Loran-C  transmitter  is  to  be  placed  in  on  an  high  conductivity  soil  in  order  to 
achieve  a  reasonable  radiated  to  loss  power  ratio.  This  is  due  also  to  the  dimensions  of  the  practical 
antennas,  that  are  small  compared  to  the  wavelength  (3  km);  a  “small"  antenna  presents  a  “low” 
radiation  resistance  and  consequently  the  overall  resistance  of  the  earth  system  must  be  as  “low”  as 
possible. 

Only  a  few  places  with  suitable  soil  conductivity  e.xist  in  the  eastern  Mediterranean.  Keeping  in 
mind  that  signal  coverage  and  geometrical  dilu^.on  of  precision  requirements  are  to  be  met,  the  set  of 
possible  places  is  further  reduced.  As  regards  trie  Italian  solution,  more  severe  constraints  arise  from 
the  Country  shape. 

Some  hypothesis  are  considered  here  and  summarized  in  Fig.  3  and  Table  1,  in  which  the  approx¬ 
imate  considered  positions  are  given,  along  the  existing  M,  X,  Y  and  Z. 

Stations  C,  T,  N  or  E  are  proposed  as  a  possible  replacement  for  the  Turkish  Y. 

If  a  fully  national  system  is  indeed  to  be  implemented,  V  or  W  can  be  chosen,  in  conjunction  with 
the  e.\isting  M  and  X.  One  of  these  stations  was  initially  proposed  as  a  possible  e.xtension  of  the  chain, 
and  a  technical  study  is  available  [3]. 

A  transmitter  located  around  Genova  (north  west  Italy),  as  sometimes  proposed  in  [8],  has  not  been 
considered  because  of  the  soil  conductivity  of  the  area,  moreover,  being  the  region  highly  populated, 
it  would  be  very  difficult  to  find  a  site. 

Finally,  political  consideration,  not  included  here,  could  still  reduce  the  set  of  possible  sites. 


4  Coverage  and  Related  Problems 

4.1  Signal  Strength 

The  groundwave  signal  strength  is  evaluated  for  all  the  proposed  and  existing  stations  using  a  computer 
program  especially  written  for  this  purpose.  The  program  is  based  on  the  data  available  in  the  CCIR 
report  717-1  [9],  converted  in  a  digital  map  with  a  resolution  of  0.5®  in  latitude  and  longitude,  and 
the  method  therein  proposed  for  mi.xcd  paths. 
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IDENT. 

LAT. 

(deg) 

LON 

(deg) 

POWER 

(kW) 

BASELINE 

(km) 

SITE 

COUNTRY 

M  % 

38.9 

16.7 

165 

n.  a. 

Sellia  Marina 

Italy 

XU 

35.5 

12.5 

325 

525 

Lampedusa 

Italy 

41.0 

27.9 

165 

980 

Kargabarun 

'I\irkey 

zn 

42.1 

3.2 

165 

1195 

Estartit 

Spain 

Cf 

35.2 

24.5 

165 

800 

Greta 

Greece 

Tf 

40.8 

24.6 

165 

710 

North  East 

Greece 

Ef 

31.5 

26.2 

165 

1190 

Norlli  West 

Egypt 

N  f 

31.2 

33.2 

165 

1725 

Nylus  delta 

Egypt 

v  + 

44.5 

12.2 

165 

730 

Po  delta 

Italy 

WJ 

45.4 

13.4 

165 

770 

North  East 

Italy 

^  c.xisting 

f  replaces  Y  | 

Italian  system 

Table  1:  Existing  and  proposed  Loran-C  transmitters  in  the  Mediterranean  area. 

The  proposed  transmitters  are  supposed  to  be  quite  similar  to  the  existing  ones,  with  the  same 
radiated  pow'er  and  190  m  top  vertical  monopole;  only  Lampedusa  (Y)  is  different. 

The  output  of  the  program  is  the  groundwave  electric  field  for  all  the  transmitters,  evaluated  at 
each  cross  point  of  a  1°  spaced  grid  for  the  region  .5-35°  W  and  30-50°  N. 

4.2  Noise 

A  single  value  of  the  atmospheric  noise  is  adopted  in  the  whole  analysis,  47.5  dB  over  1  /tV'/m  in  a 
two  sided  band  of  20  kllz.  This  figure,  based  on  the  CCIR  report  322-2  [10]  and  taken  from  an  earlier 
analysis  [3],  is  evaluated  for  the  point  10°  N,  15°  E,  in  the  middle  of  the  region  shown  in  Fig.  3.  It  is 
the  average  noise  power  in  the  worst  case  as  regards  the  season  (Summer  and  Autumn)  and  daytime 
(00  . . .  04  Local  Time). 

The  average  value,  versus  the  season  and  daytime,  spans  over  about  30  dB;  upper  and  lower 
deciles,  in  the  same  conditions,  are  10  15  dB  apart  from  the  average.  In  the  whole  area  the  variations 
of  the  average  value  never  c.xcced  2  3  dB.  The  man  made  noise  and  the  coherent  interferences  are  not 
considered  here. 

4.3  Geometry 

The  relation  between  positioning  and  timing  errors,  known  as  GDOP  (geometrical  dilution  of  preci¬ 
sion),  involves  two  concepts: 

Sensitivity.  Considering  two  transmitters,  the  sensitivity  S  is  the  ratio  of  positioning  error  vector  p 
divided  by  the  timing  error  t,  and  is  given  by  5  =  c/2cos^&;  5  is  a  vector  perpendicular  to  the 
hyperbola,  c  the  speed  of  light,  the  angle  at  the  receiver  site  delimited  by  the  direction  lines 
towards  the  transmitters. 

Crossing  angles.  Being  the  position  obtained  as  the  intersection  of  two  h>perbolae,  each  generated 
by  a  couple  of  transmitters,  its  error  is  the  sum  of  the  two.  vectors  given  by  the  sensitivities  and 
the  timing  errors. 
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It  is  a  common  practice  to  evaluate  the  GDOP  with  a  scalar  formula,  assuming  that  timing  errors  arc 
originated  by  Gaussian  white  noise,  uncorrelated  for  each  time  difference. 

In  our  opinion  the  GDOP  should  be  considered  as  the  sum  of  two  error  vectors  because  the  most 
important  sources  of  errors  are  the  systematic  or  seasonal  propagation  effects,  that  are  not  white 
noise,  h.  .  ver,  the  white  aoises  on  the  two  time  differences  are  correlated  because  one  transmitter 
is  commem. 

5  Two  Hypothesis  for  the  Future  of  the  Chain 

5.1  A  National  Navigation  System  for  Italy 

A  national  system,  based  on  ScUia,  Lampedusa  and  W  will  provide  a  fair  signal  to  noise  ratio,  as 
shown  in  Fig.  4.  Most  of  the  national  area  lies  in  the  shadowed  area,  where  the  evaluated  S/N  ratio  is 
10  dB  or  better.  Since  most  receivero  work  reasonably  with  S/X  =  0  dB,  there  is  a  sufficient  margin. 

The  geometrical  dilution  of  precision  is  shown  in  Fig.5,  where  the  module  and  angle  of  the  sensi¬ 
tivities  are  plotted  for  the  triad  M-X-W. 

The  extreme  north  eastern  Italy  and  a  small  southern  region  near  the  continuation  of  the  line  from 
X  to  M  are  not  covered  because  of  the  sensitivity.  In  most  of  the  peninsular  area  the  sensitivity  spans 
from  200  to  500  m/ns  and  the  crossing  angles  arc  near  90°,  which  is  the  best.  In  a  small  region,  at 
south  west  of  Sardinia  island,  the  positioning  will  be  difficult  because  of  the  crossing  angle  near  180°, 
despite  of  the  “good”  sensitivity  and  S/N. 

The  solution  V,  not  shown,  will  provide  a  slightly  better  signal  coverage,  but  the  north  eastern 
blind  area  will  considerably  increased  and  shifted  from  outside  to  the  Country. 

5.2  A  Loran-C  Coverage  for  Eastern  Mediterranean 

In  the  case  that  the  central  eastern  basin  of  Mediterranean  should  be  covered,  four  possible  sites  were 
investigated:  these  sites  are  listed  in  Table  1  and  shown  in  Fig.  3.  In  all  the  cases  the  criteria  of 
sections  3  and  4  were  taken  into  account. 

As  regards  station  C,  in  the  north  coast  of  Crete  island,  there  are  some  flat  lands  along  the  sea 
side  ,  the  same  conditions  arc  met  for  station  T  planned  in  the  North-East  border  of  Greece,  about 
230  km  West  of  the  present  site  of  Y  station. 

The  two  proposed  sites  in  Egypt  were  chosen  with  the  following  criteria;  the  eastern  site  in  order  to 
cover  most  of  the  eastern  basin  of  the  Mediterranean,  the  western  one  because  the  former  “Egy  ptian” 
site  would  require  an  high  power  transmitter,  being  the  baseline  with  the  master  of  about  1700  kin. 

The  investigations  about  geometrical  and  signal  to  noise  problems,  were  repeated  for  all  the  pro¬ 
posed  sites,  using  as  a  Master  the  present  one. 

From  the  investigations,  it  seem  that  the  best  site  is  C,  on  the  island  of  Crete,  because  the  resulting 
baselines  are  adequate  and  the  geometry  of  the  first  Mediterranean  Sea  chain  before  the  shift  of 
Matratin  station  in  Libya  to  Lampedusa  —  is  somehow  restored. 

In  Fig.  6,  for  this  latter  solution  are  given  the  plots  of  constant  signal/noise  ratio,  including  the 
existing  M  and  X.  In  the  shadowed  areas,  the  sensitivities  are  less  or  equal  than  COO  and  1000  m//is. 

From  the  results  of  this  study,  it  can  be  pointed  out  that  with  only  one  additional  station  both  of 
the  problems  cannot  be  solved. 
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Obviously,  if  the  new  proposed  chain  in  Bulgary  and  Hungary  will  became  a  reality,  the  problem 
should  be  fully  reconsidered. 

6  I'inal  Remarks 

It  must  be  stressed  that  in  this  analysis  nor  economical  nor  political  considerations  v\crc  taken  in  to 
account. 

Moreover,  this  researclrwas  supported  by  University  founds  only  and  no  implication  must  be  made 
about  a  possible  construction  of  any  of  the  considered  stations. 

Political  considerations  apart,  it  can  be  stressed  that  Loran-C  still  provides  an  useful  service  and 
that  is  to  be  considered  as  an  economical  solution  when  a  regional  navigation  service  must  be  provided. 
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Figure  1:  Loran-C  european  coverage  in  1985. 
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Figure  4;  Calculated  S/N  ratio  for  the  hypothesis  of  an  Italian  national  system  in  which  the  station 
W  is  added. 
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Figure  5:  Sensitivity  for  the  stations  M,  X  and  W.  Top:  module,  the  reference  segment  is  1  m/ns;  all 
the  values  above  1.2  m/ns  are  suppressed.  Bottom:  angles;  they  are  not  distorted  as  the  map. 
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slave  in  Crete. 


QUESTIONS  AND  ANSWERS 


Unidentified  Questioner:  I  understand  that  this  band  from  90  to  100  kiloHertz  is  allocated 
differently  in  Europe  than  it  is  in  the  United  States. 

Professor  Leschiutta:  You  are  completely  right.  That  is  a  problem,  but  it  can  be  solved.  I  am 
not  speaking  about  metrological  use,  but  about  those  who  are  interested  in  navigation. 
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On  the  Line  Q  Degradation  in  Hydrogen  Masers 

L.  G.  Bernier,  G.  Busca,  H.  Scliweda 
Observatoire  de  Neuchatel,  Switzerland 

Abstract 

In  hydrogen  masers,  the  atomic  resonance  quality  factor  is  largely  determined  by  the  properties  of  the 
Teflon  coating  on  the  quartz  storage  bulb.  Normally  a  good  Teflon  coating  will  last  many  years.  On 
the  other  hand,  there  may  be  a  relatively  fast  degradation  of  the  quality  factor  if  the  Teflon  coating  is 
bad.  This  paper  updates  a  series  of  observations  and  measurements  performed  on  an  hydrogen  maser 
that  had  successively  a  bad  and  a  good  Teflon  coating. 


1.0  Introduction:  A  Pathological  Case 

In  hydrogen  masers,  the  atomic  resonance  quality  factor  is  largely  determined  by  the  properties  of  the 
Teflon  coating  on  the  quartz  storage  bulb.  Normally  a  good  Teflon  coatiiig  will  last  many  years  and 
will  show  an  extremely  slow  degradation  of  the  atomic  quality  factor.  On  Jie  other  hand,  once  upon  a 
time  Ae  Teflon  coating  happens  to  be  “bad”  which  is  characterized  by  a  rc^^sonable  initial  value  of  the 
atomic  line  quality  factor  followed  by  a  fast  degradation.  The  physico-chemical  composition  and 
structure  of  Teflon  coatings  is  not  well  known.  Empirical  evidence  shows  that  the  atomic  hydrogen 
consumed  during  normal  maser  operation  plays  a  role  in  the  degradation  mechanism  of  a  bad  coating 
[1]  and  that  the  curing  process  is  as  important  as  the  raw  material  in  the  preparation  of  a  successful 
Teflon  coating.  This  paper  updates  a  series  of  observations  and  measurements  performed  on  our  hy¬ 
drogen  maser  EFOS-7,  operated  in  Sweden  at  Onsala  Space  Observatory,  that  had  successively  a  bad 
and  a  good  Teflon  coating  [2]. 

2.0  The  Effect  of  Air  on  a  Bad  Teflon  Coating 

In  the  past,  we  observed  once  that  any  intervention  on  a  certain  maser  .  auld  temporarily  cure  its 
amplitude  decay  problem,  whatever  the  intervention  v/u.,.  It  was  finally  suspected  that  the  simple  fact 
of  exposing  the  storage  bulb  to  air,  during  the  intervention,  would  temporarily  improve  the  quality 
factor.  More  recently  this  past  observation  lead  us  to  deliberately  try  the  experiment  on  a  maser  that 
suffered  a  fast  degradation  of  the  line  Q.  The  only  intervention  made  on  the  maser  between  the  2 
measurements  of  the  quality  factor  reported  below  consisted  of  filling  the  maser  with  air  and  then 
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pumping  down  again.  The  atomic  line  quality  factor  was  1.20x10^  before  and  1.44x10^  after  expo¬ 
sure  to  air.  The  cure  produced  by  exposure  to  air  wui  temporary  and  the  decay  continued  as  before. 


t  [day] 

Figure  1 

Atomic  Lhe  Quality  Factor  V5  Time 


3.0  The  Time  Behavior  of  a  Bad  Teflon  Coating 

The  effect  of  a  bad  Teflon  coating  on  the  maser  behavior  was  observed  for  several  months.  Figure  1 
shows  the  evolution  of  the  line  Q  starting  just  after  the  re-coating  of  the  storage  bulb.  The  origin  of 
the  time  axis  is  the  first  day  of  oscillation.  It  can  be  observed  that  there  is  a  decelerating  degradadon, 
during  the  first  days,  and  then  the  degradation  rate  stabilizes.  Figure  2  shows  a  linear  regression  of 
the  linear  part  of  the  line  Q  degradation.  The  equation  of  the  linear  regression  is  as  follows:  Q  = 
1.9528x10^  -  3.7052x10^  t  [day].  The  relative  degradation  rate  is  0.19  %/day.  Figure  3  shows  the 
amplitude  of  the  maser  signal  versus  time.  By  amplitude  we  mean  the  detected  peak  amplitude  at  the 
5.7  kHz  last  IF  in  the  receiver.  Again  there  is  a  'decelerating  decay,  at  first,  and  then  the  rate  of  decay 
stabilizes.  The  amplitude  steps  are  due  to  hydrogen  pressure  resettings.  Figure  4  shows  th-  linear  part 
of  the  curve  with  the  amplitude  steps  corrected  by  translation  of  the  constant  hydrogen  pressure  seg¬ 
ments.  A  linear  regression  of  the  data  points  yields.  A  [V]  =  11.741  -  4.0735xl0'2 1  [day].  The  rela- 
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tive  rate  of  decay  is  0.35  %/day.  Figure  5  shows  the  normalized  frequency  y(t)  =  Av(t)/vo.  The  beat 
frequency  Av(t)  was  measured  by  comparing  the  maser  frequency  Vq  with  the  frequency  of  a  refer¬ 


ence  maser. 
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t  [day] 

Figure^ 

Linear  Part  of  Atomic  cine  Q  V5  Time 


A  periodical  spin-exchange  tuning  of  the  cavity  showed  that  the  microwave  cavity  was  not  drifting. 
The  big  frequency  step  on  the  curve  is  due  to  the  initial  spin-exchange  tuning  of  the  microwave  cav¬ 
ity.  The  small  steps  are  Jce  to  the  imperfect  resetting  of  the  varactor  voltage  after  each  verification  of 
the  correct  cpin-exchan^  tuning.  Figure  6  shows  the  y  versus  t  curve  with  the  frequency  steps  cor¬ 
rected  by  translation  of  th\_  constant  cavity  tuning  segments.  The  residual  frequency  change  is  approx- 
im.ately  logarithmic.  The  analytic  curve  shown  on  the  figure  is  give.h  by:  y(t)  =  -1.7693x10-12  + 
2.8426  LOG(t  [day]).  If  the  frequency  change  were  due  exclusively  to  the  time  varying  cavity  pulling 
effect  associated  with  the  line  Q  degradation,  one  would  expect  a  linear  drift.  Thus  the  observed  non¬ 
linear  drift  seems  to  indicate  a  wall  shift  evolution  associated  with  the  Teflon  degradation. 
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H  pressure  changes 


Signal  Amplitude  vs  Time 


4.0  Discussion:  Present  Situation 


The  storage  bulb  of  the  same  maser  described  above  was  re-coated  and  put  back  into  operation  with 
thv  ‘.ame  hydrogen  dissociator.as  before.  The  signal  is  now  higher  (-104  dBm,  i.e.  12.0  V  amplitude 
peak  «t  the  5,7  kHz  last  IF)  for  a  smaller  hydrogen  flux  (0.1  mBar  of  hydrogen  in  the  dissociator,  i.e. 
Vp  =  6,5  [V]  at  the  pirani  gauge  output,  with  a  <j)  0.15  mm  x  1.5  mm  collimator).  After  several 
month:,  of  operation  there  is  no  sign  of  signal  decay.  This  means  that  the  bad  coating  was  entirely  re¬ 
sponsible  for  the  signal  decay  observed  before.  The  fact  that  the  signal  is  now  stronger  for  a  lower 
hydrogen  pressure  in  the  dissociator  is  a  sign  that,  as  expected,  the  threshold  flux  is  lower  with  the 
good  coating.  The  operating  quality  factor  is  now  stabilizing  at  about  Q  =  2.3x10^  (with  0.1  mBar  in 
the  disnociator)  with  an  initial  value  of  Q  =  2.5x10^  as  shown  on  figure  7. 


t  [day] 

Figure  4 

Signal  Amplitudt:  vs  Time 
Correctedfor  Constant  Hydrogen  Pressure 

5.0  Conclusion:  Investigations  at  ON  on  the  Tefion  Coating 

The  properties  of  t!._  coating  and  possible  ways  to  test  the  Teflon  before  actual  use  in  a  maser  are 
under  investigation  at  Neuchatel  Observatory.  From  a  practical  point  of  view,  we  believe  that  it  is 
equally  important  to  control  both  the  properties  of  the  initial  Teflon  coating  solution  as  well  as  the 
conditions  of  the  drying  and  curing  process  if  reliable  coatings  are  to  be  produced. 

For  example,  the  thickness  of  the  coating  is  determined  by  the  concentration  of  the  Teflon  resin  in  the 
coating  solution.  The  conceniration  may  be  estimated  from  a  measurement  of  the  specific  weight  of 
the  commercial  solution  which  is  normally  about  1.42  according  to  Du  Pont.  Our  experience  shows 
that  the  actual  Teflon  resin  concentration  may  vary  largely  from  sample  to  sample,  simply  because  the 
solution  has  a  tendency  to  separate  when  stored  for  some  time.  The  solution  is  originally  conditioned 
by  Du  Pont  into  13  kg  buckets.  If  a  sample  of  the  solution  is  poured  from  a  large  to  a  small  con¬ 
tainer,  which  is  always  the  case  since  a  few  cubic  centimeters  are  sufficient  for  the  coating  of  a  stor¬ 
age  bulb,  the  concentration  of  the  sample  is  strongly  dependent  upon  the  storage  time  of  the  large 
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container  if  the  solution  is  not  perfectly  mixed  before  pouring.  On  the  other  hand,  the  commercial 
solution  cannot  be  stored  for  more  than  a  few  months  because  the  residual  of  the  initiator  ,  left  after 
the  polymerization  process,  causes  the  solution  to  separate.  Therefore  it  is  not  possible  to  select  a 
good  solution  and  keep  it  forever  for  the  coating  of  future  masers. 


t  [day] 

Figures 

Normalized  Frequency  y  vs  Time 


In  conclusion  there  is  a  definite  need  for  a  method  th.at  would  permit  to  determine  the  performance  of 
a  coating  without  actually  testing  it  into  an  oscillating  maser.  The  possibility  of  testing  coating  sam¬ 
ples  with  Electron  Spin  Resonance  (ESR),  Infrared  Spectroscopy  (IS)  and  Photon  Spectroscopy 
(XPS)  is  now  under  investigation  at  Neuchatel  Observatory.  Preliminary  results  with  ESR  testing 
shows  that  there  is  a  sizable  difference  in  free  electron  spins  between  different  Teflon  samples. 
However  we  suspect  that  the  differences  are  determined  more  by  the  curing  process  than  by  a  differ¬ 
ence  of  composition  between  different  batches  of  the  Teflon  solution.  A  very  tight  control  of  all  the 
parameters  of  the  curing  process  would  be  necessary  in  order  to  demonstrate  differences  between  dif- 
f  irent  Teflon  batches. 
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t  [day] 

Figure  6 
y  vs  Time 

Corrected  for  Constant  Cavity  Tuning 
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Atomic  Line  Q 


t [day] 

Figure  7 

Atomic  Line  Q  with  Good  Coating 
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